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LETTER OF TRANSMITTAL. 



To His Excellency Robert E. Pattison, Governor of Penn- 
sylvania^ ex officio Ohairman of the Board of Commis- 
sloners of the Second Geological Survey of Pennsylvania : 

Sir: In transmitting this long delayed Report on the 
Geology of Chester county it is my duty to explain in a few 
words its character and purport. 

The general description of the district in the first chapter, 
and of its geology in the second chapter, I have written as 
introductory to Dr. Frazer's detailed report on the several 
townships in chapter third. 

Besides the usual Geographical and Personal Index, I 
have prepared a Geological Index^ by which the isolated 
observations scattered everywhere through the book are 
brought together and classified under their more important 
headings. 

The thoroughness with which Dr. Frazer has studied the 
structural geology of Chester county and the judicious 
manner in which he has reasoned upon its exhibitions, with- 
out dogmatizing on its obscurities, can be fully appreciated 
only by those who will take the trouble to locate upon the 
township maps* the numerous dips and strikes which he 
has recorded. Only when this is done can an idea of the 
complicated geological structure of Chester county be ob- 
tained. But when this is done, geologists will find that he 
has given them a sound basis on which to carry forward 
special local investigations ; and the providing of such a 
basis of investigation is the principal function of a State 
survfey. 

The Map, — A colored geological map of Chester county 
accompanies this report. It was prepared originally by 
Dr. Frazer to show his views of the limits of the Mesozoic 

■ ' "" ■ ■■ ■■— ^■■■■■■■■1 ■■ ■ ■ ■■■ ..^ ■!■ ■■ ■ ■!■ 

* The county map being on altogether too smaU a scale for the purpose. I 
would advise that this plotting of strikes and dips oommence with those of 
West and East Marlborough townships. 

(VC4.) 
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and Azoic areas ; of the extent of the Potsdam sandstone 
(with the underlying slates) north of the Chester valley ; of 
the probable amount of surface south of the Chester valley 
now occupied by Potsdam sandstone ; and of the probable 
connection of the limestone and serpentine exposures. 

Dr. Frazer thought it inexpedient to offer a hypothetical 
distinction between the South Valley hill and Octoraro 
creek region of talc-mica and hydro-mica- schists, and the 
rest of southern Chester county occupied by mica-schists, 
schistose gneiss and syenitic rocks, on account of the un- 
certainties attending the tracing of the limiting lines, and 
the uncertainties respecting the relations which the rocks 
bore to each other. Following the example of his Lancas- 
ter county map he gave one general color to all these rocks, 
leaving the distinction to be made hereafter as the local 
geology of the southern townships became better and better 
known. 

Considering the geological relationship of Delaware and 
Philadelphia counties with southern Chester, it appeared 
to me absolutely necessary to separate the gneissic region 
from the talc-mica slate region by means of their two es- 
tablished colors, pink and grey. This I have done on my 
own responsibility, and in the rudest manner possible, by a 
curved line from West Grove to Chrome P. O. It must be 
understood by those w^ho use this map that this curve of 
delimitation Jias no geological value whatever^ but is merely 
a temporary expedient, pending future minute local deter- 
minations of the belts and patches into which this diflBlcult 
part of the county map will hereafter be broken up. 

The Oneiss areas. On page 33 it is said that two geolo- 
gically colored maps would illustrate this report: one of 
Chester county by Dr. Frazer, and another of southern 
Chester county by \fr. Hall. 

I have found it more convenient and equally useful for 
the end in view to embody on the page plate opposite a re- 
duction of Mr Hall's map of Delaware county, together with 
a reduction of his map of southern Chester, so connected as 
to show the extent of the Azoic areas as he understands 
them. 
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Prof. Rogers' method of defining the shape and extent of 
the Azoic areas, as he understood them, is exhibited on 
another page plate, (page 41.) 

It is impossible to imagine a greater contrast than between 
these two illustrations of opposite views. The great regu- 
larity of Mr. Rogers' belts, the utter irregularity of Mr. 
Hall's areas, strikingly exemplify the difference between 
the conclusions arrived at, in a difficult region like this, by 
the earlier geologist who made everything bend to his 
theory of parallel overturned anticlinals and synclinals, and 
the observations of the later geologist who is fettered by no 
such theory, but is perhaps quite as strongly influenced by 
a different sentiment, viz : that the Azoic formations spread 
out over one another with moderate inclinations uncon- 
formably. 

Of the contorted gneiss so often spoken of by Mr. Hall in 
his report (the convoluted gneiss so called by Dr. Frazer in 
various places of this report, ) a fine ar toty pe picture will be 
found at the end of this report. 

The Potsdam areas. Dr. Frazer divides the Potsdam 
sandstone formation into an upper and a lower. See his 
field notes on East Marlborough, p. 307. 

The upper, or Kennett rock division, he identifies with 
Mr. Hall's Edge hill rock, the Eurite of the early Phila- 
delphia geologists, called also Itacoluinite rock. 

The lower, or Toughkenamon division, well exposed at 
Toughkenamon station in southern Chester, he identifies 
with the pseudo-gneiss and porphyry rocks of northern 
Chester. 

Mr. Hall has recently recognized his Edgehill rock in 
some of the exposures of Dr. Frazer s Mountain Creek 
series (Potsdam) of the South mountains in Franklin and 
Cumberland counties. The lower porphyritic division of 
the Potsdam in Chester county ought therefore to represent 
the Huronian petro-silex series in the South mountains in 
western Adams and north-western York counties. 

Prof. Rogers sub-divided his Primal formation into upper 
slates, middle white sandstone, and lower slates, as the 
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reader will see in this report ; the middle white sandstone 
being the Potsdam sandstone of American geology. 

His Primal tipper slates are those which underlie the 
Silnro-cambrian magnesian limestone (No. II) of the great 
valleys of Pennsylvania ; but they may be looked upon as 
forming, the basal division of No. II, being magnesian, and 
changed to serpentine at Chestnut hill north of Easton. 

His Primal lower slates, also magnesian, are the talc-mica 
schists of the South Valley hill, and of the south-western 
townships of Chester county. 

Beneath the Primal slate lies a micaceous gneiss and 
coarse mica-schist formation, which occupies much of south- 
em Chester and Delaware counties, reaching the Schuylkill 
a few miles above Philadelphia. 

Beneath the micaceous gneiss formation lie the home- 
blendic gneiss rocks, the lowest rocks visible along the 
Schuvlkill. 

It would be a convenience if we could call the Micaceous 
gneiss formation Huronian^ and the Homblendic gneiss 
formation Laurentian. But such simplicity of classifica- 
tion is not to be thought of in our present state of knowl- 
edge ; and in fact the chief value of this report on Chester 
county depends on its showing how confused and some- 
times irreconcilable are the natural exhibitions of these 
formations, by which it may be plainly seen how much is 
yet to be done before the systematic geology of the funda- 
mental rocks of the Atlantic border can be formulated. 

The genuineness of the Potsdam sandstone outliers in 
southern Chester seems to be proven by Dr. Frazer's dis- 
covery of numerous casts of the Scolithus linearis in its 
outcrops in London Grove township ; see page 383. 

Whatever may be thought of the structure of southern 
Chester county, all the indications point towards a proba- 
bility that the lowest ov primal members of the palaeozoic 
system of formations (Siluro-cambrian, Nos. laud II,) once 
spread over the whole region, and have since been in great 
part eroded. But if the quartzite (Potsdam proper) of the 
North Valley hill varies so much as to be absent in the 
South Valley hill and yet be present in townships to the 
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south, while conformably enclosed between upper and lower 
primal slates (the latter of great thickness), then we can 
no longer look upon this semi-metamorphosed sand and 
gravel bed sls the universal shore deposit of the early Pa- 
laeozoic sea, unconformably resting on the schists and 
gneisses of preceding Huronian and Lauren tian ages. In 
fact it renders doubtful the existence of such a sea, and 
rather suggests a number of more or less isolated water ba- 
sins, which were not combined into an ocean until the open- 
ing of the Magnesian Limestone age. 

Azoic rocks. — The confusion of our Azoic geology cannot 
be better indicated than by quoting from a recent memoir 
of Prof. C. H. Hitchcock* the following paragraphs : 

''While the sequence of the Paleozoic column has been 
satisfactorily worked out in Virginia, little attention has 
been paid to the order of the crystalline series. First of all, 
it became clear that Logan's suggestion of the separation of 
the Eozoic into Laurentian and Huronian was applicable to 
the east. This was admitted by H. D. Rogers, in 1858, using 
the terms Hypozoic and Azoic, instead of the geographical 
terminology. We can now sub-divide these groups still 
further. The proposed institution of a Labrador or Norian 
system fails, because the rocks thus distinguished are of 
eruptive origin. In New Hampshire we find at least four well- 
marked sub-divisions of the older series ; (1,) porphyritic 
gneiss, (2,) protogene or "Bethlehem'- gneiss, (3,) ordinary 
or Lake Winnipiseogee gneiss, and (4,) the Montalban, [or 
White Mountain series.] 

In the absence of detailed studies of the typical Lauren- 
tian areas it is impossible to know whether similar divisions 
can be recognized in them. From imperfect data we have 
concluded that the oldest, and possibly the first three, of 
the New England groups represent the Laurentian of New 
York and Canada. The Montalban is more evidently an 
indedendent system. 

''The Green Mountain gneisses are related to the second 

* On the crystalline rooks of Virginia compared with those of New England. 
Read at the Washington meeting of the Amer. Inst. Mining Engineers Feb.. 
1882. 
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and third of the New Hampshire series. They are repeated 
by folds in southern Vermont, and overlie the porphyritic 
gneisses along the western border of New Hampshire, in 
the Connecticut valley — the older system lying east of the 
newer one. The same order is perceived along the James 
River valley, in Virginia. At Balcony Falls and further 
east, the gneisses are like those of the Grreen Mountains. 
Where the Tobacco Row range has been cut through, the 
porphyritic gneisses show themselves, though not abund- 
antly. Between these ridges an argillitic schist shows itself, 
which Prof. Campbell regards as a part of the Laurentian. 
As this kind of rock has not usually shown itself so early 
I would raise the question whether it will not be found to 
lie in a synclinal trough — possibly inverted — upon the 
gneisses, and to be of Huronian or Cambrian age. 

"This porphyritic rock is not seen in the next section of 
the Blue Ridge, along the Norfolk and Western railroad, 
to the south-west of Lynchburg. Near the dividing ridge 
the Peaks of Otter show themselves conspicuously. These 
so closely resemble some of the New England eruptive 
granite cones as to suggest a like composition and origin. 
Quite jiear them on the railroad I observed a coarse syenite 
which may possibly be connected with their mass. 

" The Huronian seems to occur in long narrow strips, en- 
closed by the gneisses, and possessing a complex synclinal 
structure. Where the strata are monoclinal they should 
be regarded as an overturn synclinal. Typical schists of 
this system, with the included minerals, are repeatedly de- 
scribed in Rogers's reports. At first it was thought that 
only the '' talcose," or soft greenish hydro- mica-schist with 
the steatite and serpentine should be referred to this system. 
But later studies and comparisons make it necessary to add 
great developments of argillitic quartzites and mica- schist, 
as well as diabases and protogenes to the softer schists both 
in New England and Virginia. This step will relieve the 
otherwise excessive reference to the Cambrian of many un- 
fossiliferous terra nes.. In New England the softer schists 
are rarely found east of the Connecticut- Merrimack water- 
shed. A similar area is that which is crossed by the Vir- 
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ginia Midland railroad east of Manasses, and to the south- 
west of Charlottsville. The same or similar rocks are trav- 
ersed along the Norfolk and Western railroad, between 
Lynchburg and Thaxton's station. It is also largely devel- 
oped east of Lynchburg, along the Richmond and Allegheny 
railroad. 

"Another rock, more suggestive of Huronian than any 
other Eozoic or Paleozoic affinities, occupies the south part 
of Montgomery county in the gold region of Brush creek, 
skirting Pilot mountain — the western fork of the Blue 
Ridge. The rocks are coarse protogenes, cut by large au- 
riferous quartz veins. It is certainly three or four miles 
wide, with a less dip to the east than the Cambrian quartzite 
of Pilot mountain. My explorations did not extend far 
enough to the east to explore the gneissic rocks of the 
plateau, which are, probably, Montalban, and connected 
with the lofty Black mountains of western North Carolina. 

"Between Pilot mountain and Christiansburg a great 
thickness of slates and sparry limestones is exposed, which 
correspond very closely to the Taconic system of Emmons, 
as developed in eastern New York and western Vermont. 
They were referred to formation No. I by W. B. Rogers. 

"It would seem probable that the broad Huronian belt 
between Washington and Harper's Ferry, on the Potomac, 
which continues south-westerly past the James river, ac- 
cording to Professor Fontfiine, will still be found to occupy 
the ground all the way to North Carolina. As the Blue 
Ridge divides near Roanoke, and the branches extend 
through North Carolina into Georgia, it will be interesting 
to know whether the Huronian accompanies the Cambrian 
slates and quartzites. Inasmuch as copper and gold follow 
these ranges, the solution of the problem will have import- 
ant practical bearings, and will also show whether the Mon- 
talban is inferior to or superior to the Huronian. Large 
Laurentian areas may be looked for in the midland Virginia 
district." 

The Huronian System. — On the other hand the geologi- 
cal work which is now so actively carried on by professional 
geologists in Virginia inspires confidence in the possibility 
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of discovering in future years the true systematic order of 
the Azoic or fundamental rocks. 

The following letter from Prof. Wm. M. Fontaine, of 
the University of Virginia, is dated January 20, 1883 : — 

" The Blue Ridge in the northern part of Virginia is, as 
I take it, much as it is in your South Mountains of York, 
&c. The Huronian strata hide very largely the Laurentian. 
On the Potomac the latter does not show at all. 

" I find in some places in Virginia the same absence of Hu- 
ronian over the Laurentian that you mention as occurring 
in Pennsylvania. I think this is due to several causes. 
Sometimes it is plainly due to the erosion of the Huronian. 

"The Laurentian rises and expands as we go south in Vir- 
ginia, and often has over it a mere remnant of the Huronian. 
Thus, in the southern part of Augusta county the Lauren- 
tian may be seen with the Potsdam either resting immedi- 
ately on it, or with a small residue of the greenish cAfori^ic 
schists of the Huronian interposed. 

"Another cause of the absence of the Huronian, if we 
confine that term to the chloritic and epidotic schists, fel- 
sites, &c., is the fact that this group of strata does not 
always maintain the same features. It is apt to graduate 
into hydro-mica slate, mica-slate, and fine grained mica- 
schist, so that, traced horizontally, the latter class of rocks 
may be found superimposed upon the Laurentian. This is 
the case at the passage of the James river through the Blue 
Ridge. 

" Still" further southward, in the counties of Floyd and 
Carroll, I could find no typical Huronian, such as the chlor- 
itic rocks, the felsite, &c. 

"A section of 40 miles in length, south-east from the Pots- 
dam, shows a succession of tine grained mica-schists, mica- 
slates, flaggy homblendic schists, &c., but no chloritic or 
epidotic rocks. In the southern extremity of the State, 
however (in Grayson county) the felsites, chloritic rocks, 
&c., occur in great force, and make up the mass of the lofty 
White Top mountain.' Here, however, they are intimately 
associated with the mica-schists and flaggy hornblendic 
schists, &c., apparently forming one system. 
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"A section along the Chesapeake and Ohio, from west of 
the Blue Ridge to Charlottesville, wonld shpw the follow- 
ing facts, and this is a type of many in the west part of the 
State : 

*' West of the tunnel, the Potsdam is all in plaoe^ but 
forms an overturned (to the north-west) and closed synclinal, 
faulted against the Azoic of the .Blue Ridge and hence dip- 
ping south-east apparently under the Azoic. The typical 
Huronian, viz : ; the chloritioand other schists, occur here in 
great force, and form the whole of the mountain, here a 
single range. 

''Coming down the S. E. from the mountain, the strata 
graduate into hydro-mica slate, and mica slate, with bands 
of fine grained mica-schist. 

''In the chloritic slates, here and elsewhere, there is a 
peculiar gneiss that deserves special notice, for it some- 
times might be taken for Laurentian. When least devel^ 
oped, the slate contains nodular particles of feldspar and a 
waxy, often bluish, quartz. These particles, when the de- 
velopment is carried further, make ujp most of the rock and 
are then intermingled in such a manner as to give a grain 
much like that of some of the Laureiitian. Still, a little 
slaty or serpentinous cementing matter may be detected, 
and this will always distinguish this gneiss from the true 
Laurentian rock. 

"At the S. E. foot of the mountain a belt about one mile 
wide of Laurentian is exposed. Then for several miles the 
Huronian slates, schists, &c., come in again. These grad- 
uate into a great series of micaceous rocks that occupy a 
belt 12 to 15 miles wide, extending to Charlottesville. 

"This system includes tender mica-schists, often very 
flaggy, and mica-schists with small nodular particles of 
quartz and feldspar, the quartz often bluish and waxy. 
This is Rogers' gneissoid sandstone, and it has a sandy 
character on weathering. Some bands of metamorphic dio- 
rite occur, and also slates and mica-schists, charged with 
graphite. 

"Just S. E. of Charlottesville the south-west mountains 
rise. They are the prolongation of the Catoctin range and are 
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formed of typical Huronian strata, epidotic, chloritic, &c. 
schists. The micaceous series first described modulates into 
these Huronian strata first by alternations of micaceous 
rocks and strata of Huronian type, and then by giving way 
wholly to the chloritic strata. 

"On the 5. E. side of the mountains the micaceous strata 
come in again. The dip all the way is S. E. This will show 
you how intimately the two groups are connected. 

''I find in Virginia a valuable guide to the true base of 
the Potsdam in the conglomerates. 

" The lowest conglomerate is not always seen. It is often 
very coarse, with pebbles sometimes 4-6 inches in diameter, 
and composed of Laurentian or Huronian material, accord- 
ing to the nature of the underlying rock. The matrix is 
often shaly or slaty. 

*' It is the conglomerates overlying this stratum that afford 
the best guide, for they may always be seen. 

" They are simply pebble beds in the slate or shale. The 
pebbles are from the size of a musket bullet down, and 
usually of quartz, often pink in color. The pebbles look 
as if they had been scattered over a muddy bottom, form- 
ing a very peculiar conglomerate in which all the material 
except the pebbles is a fine slate or shale. Sometimes some 
partially decayed feldspathic matter occurs with the peb- 
bles. 

" These shaly conglomerates^ as we may call them, might 
sometimes be mistaken for* certain amygdaloides of the 
Huronian when the latter are weathered, but careful ex- 
amination will always detect the difference. I have never 
seen any shaly conglomerate in the Huronian. 

"I am now of the opinion that the conglomerates at the 
R. R. bridge at Harper's Ferry are these lower Potsdam 
strata, but would require a reexamination of them before I 
make up my mind positively. I am also inclined to think 
that Fmzer's Mountain Creek conglomerate is the same. 

"Notwithstanding the intimate connection of the Hu- 
ronian schists and slates with the micaceous system I am 
not prepared to deny the existence of a mica-schist member 
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and I am still in doubt where to place it if it exists. It • 
seems to be younger than the Huronian." 

Gravels. The superficial covering of Chester county has 
been derived from the immediately underlying rocks ; for 
this part of Pennsylvania lies far south of the region of un- 
disturbed Northern Drift, the southern boundaijr of which 
is marked by the great Terminal Moraine extending from 
the Delaware Water Gap to Olean on the upper Allegheny 
river, as described by Prof. H. C. Lewis in Report Z.* 

On pages 327, '8, 337, however, gravel deposits are men- 
tioned which are not referable to the mother rocks of the 
locality. One or two such were observed by Dr. Prazer in 
Lancaster county. Others of considerable size are shown 
by Mr. Hall on his map of Delaware county (Report C*) 
and others on his map of the Philadelphia belt published 
in Report C*. 

These gravels lie at different heights above tide level. 
The uppermost or Brynmawr gravel lies at about 400' A. 
T. The lower gravels are connected with the brick clay de- 
posits ranging along the right slope of the Delaware river 
valley. 

The whole subject was assigned for special study three 
years ago to Prof. Lewis, who is preparing his report. 

The gravels of the State of Delaware come under the same 
general head, but differ among themselves as do those in 
Pennsylvania. An elaborate description of the gravel hills 
near Newark, by Prof. P. D. Chester, may be found in the 
American Journal of Science for January, 1883. The gravel 
there described is the Brynmawr gravel, covering island 
hUls of decomposed gneiss. 

'*The base of the two hills near Newark is not less than 
80' above tide ; one of the hills is 228' high, and a few of the 
largest bowlders rest at the summit; i. e., 308' A. T. The 
distance back from the river is 10 to 12 miles." 

Prof. Wm. M. Fontaine, of the University of Virginia, 
has thrown new light upon the origin of some of the gravel 
deposits of the Atlantic seaboard, by finding, on the James 
river below Richmond, certain beds underlying the Eocene 

* Nearly ready to go to press. 
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Tertiary^ and containing plants of probable Neocomlan or 
Wealden age, which are made up of stones a foot or more 
in diameter. Stones lying loose upon the surface of the 
ground which seem to have come from these beds are some- 
times li or 2 feet in diameter. Together with these stones 
he observed upon the surface of the ground fragments of 
Hamilton flags holding characteristic fossils ; but most of 
the stones seem to be of Potsdam sandstone. The Siib- 
eocene or lowest Creta^eoics mother strata^ from which all 
these surface fragments seem to have come are in some 
places so completely made up of these large fragments as 
to appear (in section) like a cobble stone pavement of a 
street in Richmond. Prof. Fontaine is *' convinced that 
much of the gravel that has been deposited in more recent 
times, e. g. post-Tertiary in E. Virginia, comes from the 
ruins of these Cretaceous beds." (Letter dated Jan. 17, 
1883.) 

The specific descriptions of mines in this report seem to 
demand an apology on account of their age. I must there- 
fore explain that the back history of mining operations is 
quite as important as their recent history, and the law of 
the Legislature authorizing the Second Geological survey 
expressly orders such back history to be inserted in the^re- 
ports. In the case' of the Chester county mines their his- 
tory in most cases belongs to the past. A large number of 
them have been abandoned or are now only worked by rob- 
bing the pillars. Most of the lead and copper mines stand 
idle. But the most careful and detailed descriptions of 
these mines were made by Prof. H. D. Rogers, and are 
therefore embodied in this report. 

To this explanation I must howeveradd that Dr. Frazer's 
attention being almost exclusively devoted to the study of 
the structural geology of the county, he considered this re- 
port only as preliminary to a second detailed report to be 
prepared from a re-survey of the county in the following 
year, which however the severance of his connection with 
the Survey prevented. 

Serpentine, — In the Report on Delaware county will be 
found the map and description of the outcrops between the 

B-C\ 
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Schuylkill river and the eastern line of Chester county, fur- 
nished by Mr. Theo. D. Rand. Other data aflfecting Ches- 
ter county have been reserved for the same report C*, on 
account of their closer geographical connection with the 
Schuylkill river valley. My intention was to present the 
two reports together, that they might be included in one 
volume ; but difficulties having arisen in the way of finishing 
the Delaware county report, it seems undesirable to delay 
the publication of that of Chester county, which is there- 
fore presented first and alone. 

This report is more largely argumentative — more of a sci- 
entific memoir — than any of the reports published by the 
Board, except those of Mr. Carll on the Oil Regions. It is 
sometimes necessary to mass into one report all the doubts 
and difficulties which a geological survey encounters — many 
of which it fails to overcome — along an entire belt of coun 
try, upon which several other reports are made. 

It has been my duty to exhibit the obstacles which lie in 
the way of a true understanding of the structural geology 
of the Philadelphia-Baltimore belt ; for, what future ob- 
servers will need to know is not merely what preceding 
observers have succeeded in proving to be true ; but what 
preceding observers have been led to suppose to be true ; the 
facts as they saw them ; the generalizations which they 
imagined would hold good ; the theories which they adopted 
and used as helps in observation. 

Little more can be said than that the First Geological 
Survey did something to reveal the structural geology of 
the Philadelphia-Baltimore belt ; and that the Second Geo- 
logical Survey has added its mite to the revelation ; but that 
a great deal more light must be thrown upon it before we 
can congratulate ourselves upon a proper and satisfactory 
knowledge of it. 

I speak only of the structural geology of Delaware and 
Chester counties. Be it well understood that we have an 
abundant knowledge of all the kinds of rocks in the region — 
hornblendic, micaceous and magnesian, the so-called gran- 
ite beds, the serpentine beds, the crystalline limestones, the 
quartzite sandstone, the porphyritic schists, talc and mica- 
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schists, steatite, corundum, chrome-iron — merely as min- 
ej^alSj massive or distributed. And there is quite ns much 
information respecting their localities in Delaware and 
Chester county as there is respecting the localities of coal 
in any western county of the State. It would be quite as 
absurd to ask of the Geological Survey of Pennsylvania to 
do the work of opening up continuous out-crops of these 
minerals, sls it would be to ask of the Survey to prove by 
actual diggings the continuous out-crops of the Pittsburgli, 
or the Upper Freeport, or the Sharon coal beds This is a 
task for private enterprise ; to be undertaken, executed and 
paid for from year to year by the business community, not 
by the State. 

What the State provides, through the Geological Survey, 
is such general investigation of the field, such an examina- 
tion of localites, as will result in a just and practical un- 
derstanding of geological structure. When this is published 
for the benefit of all each citizen can make \^hat use of it 
his mental intelligence, enterprising spirit and pecuniary 
means shall prompt and permit. 

A general statement of the geological contents of Chester 
county will be found in this report, together with a detailed 
account of the geological structure so far as that could be 
Tnade out by the visible exposures in every tawnship. 

Certainly all the exposures have not been noted by the 
reporting geologist. That would be impossible. They 
number by thousands. No book could contain them. But, 
as everybody knows, one exposure mil stand good for 
many in a neighborhood where the rocks are regular ; a 
dozen will suflice to track the line of an out-crop across a 
township ; and if a sufficient number of these lines are 
placed upon a map the structure is bound to appear. But 
in a contorted and complicated district, like southern Ches- 
ter for instance, this is a work of time — years in fact will 
scarcely suffice. One geologist cannot do it. It is a kind 
of knowledge* which grows by the concurrence of many 
workers. Dr. Frazer's field notes in this report show how 
it is to be done. He has blocked out the work. The geol- 
ogists and surveyors of Chester county must complete it ; 
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and every fanner who digs a well can add an important 
contribution, if he will report the dip and strike of the 
rock from which he gets his water. 

It must be understood that the Btructural geology to be 
made out relates to the whole county. It cannot be investi- 
gated at one locality more than at another. Not until every 
j)art of the county is known can the systematic geology of 
the region be considered fixed. In a single field-season of 
seven months, a geologist who is to report on a county of 56 
townships has just three days (on an average) to each town- 
ship ; and in a State with 67 counties, all of equal importance 
to their inhabitants and to practical science, it is evident that 
a State Survey can only aflford one full season to each 
county, unless its funds be greatly increased, or its dura- 
tion be indefinitely protracted. 

It is equally plain that the geologist who is forced to sur- 
vey a county in one field-season cannot aflford to let the 
grass grow under his feet ; that he must devote his atten- 
tion exclusively to the observation of out-crops and arti- 
ficial exposures ; that he can neither gratify his own curi- 
osity nor that of others ; and that he must in the main do 
his work undisturbed and alone. 

Were the State Survey a permanent establishment and 
endowed with ample funds much more could be done than 
merely publishing a description of the geology. The work 
of exploration could be taken up and carried forward from 
year to year in a systematic manner. Questions which a 
first year's survey raises could be studied along clearly in- 
dicated lines, by borings and shaftings, and so find in the 
end their solution. As it is, we must be content with lay- 
ing a foundation of knowledge indicating the lines of re- 
search to be pursued. 

J. P. LESLEY. 
1008 Clinton Street, Philadelphia, 

February 6, 1883. y 
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CHESTER COUNTY. 

BY 

persifor frazkr. 

Chapter L* 
Oeneral Description. 

Chester county borders on the Maryland and Delaware 
State lines from Octoraro creek to the Brandywine river, a 
distance of about 30 miles, (28^ miles in a straight line.)t 

Its western boundary, in common with Lancaster county, 
up the Octoraro, and so on northward to its north-west cor- 
ner near Way nesburg, has an air- line length of 28 miles. 

Its northern border is a nearly straight lihe (common to 
Lancaster for 4 miles, and to Berks for 11 miles) 15 miles 
long to the Schuylkill river two miles above Pottstown.:j: 

Its north-east border (common to Montgomery) descends 
the Schuylkill to Valley Forge and is then carried forward 
by right-angled offsets to the northern comer of Delaware 
county; the diagonal distance from corner to comer being 
21 miles. . 

•By J. p. Lesley, October, 1882. 

t Mason A Dixon's Une. N. lat. 89^ 42'. See a AiU history of this survey 
in Futhey A Cope's Hist. Chester Co. Phila., 1881, pp. 166-161. 
X N. Latitude ¥P 15. Ut. W. B. Hartman. 

(10*.) 
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Its south-eastborder (common to Delaware county) very 
irregular, bat with a course generally south-west, measures 
from corner to corner 18 miles. 

The width of Chester county measured along the Penn- 
sylvania railroad is 30 miles ; its extreme length north and 
south 36 miles.* 

Its area^ by the census of 1880, is 760 square miles, or 

486,400 acres, t 

Its population in 1850, was 66,438 ; in 1860, 74,578 ; in 
1870, 77,805; in 1880, 83,481. 

History. — Bucks, Chester and Philadelphia counties were 
the three original counties established at the first settlement 
of the Province of Pennsylvania in 1682. Lancaster was 
set off from Chester in 1729 ; York from Lancaster in 1749 ; 
Cumberland in 1750 ; Dauphin in 1785 ; Adams in 1800 ; 
Lebanon in 1813 ; and out of these first sections of old 
Chester the other counties lying further west were after- 
wards organized. Chester county is therefore the ancient 
mother of many noble daughters. 

In 1G38 the first Swedish colonists of Pennsylvania landed 
at the mouth of Brandywine and afterwards extended their 
settlements toward Philadelphia. What Is now the city of 
Chester, they called Upland. In 1642 their seat of govern- 
ment was established on Tinicum island. 

In 1655 they were subjected by the Dutch, New Sweden 
becoming New Netherlands ; in 1664 by the English ; and 
in 1672 again, by the Dutch, who soon restored it to the 
English. 

In 1681 William Penn received his grant from Charles 11, 
and his deputy William Markham, arriving June, 1681, pro- 
claimed the new government. Penn arrived with a hun- 

* Dr. Hartman places the extreme eant and west limiting oornersof the ooanty 
at 55" and lo 40' longitude east from V^ashlngton. 

1 738 square miles and 428,285 aores, according to Dr. W. D. Hartman 's <* Re- 
port on Chester Co., Pa.," in the Trans. Penn. State Medical Society pub- 
lished separately in a pamphlet of 12 pages, with a geographical colored map, 
in 1857. The value of this map may be estimated from the fact that it repre- 
sents the Schuylkill river as sometimes one mile and sometimes two miles 
wide. 
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dred emigrants Oct. 27,* 1682 ; addressed the settlers at New 
, Castle, and proceeded up the river to examine the proposed 
plan of his commissioners for the site of Philadelphia. He 
divided his province into three counties, Philadelphia, 
Chester and Bucks ; and divided the State of Delaware into 
three counties. The first Legislative Assembly, convened 
Dec. 4, 1862 at Chester, united the States of Pennsylvania 
and Delaware, naturalized Swedes and other aliens, and es- 
tablished a code of laws. The Provincial Council was or- 
ganized in Philadelphia, March 10, 1683. The land pur- 
chases of 1682, 1736, 1749, 1758, 1768, and 1784 extinguishing 
the Indian titles to the land, marked the progress of settle- 
ment up the Delaware river and westward through Chester 
countv. 

Irish Protestants settled the northern and western town- 
ships, but were replaced previous to the Revolutionary war 
by Du tch and Germans. English Quakers settled the south- 
ern and middle and Welsh emigrants the eastern townships. 
The population of the several sections retain the distinctive 
traits of character of their ancestors to the present day, and 
are noted for their intelligence, industry and thrift. 

The soil of Chester county varies from a stiff to a sandy 
loam, and is for the most part fertile and highly cultivated. 
The soil of the valley is a light sandy loam of orange hue, 
highly fertile. 

Wynn's meadows, (in north-western Chester county,) sev- 
eral hundred acres in extent, is the only marsh ground in 
the county. But many places on the banks of the Schuyl- 
kill are low and flat and subject to inundations and to ver- 
nal autumnal fevers. The Octoraro, White and Red Clay, 
Big and Little Elk Creek valleys, bounded by high side 
lulls, have meadow lands subject to occasional inundations, 
*'but from their tillage and perfect drainage, with a few ex- 
ceptions in the fall of 1855, no malarial diseases have been 
known to arise in their vicinity for many years."! 

♦ The[ Bi-oentennial celebration of this event was held on October 24, 1882. 
t Hartmaa's report, 1857. 
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Lancaster County. 



TOWNS AND ROADS. C*. 5 

The census of 1850 exhibited 333,672 acres of improved 
land, divided into 4,836 faims, many of them dairy farms 
with excellent springs. 

Fifty-six townships make np the county. Seven range 
along the Valley ; 18 lie north of it ; 30 south of it ; as 
shown in the accompanying scheme, page 4. 

Nine borough towns were incorporated at the respective 
dates following : 

West Chester^ court-house finished in 1786 

Oxford^ incorporated in 1833 

Phcenioonille^ incorporated in 1849 

Hopewell^ incorporated in 1863 

Kennet Square^ incorporated in 1855 

Downingtown^ {Milltown^ 178J^^) incorporated in . . 1859 

Coatesville, {Midway^) incorporated in 1867 

ParJcesburg^ incorporated in 1872 

The roads of the county are numerous, well laid and kept 
in good condition. 

Four turnpike roads traverse it ; all of them made by in- 
corporated companies to facilitate the transport of the rich 
agricultural productions of Lancaster, Lebanon and Dau- 
phin counties to the Philadelphia market. 

The Gap and Newport turnpike crosses the southern part 
of the county from north-west to south-east, through Pen- 
ningtonville and Cochranville. 

The Philadelphia and Lancaster turnpike crosses the 
South Valley hill to Downingtown, follows the Valley to 
Coatesville, and then to the top of the North Valley hill 
westward. 

The Harrishurg pike leaves the P. & L. pike at Down- 
ingtown and follows the high divide between the Brandy- 
wines north-westward to Waynesburg. 

The Conestoga pike leaves the P. & L. pike west of Paoli, 
crosses the Valley and North Valley hill, and runs N. N. 
W. to Springfield, and so into Bucks and Lebanon coun- 
ties. 

Railroads also traverse the county in all directions : The 
Pennsylvania RR, from east to west through the center 
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line ; — the Philadelphia and Baltimore Central RR. from 
east to west through the southern townships ; — the Phila- 
delphia and West Chester RR. ; — the West Chester Branch 
RR.; — the Wilmington and Northern^ from north to south, 
through the middle of the county ; — the Brandyimne and 
Waynesburg RR. across the north-western townships ; — 
the Pennsylvania and Delaware RR. north and south, 
through the south-western townships ; — the PicJceriiig Val- 
ley RR.j and the Valley RR. in the north-eastern town- 
ships. A railroad is in process of construction from West 
Chester to Phoenixville, and another to Norristown. 

Levels along these lines will be given further on, in con- 
nection with the description of the different regions of the 
county. 



Five regions of Chester county are distinctly marked : — 

I. The southern region of Philadelphia gneiss. 

II. The South Valley hill talc-mica or hydro-mica schists. 

III. The Downingtown limestone valley. 

IV. The northern region of gneiss and Potsdam sandstone. 

V. The Schuylkill region of Mesozoic or Triassic (new 
red) sandstone and shale. 

/. T7ie Southern gneiss region. 

This beautiful region of the State, over w^hich towns, 
villages and hamlets are thickly strewn, is a rolling country 
of hill and dale, highly cultivated, well wooded, well 
watered, with good roads and public buildings and com- 
fortable dwelling-houses, built of the country stone, and 
many of them ancient. Tlie streams which descend towards 
the Delaware furnish water-power, and mills and factories 

are numerous. 

Its general elevation above ocean level is about 400' be- 
low which its streams have cut a thousand tortuous val- 
leys and ravines to a depth of one or two hundred feet, 
bounded by steep and often rocky slopes, crossed by high 
railway bridges and embankments. 

The Philadelphia and Baltimore Central railroad trav- 
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erses it from east to west for about 25 miles.* Three other 
railroads cross it from north to south, viz : — 

The Pennsylvania and Delaware railroad running from 
Pomeroy station on the Penn. RR. southward, down Buck 
run, across Doe run. and down Clay creek into the State of 
Delaware, near the corner of Maryland ; — 

The Wilmington and Northern railroad^ which crosses 
the Penn. RR. at Coatesville in the Valley, and follows the 
west branch of Brandy wine, south-eastward, into the State 
of Delaware ; — 

The Philadelphia and West Chester railroad^ which 
branches from the Penn. RR. at Frazer station, and makes 
a curve through West Chester, and down Chester creek 
(west branch) into Delaware county and so to Philadel- 
phia, f 

Philadelphia and Baltimore Central RR, 

MiUt/rom 

Phila, A, T. 

Cbadd'sford, (BrandjTvineoreek,) 16 129' 

Fairvme station, 19 255' 

Rosedaie station, 20 812' 

Kennett Square station, 22 260' 

Tough kenamon station, 25 283' 

Avondale station, (P. <fc D. RR. oroBsingO ... 26 227' 

West Grove station, 29 444' 

Penn station, 82 506' 

£lkyiew station, 83 

Lincoln Unlyersity station, 85 

Oxford, (Junction of Peaoh Bottom RR.,) ... 38 

Columbia and Penn. D. June. Susq. river, ... 57 

West Chester und Philadelphia RR, 

Ditt, from Ocean 

Phila, depot, level, 

Westchester, 27 406' 

HemphUl, . . — 818' 

Streetroad, 25 252' 

*A branch railroad leaves the line at Oxford, and keeps west through Lan- 
caster county to Peach Bottom. 

t This curve however is made by two rival railroads, the termini of which 
are In West Chester. They are now both owned by the Penn. RR. Co., but 
are operated separately, giving the people of West Chester a northern and a 
sonthem route to Philadelphia. In the table of levels the northern is called 
the '* West Chester railroad " simply. 
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Cheney, 23 240' 

GlenMiU, 22 IW 

Darlington, 20 143' 

Baltimore Central RR. Junction, 19 183' 

Lenni, 18 186' 

Glen Riddle, 17 160* 

Greenwood, 16 218' 

Media, 14 210' 

Manchester, — 211.5 

Wallingford, 18 168' 

Swarthmore 11 126' 

Morton, 10 121.5 

Springhill, 9 128' 

Clifton, 7 109' 

KellyvUle, 6 102' 

Darby road, ' — 108' 

Femwood, — 90* 

Angora, 8 74.5 

Woodland street, — 57' 

Philadelphia Depot, 81st and Chestnut street, 14' 

Wilmington and Northern RR. 

Coatesville, (X Penn. RR.,) 80.7* 315't 

Modena, 83.3 278' 

Mortonville, 86.1 260' 

Laurel, — 241' 

Embreeville, 88.8 281' 

Glenhall, 41.4 218' 

Northbrook, — 209' 

Seeds 48.3 195' 

I/enape, 45.2 183' 

Peoopson, 46 180' 

Chadd'sFord, 48 176' 

Smith's bridge, 53 209' 

Centre, 64.6 263' 

Dupont's, 60 282' 

Wilmington, 63 12' 

Pennsylvania and Delaware RR. 

Pomeroy, (Jimotion with Penn. RR.,) 483' 

Doe run, 6 874' 

Pusey's summit, 10 470* 

Pennook^s summit, — 463' 

Ayondale. (X Phil, and BalU Cent. RR.,). ... 15 282' 

Newark, in Delaware, 26 118' 

Delaware City, 88 16' 

— ^ — 

* From the terminus at Birdsboro' Junction. 

t62' below the Penna. RR. track on the high bridge at Coatesville, (874' ) 
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The rivers and creeks of this district all flow south-east- 
ward into Delaware bay, apparently without regard to the 
geological structure beneath the surface ; but it is remark- 
able that this south-eastward drainage stops at its western 
border; no streams enter it from the side of Lancaster 
county. , On the contrary, the drainage beyond its western 
border is westward, into the Octoraro creek, and so south- 
westward into the head of Chesapeake bay. This fact will 
be referred to in describing the second region of the county, 
as it has some geological significance in defining the limit 
of this gneiss region and of the adjoining talc-mica slate 
region. 

Darhy creek heads near Paoli and flows through Easttown 
into Delaware county. 

Crura creek heads west of Paoli and flows through Wil- 
listown in the same direction. 

Ridley creek heads near Frazer station and flows through 
East Goshen and Willistown. 

Chester creeks east branch^ (with its affluent Catharine 
run) heads in West Whiteland and flows south through 
East Goshen and Westtown into Thornbury, where it joins 
the west branch which heads at West Chester and flows 
south-east into Delaware county. The Philadelphia and 
West Chester railroad follows its bed. 

These four streams all head along the crest of |;he South 
Valley hill, on a straight line about ten miles long. 

Brandywine river ^ east branchy after draining the north- 
em region of the county southward across the valley at 
Downingtown, flows 20° E. past Copesville, Sagerville, and 
Chadd's Ford, 12 miles to the State line. 

Valley creek, flowing west along the Valley to near Gar- 
land, turns south and joins the Brandywine a mile above 
Copesville. 

Broad run^ instead of flowing east into Chester creek, 
flows west into Valley creek near Harmony. 

Taylor'* s run flows west into Blackhorse run^ and this 
west into the Brandywine at Copesville. 

Plum run heads in West Chester borough and flows 
south-west into the Brandywine at Sagersville. 
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Radley run does the same, half a mile further south. 

Brandy wine river ^ west branchy after cutting across the 
Valley at Coatesville, flows east south-east 10 miles and joins 
the East branch between Copesville and Sagersville. 

Focopson creeJc. flows east into the Brandywine a mile 
below Sagersville. 

liing's Tun^ does the same at Chadd's Ford. 

Red clay creeks (east and west branch) drain the Union- 
ville, Taggarts, London Grove, Kennett Square and Norway 
country (west of the Brandywine) southward into the State 
of Delaware. 

WJiite clay creeJc^ east branchy has its numerous heads 
at and west of Upland, and flows south past Avondale. 

White clay creeks middle branchy heads at Londonderry 
and flows south south-east, 8 miles, and then with the west 
branch 2 miles further to join the east branch at the Dela- 
ware State line. 

White clay creek^ west branchy heads at Kelton and flows 
south and then east. 

Elk creek gathers its head waters around Russell ville and 
the Lincoln University, into two main branches (both of 
which flow south across the P. & B. C. RR.)and then flows 
south-eastward into Maryland. 

Little Elk creek heads at New Prospect and Oxford 
borough and flows east and south into Maryland. 

North east creek heads at Nottingham P. O. and flows 
south-east and then south into Maryland. 

Note. — On all the county maps, including those published 
in the "History of Chester county," 1881, a strange error 
has been made which a reference to the townskip map of 
West Nottingham would have prevented. North east creek 
is made to head in Maryland and flow north and north-west- 
ward along the township line into the Octoraro creek. The 
compilers of the county map have been careless enough to 
mistake the township line at Nottingham P. O. for a water 
course. This error has been culpably copied in one of the 
county maps published with this report ; on the other it is 
corrected. 
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These are all the streams which properly belong to the 
gneiss region, although some of them have their upper waters 
in the talc-mica slate belt of the South Valley hill. Broad 
run flows wholly in the slates. 

The descent of Darby, Crum, Ridley and (east branch) 
Chester creeks from the South Valley hill south-eastward 
towards tide water is part of the system of drainage of 
Delaware county, and may possibly be explained in one of 
two ways: — either, first, the South Valley hill slate belt 
was always and at all stages of erosion much higher ground 
than the more decomposible gneiss surface to the south of 
it ; or, secondly, there is a fault along the edge of the Val- 
ley limestone, by which the whole district drained by these 
creeks has been lifted and tilted so as to slope southward. 
But the grounds for either hypothesis are very obscure, 
and are rendered more problematical by the line of serpen- 
tine and limestone outcrops which passes by West Chester, 
and which may be a line of fault, and certainly is one of 
nonconformability. 

The branches of the Octoraro will be spoken of directly 
and the nature of their drainage shown. 

West Chester^ laid out as county seat in 1786, had a pop- 
ulation of 3,173 in 1860 ; 6,630 in 1870 ; and of 7,046 in 
1880. It stands on high land (about 450' above ocean level) 
at the head of the west branch of Chester creek, in the 
midst of a fertile, wealthy and picturesque belt of country, 
farmed by a remarkably moral and enlightened population, 
speaking a traditionally pure English language, and with 
advanced ideas of civilization. 

An Academy of Natural Sciences contains one of the 
best collections of plants in the State. 

The magnesia of the soft decomposed gneissoid strata on 
which West Chester is built made the well water in the sum- 
mer months unwholsome, generating diarrhoeas, and driv- 
ing the inhabitants to the use of rain water. St^am power 
now elevates to a reservoir the water of a large spring which 
is distributed through iron and lead pipes and is whole- 
some. (Dr. Hartman in 1867.) 

The Legislature having authorized the removal of the 
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seat of justice from Chester to West Chester by the act of 
March 20, 1780, difficulties arose which were adjusted by 
the act of September 26, 1789 dividing the county and set- 
ting off Delaware county, with Chester as its seat of justice. 

The latitude of West Chester is given as 39° 67' 31" north ; 
and its longitude as 1° 24' 57" east from Washington. The 
data for this determination, copied from Dr. Hartman's 
memoir, are presented on page 13. 

The towns cund villages which dot the map along this 
beautiful belt of country are very numerous. Commencing 
at the Delaware county line we have — 

Leopard^ White Horse^ Sugartown^ OosTienville (on Rid- 
ley creek). Rocky Hill^ Willistown, Milltown (on E. Br. 
Chester creek), Thornbury^ Dilworthtown^ Copesville (on 
the East Brandy wine), Marshalton ; Glenhall^ Northhrook 
and Bagermlle (all three on the West Brandy wine) ; Locvst- 
Orove^ Parkerville^ Med Lion^ Marlboroughville^ Union- 
ville, TaggertSy London Grove, Upland and Woodmlle (all 
east of the P. & D. RR., and north of the P. & B. Central 
RR.) ; Kennet Square^ Toughkenamon and Avondale (on 
the P. & B. C. RR. ) ; Fairmlle, Norway^ New Oarden, 
Kaolin and Landenberg (between the P. & B. C. RR. and 
the Delaware State line) ; Chesterville^ Strikerville^ Kim- 
blevUle^ New London and Elkdale (all between the P. & B. 
C. RR, and Maryland, east of Elk creek) ; Lewismlle, Peace- 
dale Hickoryhill, Chrome^ Nottingham and New Prospect 
(all between Elk creek and Maryland, west of Elk creek and 
south of the P. & B. C. RR.) ; Fremont, Glenroy, Hope- 
well, Oxford, Hayesville, Lincoln University, Eusselltille, 
Jennerville and Londonderry, (all west and north of the P. 
& B. C. RR. to the Lancaster county line.) 

//. Mica-slate region-, South Valley Hill. 

Bordering the gneiss country on the north and west is a 
belt of higher ground, which will be geographically de- 
scribed in this report under the name of the South Valley 
hill or hydro-mica- schist belt ; which traverses the county 
from east to west with a width of about two miles north of 
West Chester, four miles south of Coatesville, and then sud- 
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denly spreads out up and down the Octoraro creek to a 
breadth of twelve or thirteen miles. 

It therefore encloses, as has been already said, the gneiss 
region on the west as well as on the nortii ; with this dif- 
ference, that, on the north the separating line is straight 
and well marked ; whereas on the west it is a great curve 
and very indistinct. This will be dwelt upon hereafter in 
the geological description. 

Topographically it may be de8cril)ed as the high ground 
which overlooks the limestone valley of Downingtown from 
the south — and which, after passing the Brandywine west 
branch, spreads abroad westward and southward into Lan- 
caster county and Maryland. 

Its elenation ahom tide is indicated at the east, by the 
Perin. RR. summit two miles west ot Paoli,=550' A. T ; — 
near West Chester by the Summit level of the West Ches- 
ter branch IIR.=587' A. T. ; — and still furtlier west by Pu- 
sey's summit on the Del. & Pa. RR. south of Doe run,=470' 
A. T.— the high hill tops ranging about 600' A. T. 

The Pennsylvania railroad runs along the ridge from Rad- 
nor to Prazer, about thirteen miles, and then grades down 
the hill slope into the valley at Downingtown ; as shown by 
the map, and by the following table : — 

Pemifiylvania railroad. 

Miles from Feet 

Phila. A. T. 

Radnor station in Delaware oountj^ 12 409 

Edgewood, — 401 

W^ayne, 14 405 

Reeseville, 16| 495 

Paoli, 19 5S4 

Greentree, — 543 

Summitf — 550 

Malvern, 21 546 

Fra«er, (junction of W. C. RR.,) — 490 

Glenlock, 25 453 

Ship bridge, — 411 

Walkertown, ... — 388 

Intersection of Waynesburg branch, — 256 

Downingtown^ 32 266 

Gallagherville, 33 298 

Thoradale, 34 313 

Cain, 36 359 
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Coalesville, (X of Wilm. & Northern RR.,) . 88 380 

Midway, — 396 

I\}meroyf (E. Janotion of Penna. A DeL RR.,) 42 483 

Parkesburgi 44 637 

Summit west of PariieBburg, — 662 

Penningtonville, 47 600 

We.$t Chester branch, {old line/') 

Assumed. High tide. Ocean, 

Malyem, (old station on W. C. br.,) 232 539 546 

Ton road, 264 571 678 

Summit station, 273 680 687 

Woodland, 264 671 678 

Wesi Chester branch, (new lincf) 

Frazer, (old station,) 179 484 491 

Glen look road, 244 649 666 

King road, 265 660 667 

Woodland station, 266 671 678 

Eirkland station, (old line,) 230 637 644 

Green hill, (Patton's,) 186 493 600 

MoCall's station, 143 460 457 

Market St., West Chester, 107 414 421 

The Brandy wine, east branch, cuts down through this 
highland to and below the level of the valley at Downing- 
town, 266', i. e. say 300 feet. So does Yalley Creek. 

The Brandy wine, west branch, cuts down through it to 
and below the floor of the valley at Coatesville (315') ; at 
Modeville (Modena) to 260'± i. e. say 300 feet. 

Back run cuts down into it to and below the level of the 
valley, but the valley is here much higher than further east ; 
and Back run valley not near so deep as that of the Brandy- 
wine. Railroad grade at Pomeroy is 483', and at Doe run 
374'. 

Doe run and Back run drain Highland township and parts 
of Londonderry and West Fallowfleld, East Fallowfield 
and West Marlborough eastward into the Brand j'^wine (W. 
branch) at Mortonville, 6 miles below Coatesville. Doe run 
however marks about the south limit of the hydro-mica 
schist belt. 

Muddy run heads around Cochranville and flows S. W. 

* Abandoned find rails removed. Station shifted eastward, 
t Frazer is the next station west of Malvern on the main line. 
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7 miles into the Octoraro below Hellbank bridge. Several 
smaller runs heading at the west limit of the gneiss also 
drain westward into the Octoraro. One flows north-west 
from Nottingham P. 0- along the township line past Glenroy 
into the Octoraro above Kirk's bridge. (See note on page 
10 above. 

The geological significance of the fact that all these streams 
disobey the general law of drainage in Chester county, by 
heading east along the west border of the gneiss region and 
flow^ing westward into and through the hydro-mica schist 
belt, has already been hinted, and will be hereafter enlarged 
upon ; but it is worthy of remark that it happens only in 
the western part of the county where the belt expands. 
In the eastern townships where the belt is straight and nar- 
row the heads of Chester^ Ridley^ Crum and Darby creeks 
flow out of the slate belt into the gneiss region. Broad run 
flows lengthwise of the belt ; and so do the smaller afflu- 
ents of Back and Doe runs. 

The surface land of the hydro-mica schist region is well 
cultivated, and populated, but there are no large towns. 

The villages are not numerous. Beginning at the east 
and going west, they are : Paoli, Grove, Harmony Hill^ 
RomanvUle, Modeville and Mortonville (on the West Bran- 
dywine) ; Toungshurg^ Doe Run, Oum Tree, Cochranville, 
Olenville, Londonderry, Russellmlle and Haysmlle (east 
of the Octoraro creek) ; and Homemlle and Sleelevilley close 
to the Lancaster county pike. 



III. The Downingtown valley. 

The Chester valley, as it is usually called, is the next prom- 
inent feature of the county. 

Its geology will be described in its proper place ; here it 
is only needful to speak of it as a groove, from 600 to 2000 
yards wide, cut straight across Chester county to the depth 
of from 200 to 400 feet. 

The hilly southern region of the county already described 
ends at the southern edge of the groove ; the much more 
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hilly northern region next to be described, begins at the 
northern edge of the groove. Limestone and marble form 
the floor of the valley, and rise a short distance np both 
slopes. The floor is generally level, and the slopes gentle. 
There are no cliflfs or jntting rocks along the sides of the 
valley ; but here and there a small natural output of lime- 
stone is seen, or a sinkhole, or an artificial quarry. Rivu- 
lets descend the slopes and meander over its floor, some 
eastward and others westward, to join either the Schuyl- 
kill or one of the two branches of the Brandy wine. 

Three rivers cut across the valley in their way southward 
to Delaware Bay, and several other smaller streams make 
gaps in its side walls. 

Gaps. — The Schuylkill breaks across between Norristown 
and Conshohocken ; East Valley creek (flowing east) breaks 
out through the North hill into the Schuylkill at Valley 
Forge; the West Valley creek (flowing west) breaks out 
through the South hill two miles east of Downingtown ; 
the East Brandywine flows square out of a gap in the 
North hill, and into a gap in the South hill at Downing- 
town ; the West Brandywine does the same at Coatesville ; 
Buck run at Pomeroy ; and the Octoraro creek at the Lan- 
caster county line. Besides these gaps, there is another 
made through the North hill by a branch of West Valley 
creek four miles east of Downingtown ; and still another 
in the North hill made by Beaver creek (a branch of Val- 
ley run flowing east) two miles west of Downingtown. 

Eight gaps therefore exist in the North hill, and six in 
the South hill, exposing the stratification more or less per- 
fectly. 

From Downingtown eastward the old Chester Valley 
railroad follows the valley to Norristown. Prom Down- 
ingtow^n westward the Penn. railroad runs along its south 
side to Cain, crosses to its north side, and gradually rises 
upon the north slope to "The Gap" in Lancaster county. 
Prom Pomeroy the floor of the valley rises rapidly into 
Lancaster county, but not so fast as the railroad. 
2C\ 



18 G\ BEPORT OF PROGRESS. P. FRAZER. 

Chester Valley railroad, 

MilM, A. T. 

Bridgeport, opposite Norristown, 76' 

Shainline'B station, — 1S6 

Henderson's station, 2 165 

King of PrasBla station, 8| 190 

Centreville station 6 202 

Garden*s station, 7 226 

HowelivUie station 8| 221 

. P&oli rood station 9| 238 

Cedar Hollow station, 10 246 

Lee's station, 10| 279 

Valley Store station Hi 295 

Mill Lane staUon, 18 815 

White Horse station, (iSfummit,) 14 839 

Exton station, 16 824 

Oakland station, 18 801 

Baldwin's station, 19| 299 

Bowningtown station, 21^ 267 

{Pennsylvania railroad — repeated. ) 

OallaherviUe, 22| 298 

Tbomdale, 28^ 813 

Cain, 25| 859 

Coatesville,* 27^ 880 

Midway, . — 894 

Pomeroy, (eastern Junction,) Z\{ 488 

Parkesbnrg, S8| 587 

Summit, — 562 

Penuingtonyille, 86| 500 

Downingtown is a flourishing town, which had a popu- 
lation of 1,077 in 1870, and of 1,480 in 1880. 

Beloidere^ OlenlocJc^ White Horse^ Valley Store^ and 
]}}^ew Centreville are villages between it and the Schuylkill. 
Gallagher ville^ Thorndale^ and Cain lie west of it. 

Coatesvillej on the East Brandywihe, with its rolling- 
mills, woolen and paper-mills, had 2,025 in 1870, and 2,766 
in 1880. 

Foineroy and Pai^Jceshurg Bve important railway stations, 
the latter with a population of about 600. 

The valley was early settled, and shares with the other 
limestone areas of the State their extraordinary fertility. 

* Here the P. RR. has risen on the slope of the north valley bill to a height 
of 62 feet above the W. <ft N. RR., which comes beneath it. The valley floor 
is therefore only about 318'. 
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It is undermined like them by innumerable natural caverns, 
the roofs of which have in many places fallen in, leaving 
funnel-shaped sink-holes, some of which have appeared in 
recent years.* 

The marble quarries are ranged along the foot of the 
south valley hill. Beds of brown hematite iron ore have 
been found and worked along the llopr of the valley ; and 
in this respect also it resembles the Lancaster county 
plains, and the southern haU of the great Lebanon or Cum- 
berland valley further north. 

1 V. The northern gneiss region. 

Chester county north of the Valley is divisible into two 
totally different kinds of country, whether considered topo- 
graphically or geologically, viz : A lower rolling country 
of much decomposed gneissoid rock, traversed by ridges of 
sandstone ; and a somewhat higher rolling country of red 
sandstone and shale traversed by ridges of greenstone trap. 

French creek^ which heads at the Berks county line and 
flows south-east to enter the Schuylkill at Phoenixville, is 
for ten or twelve miles the dividing line between these two 
regions. For the remaining distance of nine miles to Val- 
ley Forge the dividing line is marked merely by a change 
of soil and a general slope towards the Schuylkill. 

TJie North Valley hill has already been mentioned as 
the southern edge of this northern region. It will be de- 
scribed hereafter as an outcrop of the Potsdam sandstone 
formation No. I, of the Palaeozoic system. 

Welsh mountain extends along the Berks and Lancaster 
county line from Springfield westward, nouth of Waynes- 
burg, into Earl township, Lancaster county. It also is of 
Potsdam sandstone. 

Another ridge of Potsdam sandstone runs along the south 

* A thrillin^c story was told to me when a child by my father, how one dark 
night the I^noaster stage ooach leaders baulked and no persuasions of the 
driver oould induce them to go forward. Giving the reins to a passenger he 
advanced with a lantern and discovered a large abyss into which the whole 
road had sunk, and through which stage, coach and passengers would have 
been plunged into an underground cavern. 



20 C\ REPORT OF PROGRESS. P. FRAZER. 

line of Honey brook township from the pike (above Mackel- 
duff s mill) west, almost to the Lancaster county line. 

Copper Mine ridge between the Lancaster road on the 
north and the Phil, and Lan. pike on the south commences 
a little west of Waggontown, extends west into Lancaster 
county, and ends at Big Beaver creek. It also is of Potsdam 
sandstone. 

An isolated hill of Potsdam sandstone is situated in the 
lower part of Uwchlan township. 

The outspread of Potsdam on the underlying surface of 
the gneiss is shown on the geological map. 

The gneiss of northern Chester differs from that of south- 
ern Chester in being more uniform, coarsely crystalline, 
characteristically feldspathic, more hornblendic and less 
micaceous, than the southern gneiss. (Hartman.) 

The highest portion of the region is the north-west corner 
of the county where its three principal streams, the two 
branches of the Brandvwine and French Creek, have their 
head- waters close together. The general tendency of the 
drainage is eastward. 

The West Brandywine drains three miles of the west line 
around Waynesburg, carries the collective waters east, past 
Rockville, and then flows south to Coatesville. All its afflu- 
ents. Birch run^ Rock run^ &c. except one, come from the 
west. 

The Bast Brandywine^ drains four miles of the north- 
west line, and flows south-east, and then south to Downing- 
town. Marsli run and PerJcirDs run are two of its three 
heads. The two branches of Indian creek come in from the 
west lower down at Springton. Gulhertson^s run comes 
from the west lower down near Milf ord mills. Beaver creek 
drains also from the west, first into the Valley and then to 
Downingtown. Marsh creek with its two main branches, 
Lyon run and Black Horse run^ flows south to join the E. 
Brandywine at Dorian' s mills. 

French creek drains seven miles of the north-west line 
with its north and west branches and Hock run^ and flows 
east ; receiving from the west, a stream at Pughtown, and 
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Birch run (not the one above mentioned) two miles below 
Pnghville ; and enters the Schuylkill at PhoBnixville. 

Pickering creek^ with its branches Pine run and Pigeon 
run^ also flows east into the Schuylkill a mile or more be- 
low Phoenixville. 

This eastward direction of the drainage must have some 
geological signilicance. Aline drawn west from Phoenix- 
ville through Waynesburg into Lancaster county represents 
an ancient mountain range now worn down by acqueous 
erosion, which no doubt declined in height from west to 
east. Although its general surface became gradually lower 
and lower the original eastward flow of its waters remained 
the same, passing diagonally down its southern slopes and 
so southward into the Valley. Probably the whole region 
was once covered by Potsdam sandstone, and by the over- 
lying limestone formation ; and if so the original drainage 
was established upon a dome-shaped surface at least 30 
miles long by ten or twelve broad (north and south.) 

Probably more than one undulation constituted the gen- 
eral mountain range, broadening it, and separating it into 
rudely parallel ranges. 

The western end of the main line of elevation (that of 
the Welsh mountain proper) is shown on the geological 
map of Lancaster county (Report CCC) at Laurel hill, Green 
Bank and Mt. Airy, where the Potsdam overlying the gneiss 
is seen to descend beneath the great limestone plain. The 
line of uplift runs on however due west just north of the 
borough of Lancaster, and as it approaches the Susquehanna 
river, brings up the Potsdam again, which appears so grandly 
in Chickies rock above Columbia. The great fault on the 
north side of Chickies rock is probably one of the phenom- 
ena of this Welsh mountain uplift. 

The strong contrast between the west and east borders of 
the Welsh mountain region of Chester county is very re- 
markable and furnishes abundant food for geological specu- 
lation. 

The Lancaster county border shows the gneiss country 
sinking westward and northward beneath Potsdam sand- 
stone, and this again beneath the limestone. The eastern 
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or Schuylkill valley border, on the contrary, shows the 
gneiss sinking eastward and northward beneath New Red 
sandstone, with not a trace of Potsdam or limestone inter- 
vening; and that along a distance of 18 miles, from Valley 
Forge to Berks county. Now it is certjiin that the sunken 
floor of the New Red country of the Schuylkill region is 
limestone, lying upon Potsdam sandstone. Why then do 
not the eroded edges of these formations appear along the 
French creek border of the Welsh mountain gneiss region ? 
Two different answers can be made to the question. 

1. Perhaps this part of the Welsh mountain region was 
never covered by the limestone and sandstone. But if so, 
then it must have been higher than the western portion, on 
which large patches of such a covering (at least of sand- 
stone) still remain. But, again, if so, then how could a sur- 
face drainage eastward have been originally established 1 

2. A much simpler answer may be stated thus : — Where 
ever the New Red exists there has been a great subsidence 
beneath sea level, and a subsequent reelevation. It is also 
evident that the subsidence was profounder in Montgomery 
and Bucks counties than elsewhere. In other words, the 
eastern part of the primary region (of which the Welsh 
mountain is merely a single district remaining exposed to 
the air in our day) sank deeper than the western or Lan- 
caster county district. Previous to the sinking erosion had 
been going on, removing the limestone and sandstone for- 
mations from off the higher parts of the (gneiss surface 
on which they had been deposited. When the sinking oc- 
curred it carried down all the surface on which the lime- 
stone and sandstone now remain, and part of the surface 
from which thev had been removed, leaving a sea shore of 
gneiss, facing the eastern sea (floored with limestone). New 
Red strata were then deposited directly upon the gneiss 
along shore, but upon limestone in deeper water. 

But the sinking being thus greater eastward, a general 
slope was given to the partially eroded and denuded Welsh 
mountain surface eastward ; and this explains the present 
eastward draina<]^e. 

The above remarks are intended, not to give a final answer 
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to ^ very difficult question, which has too many side rela- 
tionships with the whole geology of the State to be settled 
by the study of any one district, but to suggest to the read- 
ers of this report the curious and important connections 
which exists between topography and geology, and how it 
may be possible to obtain light on a difficult problem of 
geology, by observing the purely geographical features of 
a map. (See small drainage map, page 25.) 

Levels above tide along the railroads show the depth to 
which the present drainage waters have cut. (See the fol- 
lowing tables.) Those along the ridge-roads show the ele- 
vation of the higher land. 

The North Valley hill top above Beaver summit on the 
new Phcenixville and West Chester railroad line rises to 
430^ A. T. 

The highest place in the notch by which this railroad gets 
through the North Valley hUl at Beaver's summit is 380' 
A. T. 

The gneiss hills further north are higher. 

Byer's summit, the end of the Pickering Valley RR. near 
Windsor, is 426' A. T. The railroad descends 104' in 2 miles ; 
44' in the next 2 miles, to Chester springs ; 67' in the next 3 
miles (passing over the divide between Pickering and French 
creeks) to Kimberton station at the edge of the red sand- 
stone ; 83' in the next 2 miles to French creek ; 18' in the 
next 2 miles to Phcenixville. 

Further west the crest of the North Valley hill rises with 
the rise of the valley. 

At Coatesville the Wilmington & N. RR. is 316' A. T., 
and in going through the gap in the N. V. hill northwards 
it ascends the W. branch Brandy wine for 3i miles at the 
rate of 70' per mile to Brandy ^ine station (656' A. T.); then 
for the next 8i miles at the rate of 10' per mile to the up- 
land crossing of the E. B. & W. RR. (647' A. T.) 

Hence northward it is practically level to the Berks 
county line. At Joanna (627' A. T.) it begins to descend 
rapidly to Birdsboro' junction (173',) 464' in .10 miles. 

At Downingtown the floor of the valley is 256' A. T. 
At Shelmire's 246' A. T. The East Brandy wine cuts down 
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SO deeply into the upland, that the E. B. & W. RR. rises 
115' in 6i miles = 17.7' per mile ; thence 380' in Hi miles 
= 33' per mile, to the end of the old track beyond 
Waynesburg station, 741' A. T. On the extension of the 
railroad into Lancaster county a new start was made at 
Waynesburg (728' A. T.) with some slight difference of 
daium ; but after descending slightly (say 10') to Honey- 
brook, the road ascends to 867' A. T. at the crossing of the 
Churchtown road ; and this represents the Welsh mount- 
ain proper. 

The descent from here to New Holland, on the Lancaster 
plain, 8i miles, is only (867' — 482'=) 385' ; and thus it ap- 
pears that the height of the Welsh mountain is really in- 
significant. It is merely the higher north-western end of a 
gentle rise of the whole country from the south and east, 
towards the north and west. 

Wilmington and Northern RR, 

Miles. A, T. 

Birdsboro' Junction, in Berks oo., 173' 

Hampton station, ** 2.7 228 

White Bear Ptation, ** 4.6 349 

Geigertown station, *< 6.2 -432 

Cold Run station, *« 7.7 525 

Joanna station, *< 10.2 627 

Springfield station, in Chester county, 12.4 645 

Conestoga station, « 18.7 647 

IsabeUa station, ** 15.7 689 

East Brando-wine and Waynesburg RR. crossing, . )9 647 

Beaver Dam station, in Chester county, 21.8 608 

Honey brook station, « ^ 28.1 596 

Manor station, *' 25.9 572 

Hibemia station, " 27 530 

Brandywine station, *< 27.6 556 

CoatesviUe, in the Valley, 30.7 315 

The descent of the last three miles through the gap of 
the North Valley hill into the valley is 241'= 70' per mile. 

East Brandywine and Waynesburg RR. * 

Miles. A. T. 

New Holland, in Lancaster CO., 28.1 52' 482' 

East Earl, <* 25.2 80 510 

* The station west of Waynesburg not being marlced on the profile, the 
distances were taken fW>m the time-table, and the elevation of each point oal- 
oulated from the profile. (E. B. Harden, 1882.) 
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Cedar Lane, in Lftnoaster 00., 2i.6 122 662 

Beartown, «« 22.0 888 7fl3 

Cburohtown road, «« 20.7 487 867 

Uoney brook, in Chester ooonty, is.l 208 728 

End of track in 1877, «* 18 _„ 741 

Waynesburg station, " _ _ 728 

Ijanoaster pike, " _ _ ggg 

Buchanan's station, " Igi _ ^2 

Wilm. A Bead. RR. oroashig, le _ 045 

Dampman's station, 15 __ ^28 

Forrest station, I41 _ ^q 

Cupola station, I4' __ g^ 

Lewis Mills station, \ Igi _ 542 

Bamestown station, * 12 _ 495 

Moorestown station, 91 443 

Springton station, _ _ 405 

Comog's station, 71 _ ggi 

Brooklyn station, q _ 331 

Reed's road station, 41 _ 309 

Dorian's station, 4 28O 

Dowlin's Forge station, _ ^ 274 

Shelmire's, 1 _ 246 

Downingtown Junction Pennsylvania RR., — 266 

In this case the descent through the gap in the North 
Valley hill is only 24' in 4 miles = 6i feet per mile. 

PicJcering VaUey RR. 

Miles. A. T. 

Byer's Eagle summit, llj* 426' 

Cambria station, 91 322 

Chester Springs station, 7J 278 

Pikeland station, 7 272 

Kimberton station, 4 21I 

French Creek station, 2 128 

Phoenixville station, 110 

PhcBnixoille and W. Chester RR.* 

A bove P. MR. A bove ocean 
datum.^ datum. 

Main St., Phoenixville, 118' 120' 

Pickering Valley RR., ' 110 117 

Nut's road, . . 186 143 

Pothouse road at Harveyville 194 201 

Pickering dam, 136 142 

Reese's paper-mill, road at, 252 269 

* From the profile in the Pa. RR. office, 1882. (E. B. H.) 
t These do not represent the RR. grade where built, but the elevations of 
points on roads and streams along the located line. 
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Beaver summit, road at» 365 S72 

Conestoga turnpike, 848 8^ 

Chester Valley RR., (top of raU,) .... 843 850 

Frazer, (old station,) 484.140 491 

• Frazer, (new station,) . 488± 490 

Wayneshurg^ in the north-west comer of the county, is 
the only considerable place in the whole district. 

Caiabridge^ Mart Ms Ooniers^ WagoiiUmn and Sadsbu- 
rymlle^ are villages in the hill country west of the W. Bran- 
dy wine ; — Rockville^ Brandywine, Corner Ketch and GiUh- 
riemlle are villages on the old Philadelphia and Lancaster 
turnpike which passes over the hills between the two Bran- 
dy wines ; — Cupola^ Barnesfown^ Isabella and Loag^ s cor- 
ners are villages at the heads of E. Brand ywine ; — Norwood^ 
Wallace and Springton are on the E. Brandywine ; — Mil- 
ford mills stands in the forks of E. Brandywine and Marsh 
creek ; — Lyonville and Winsor on the divide at the head 
of Pine and Pickering creeks ; — West Vincent and Nant- 
meal at the heads of Birch run and another branch of 
French creek ; — Springfield at the head of the sou th branch 
of French creek; — St, Mary^s^ Knauertown and Pugh- 
town^ on French creek at the edge of the gneiss and red 
shale ; — GTiesterburg^ Marismlle and Charlestown on Pick- 
ering run ; and Kimherton on the edge of the gneiss three 
miles west of Phoenixville. 

V. The new red sandstone region. 

This is a long triangle, one half mile wide at Valley Forge 
and five miles wide on the Berks county line, bordered on 
the east by the Schuylkill river and on the west by French 
creek for nine miles, and by the edge of the gneiss land for 
the remaining nine miles. 

It is everywhere hilly, but elevated nowhere more than 
about 600' A. T, 

Pigeon creek flows in it and enters the Schuylkill four 
miles below Pottstown. 

Stony run flows in it and enters the Schuylkill just above 
Phoenixville. 

French creek flows between hills of gneiss on the west 
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and liills of red sandstone on the east for nine miles, and 
then tmverses the red sandstone to Phoenixville. 

Pickering creek issues from the gneiss country and flows 
two miles across the red sandstone into the Schuylkill be- 
low Phoenixville. 

The Schuylkill river has in its south-east course three 
very remarkable closely folded double bends between Potts- 
town and Phoenixville which well deserve the attention of 
the hydrologist, illustrating as they do the action of an 
eroding current upon the bed planes of a formation dipping 
everywhere up stream. In each case the river recoils from 
the opposing dip, retreats to the left, and returns to the at- 
tack at the next bend. The fafce of the retreating part of 
the bend is in each case a cliflf. 

The fall of the river from Pottstown to Valley Forge is 
perfectly represented (throwing out the bends) by the grade 
of the Reading railroad, thus : — 

Reading railroad. 

Miles. A. T. 

Douglassville, 44> 161' 

Pottstown, 40 150 

Limeriok, 34 1S8 

Royer'sFord, 32 127 

Mingo, 80^ 116 

PhoenixviUe, 27^ 110 

Perkiomen Jonotion, 25 109 

Valiey Forge, 23J 98 

Port Kennedy, 21| 87 

Merion, 19 81 

Bridgeport, opposite Norristown, 17 76 

Philadelphia, Delaware front, — 28 

Phoeniaroille is the only place of importance in this belt 
of the county. It is a place of iron furnaces, rolling-mills, 
and iron bridge building shops, cotton factories, and sash 
and planing-mill, with a population of 5,292, in 1870, 6,681, 
in 1880. It is on the Reading railroad, 27^ miles from Phil- 
adelphia. Here the railroad passes through a tunnel, and 
crosses to the east bank of the river. This tunnel revealed 
the existence of a bed of coal-slates full of plants and an- 
imals, which were collected by Mr. C. M. Wheatley ; prob- 
ably the same bed which was pierced in the Gwynedd tun- 
nel on the North Pennsylvania railroad in Montgomery 
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county ; and the representative of a plant bed in Frederick 
county, Md., and of the Triassic deposits of coal in Virginia 
and North Carolina. 

Cedarville. Madison^ FricTc' s locks ^ Lawrenceville^ Spring- 
ville^ Schuylkill and Valley Forge^ are villages along the 
west bank of the river ; — CoveTitry^ Vincent^ Bucktown and 
Harmony are others lying back from the river. 



The iron manufacture of Chester county was begun in 
1716, by Thos. Rutter, at Pool forge, three miles above 
Pottstown. In 1718 Sam. Nutt took out his patents for 400 
and 800 acres of iron ore land on French creek ; 300 were 
laid out in Coventry, 1720 ; 650 were surveyed in 1719 at 
Warwick furnace and 300 purchased by him in 1721 in Cov- 
entry. A forge on French creek was in operation prior to 
1720 ; assessed in Nantmeal township in 1722 and in Cov- 
entry in 1724 ; therefore it must have been on the township 
line. 

In. 1726 "Nutt's road" was laid out (through the forest ?) 
from "the iron works on St. Vincent river in the township 
of Coventry leading to Uwchlan meeting-house," beginning 
at the forge and at the distance of four miles passing over 
"Mt. Austria" 

In 1736 S. Niitt & W. Branson (partners since 1728) agree 
with John Potts to carry on ^^ Redding fur na/ie^^ recently 
built near Coventry. In a petition for a road it was called 
' ' Redding' s furnace. ' ' 

Warwick furnace was soon afterward built by Widow 
Nutt and her daughter. Another was built by Branson 1^ 
miles higher up the creek. The interests of all parties were 
consolidated by Rutter and Potts of the Warwick furnace 
in 1778 to 1783. 

Acrelius writes in 1759: ** Friend's (French) creek, in 
Chester county, near the Schuylkill. The mine is rich and 
abundant, from ten to twelve feet deep, commencing on the 
surface." 

drum creek iron-works were established as early as 1742 
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by John Crosby and Peter Dicks ; Thos. Dell complaining 
to meeting that the dam overflowed his land. 

Sarum forge (at Glen mills) on Chester creek, owned by 
John Taylor in 1742, was certainly worked in 1745, 1746 and 
1751. 

England protected her own iron works carefully by lay- 
ing a duty on American iron coming into her ports. In 
1743 Thomas Penn endeavored to have this tariff removed. 
It was in fact diminished. But in 1750 Parliament enacted 
that ^' no mill or other engine for slitting or rolling of iron, 
or any i^lating forge to work with a tilt hammer, or any fur- 
nace for making steel, shall l>e erected or after such erection 
continued in any of his Majesty's colonies in America . . 

but be deemed a common nuisance, to be 

abated, &c." 

A call for statistical information being made at tliat date 
it appeared that in Chester county only one slitting and roll- 
ing-mill existed, viz: — 

John T^jloi? s plating forge in Thornbury township. 

Redding (now Warwick) furnace in E. Nantmeal, after 
its purchase of Rutter & Potts, fell into ruin ; and was re- 
placed by a forge, for which S. Van Leer was assessed in 
1788, and which was carried on successfully many years. 

In 1786 Jesse Potts was assessed for a steel furnace in 
Coventry ; operated in 1787 by Ellis, Jones & Co. ; in 1788 
by North & Evans. 

In 1786 David Moore had a forge in W. Nantmeal ; in 
1788, James Moore. 

Vincent forge was frequently advertised in the Philadel- 
phia Weekly Mercury in 1781, 1785, 1788. 

Rebecca furnace, built by Mordecai Peirsol about 1764 to 
smelt the Jones mine ore, was owned in 1793 by Vinance, 
Rutter, May & Potts, and blown out in 1794 for lack of 
charcoal. 

WarwicJc furnace made cannon for the revolutionary 
army. 

Isabella furnace was built by David Potts, in 1830. 

Valley forge was operated by the Potts family in 1767, 
and destroyed by the English army in 1777. Its pig was 
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hauled from Warwick furnace. After the war it was re- 
built three quarters of a mile further down the Valley 
creek, and its dam overflowed part of the site of the old 
Mount Joy forge. A slitting-mill was built. In 1786 Isaac 
Potts & Co., and afterwards others owned the works ; in 
1814 Jac. Vogdes sold them to J. Rogers and Josh. Malin, 
who rebuilt the mill. In 1821 part of the works were con- 
verted by Brooke Evans into a gun factory. 

Mary Ann forge^ on the N. Br. Brandy wine two miles 
above Downingtown, was built in 1785. 

Springton forge, five miles above Mary Ann forge was 
built in 1766. 

Hibernia forge^ on W. Brandy wine, four miles above 
Coatesville, was built in 1793, and a small rolling-mill 
added in 1837 ; abandoned in 1793 ; dismantled in 1880. 

BoJceby rolling-mill^ on Buck run, four miles south of 
Coatesville, was built in 1795. 

Brandywine rolling-mill^ at Coatesville, was built in 
1810. 

Sadsbury forges y on the Octoraro creek, near Christiania, 
were built in 1800 and 1802. 

Bingwood forge on the Octoraro, near Christiania, built 
in 1810, w^as in ojiemtion still in 1856, but afterwards aban- 
doned. 

Pinegroveforge^ on the Octoraro 16 miles south of Pen- 
nington ville, built in 1800 ; rolling-mill added in 1844 ; both 
abandoned. 

Pleasant Garden forge^ 5 miles S. E. of Oxford, 2 m. S. 
W. of N. Mondon ; built in 1806 ; abandoned in 1848 ; roll- 
ing-mill built in 1845, also abandoned. 

An interesting account of the first attempt to make Ger- 
man steel will be found on page 349 of the History of Ches- 
ter County, and Swank's History of Iron Manufacture. 

Reutgen's works were situated in Pikeland township, 
and so called. 

Lukens (formerly Brandywine) rolling-mills at Coates- 
ville were established in 1810, and are now owned bv Ch. A. 
F. & C. L. Huston and Ch., Penrose, (Huston, Penrose & Co.) 

PJicenix iron works at Phoenixville were a nail works in 
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the last century. Bought in 1828 by Reeves & Whittaker, 
they have become one of the largest furnace and rolling- 
mill establishments in America. Two furnaces were built 
in 1845 and the rail-mill in 1846. The nail -mill was burnt 
in 1848 and never rebuilt. With a third furnace, they em- 
ploy 1,500 hands, consume 60,000 tons of ore, 100,000 tons 
of coal, and convert 30,000 tons of pig iron into shapes, 
worth $3, 000, 000 annually. The shapes are adapted to rails, 
bridges, ribs and decks of iron ships, &c. 

Tliorndale iron works, erected in 1847 by Forsythe & 
Sons, owned by J. B. Morehead in 1861 and W. L. Bailey 
in 1868, now by a company, manufacture plate iron with 
80 to 90 hands ; 6,500,000 fcs. of finished iron in 1880. 

Valley iron worJcs^ at Rock run, one mile above Coates- 
ville, owned by C. E. Pennock & Co., makes plate iron with 
200 hands. 

Viaduct mill, Coatesville Iron Co., makes pipe and plate 
ipn with 150 hands. 

Laurel iron worJcs^ at Parkesburg, make skelp and flue 

iron. 

Goodman^ s forge, on the Octoraro, — 

Cornog's forge^ on the Brandy wine, and 

Kauffman^ 8 forge on French creek, are all three in opera- 
tion (1882.) 



Chapter II. 

Oeological description. 

Two maps of Chester county^ geologically colored, are 
published with this report :— One prepared by Prof. Frazer, 
and printed in 1880 ; the other prepared by Mr. C. E. Hall 
in 1882. 

Prof. Frazer' s map gives his interpretation of the out- 
spread of the formations on or immediately beneath the 
surface ; except in one part of it, which will be explained 
directly. 

Mr. Hall's map is the result of his notes of the geologi- 
cal outcrops in the southern townships of Chester, in con- 
nection with his survey of the same formations in Delaware 
county. On this map nothing is laid down which does not 
actually appear above the soil. No attempt is made to 
connect such exposures, hypothetically, underground. 
The indefinite limits of the rock areas are expressed in- 
definitely ; and the reader is allowed to draw his own con- 
clusions. 

If these two maps be compared with the geological map 
of Pennsylvania published with Prof. H. D. Rogers' final 
report of 1858 many striking differences of detail will be 
noticed, especially in southern Chester and Delaware coun- 
ties. 

On the State map of 1858 the borders of the formations 
are long parallel east and west lines, suggesting a simple 
and regular structure ; and the color assigned to the Pots- 
dam of the North Valley hill is assigned to the hydro-mica 
belt of the South Valley hill, and to much of the region to 
the south of it which is occupied by gneiss, syenite, &c. 
Prof. Rogers had a definite theory of the order and super- 
3 C\ (88) 
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position of the formations. This theory his map-coloration 
represents ; and it is described in the text of his report, 
Vol. I, pp. 67 onwards. 

Since 1858 the district in question has been closely and 
repeatedly investigated by Prof. Frazer and Mr. Hall, the 
one approaching it from the west, the other from the east. 
They differ radically in their views of the order and super- 
position of the formations, not only from Prof. Rogers, but 
from each other ; so that this report will leave several points 
of geology in almost as great obscurity as ever. 

A long step has been made in determining the nature, the 
the areas, and even the structural attitude of these anoma- 
lous formations of whose age and deep underground con- 
dition we still know so little. 



Mr. Frazefs map was constructed, revised and printed 
under all the diflSiculties which attend the publication of 
geological illustrations during the season when the geologist 
is actively employed in field work, at a distance from both 
draftsmen and lithographers. Prof. Frazer is dissatisfied 
with several details of the map, as published ; especially 
with the manner of representing the hydro-mica schist belt 
south of the Chester valley. Of this he says : — 

"The chloritic and hydro- mica schist areas of York and 
Lancaster were easily distinguishable, both from the less 
thoroughly metamorphic appearance of the latter and from 
the fact that the quartzite (Potsdam) generally came in be- 
tween them. This was generally true of the chloritic and 
underlying gneisses, though an isolated patch of the former 
in the latter in the Lancaster county map (with no definite 
upper boundary) is frankly acknowledged in the text to be 
an attempt at a lithological distinction run into a cul de saCy 
though abundantly justified and confirmed by a close study 
of the rocks in its strike in Chester county. 

"When Chester county was reached all sharply defined 
boundaries ceased to be possible. The quartzite failed al- 
together on the southern side of the valley, the mica schists 
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became more gneissoid, the gneisses showed chlorites, and 
the chlorites partly modified their distinctive character. 

'.'Add to this that a thin unknown series resembling the 
rotten representatives of all these has since appeared to in- 
crease the confusion. 

'' Nevertheless the attempt was made to define on the Ches- 
ter county map the chloritic masses wherever the eye de- 
tected them, leaving an explanation of them for a future 
task. 

''The result however was to completely demonstrate tlie 
futility of separating the chlorites from the mica schists 
in this area (Chester county. ) The area became dotted over 
with small and large masses of chlorites which preserved 
no regularity in dip,' strike or zone. 

"The attempt was abandoned, the difficulties were ex- 
plained to the chief geologist, and the necessity was urged 
for giving the same general pink color to this area which 
had been used for the adjoining district of identical rocks 
in Lancaster county. 

"What then was my astonishment and chagrin" &c. 

The explanation is simple. Had the pink color of the 
schist area on the Lancaster county map been given to the 
schist area of south-west Chester, to make it agree with Lan- 
caster, it would have confused the geology of south-eastern 
Chester, Delaware, Montgomery and Berks by obliterating 
the distinction between the different areas of Laurentian (?) 
syenite, of micaceous gneiss, and of the South Valley hill 
hydro-mica schists. Prof. Frazer adds :— 

"A narrow strike of syenite should pass from near the 
S. E. corner of the borough of Kennett Square N. E. cut- 
ting oflf the Sharpless quarries from the rest of the lime- 
stone to the west. 

"About one mile N. W. of Kaoline a small area of Pots- 
dam (yellow) should be traced on the road and on each side 
of it. All the pink in New Garden and East London Brit- 
ain should be light pinJc and yellow, if the latter color be 
used for the entire Potsdam, of which these rocks are the 
lower members. 
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''Close against New London P. O. to the N. W. there 
should be a small area of yellow." 

The discordance of the two maps along the Lancaster and 
Chester conntv line north of the Chester vallev, is due to 
the usual differences between all the published county maps 
of the State. 

Owing to the obscurity which surrounds the age and order 
of the formations occupying Chester county, the coloration 
of the map can hardly be said to have a geological basis in 
the strict sense of that term ; each color merely indicates an 
area of the county over which rocks exhibiting a common 
liiJiological character prevail, without regard to their rela- 
tive age in the history of deposits. 

One striking contrast is observable between the map of 
Chester and the map of Lancaster. The wide rich central 
limestone plain of Lancaster county invades Chester county 
only for a single mile at Compassville, leaving all the north- 
em part of Chester county an expanse of hills, composed 
of crystalline or semi-crystalline rocks of inferior fertility. 

The general resemblance of the two maps on the other 
hand is equally striking, and is due to the fact that south- 
em Chester is in a geological sense merely the extension of 
southern Lancaster eastward. 



Mr. HalVs map shows how completely the geology of 
Delaware county is represented in the southern townships 
of Chester ; but it leaves entirely unexplained the relation- 
ships of the syenite or gneiss rocks with the limestone, 
sandstone, mica-slate and serpentine outcrops which dot the 
district. In his notes he guardedly exjiresses some opinions 
respecting the connection of these dots upon his map, but 
wisely abstains from dogmatizing on the subject of their 
age and order in the geological series. 



The five regions into w^hich Chester county was conven- 
iently divided in Chapter I, above, will now be taken up in 
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regular order, and their boundaries geologically described ; 
a summary of their leading geological features will be given ; 
and some of the questions stated which may have to wait 
a long time yet for a final answer. 



/. The southern gneiss region. 

The northern boundary of this region is a nearly straight 
E. N. E. line passing by West Chester ; a line marked here 
and there by exposures of serpentine and limestone ; and 
these may be the occasional appearance at the surface of 
one continuous layer under ground ; but the visible thick- 
ness is nowhere more than 60 or 60 feet. 

North of this line runs the hydro-mica-schist belt to be 
described further on. 

South of this line spreads a country of syenite rocks, 
feldspathic porphyry rocks, hornblendic gneiss, micaceous 
schists, chlorite schists and quartzite beds, such as are de- 
scribed minutely by Mr. Hall in his Report of Progress C* 
on the Philadelphia belt ; and again in his Report C* on 
Delaware county. 

Patches of serpentine and crystalline limestone are dotted 
over the region, with beds of impure limonite, pure kaoline, 
and often an abundance of corundum.* 

Whatever may be the age of the rocks of this region, they 
were originally sediments of mud, sand and gravel, for they 
are everywhere more or less distinctly stratified, although 
it is sometimes diflScult to distinguish their original bed 
planes from the planes of cleavage which cross them (usually 
in nearly vertical planes) and in many cases completely 
mask them. This is especially true of their more massive 
layers. But the real stratification is visible wherever they 
are quarried, and pictures of the quarries in Delaware coun- 
ty are given in this volume to illustrate the fact. We owe 
to Mr. Hair s close and intelligent observation the collection 



*A general idea of the distribution of these minerals can be got from the 
colored map aooompanying this report; special note of the localities will be 
taken in the pages devoted to the several townships. 
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of a large amount of satisfactory evidence for the general 
horizontality, or low dip angle, of most of the rocks of this 
region ; whereas hitherto it has been taken for granted that 
a general steepness of dip prevailed. 

Infinitely numerous and rapid variations of constituent 
character, texture, hue, and crystalline contents make the 
study of these rocks extremely difficult in a structural sense ; 
there are no key-rocks to mark geological horizons ; and so 
large a proportion of the upland is cultivated, that the ex- 
posures along one valley cannot be traced across and identi- 
fied with those of another valley, only a few miles distant.* 

Even were we sure of the relationship of the limestones 
and serpentines to the schists and gneisses, they could not 
be quite available as key-rocks, because they seem to be of 
more or less local origin ; and even where they appear to 
underlie the surface in continuous lines or belts, they are 
only occasionally visible in or above the soil. 

Prof. Rogers in his final report of 1858 divides the region 
into three belts, with a special structure, viz : 

1. A northern^ anticlinal, hard gneiss belt on which stands 
West Chester. 

. 2. A southern^ monoclinal, hard gneiss belt on which 
stands Philadelphia ; and 

3. A middle, synclinal, soft gneiss and mica slate belt, 
separating the other two. 

Mr. Hall, in his Report of Progress C, also divides that 
part of the region lying on and east of the Schuylkill into 
three belts ; but in his Report C* on Delaware county was 
unable to recognize the same arrangement in the part of 
the region lying west of the Schuylkill and across the 
Brandywine. This is plainly indicated by the coloring of 
his Delaware county map. He sees however a marked dif- 



♦"Many differently oonBtituted bands of the orystaUine rooks either so fade 
into each other, or are of such limited len^h that to trace and map them in 
detail would be a worlc of herculean labor. The strata are too generally ob- 
soured by a deep covering of loose earth, largely derived ftx>m their dishite- 
gration, and the rocks themselves are too deeply rotted and softened, to per- 
mit . . recognizing and picturing . . . their Innumerable bands."— -ff. 
D. RogerSi p. 68, 
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ference between the kinds of gneiss in northern and south- 
em Delaware county. 

Mr. Frazer, in Chester county, gave up in despair the at- 
tempt to arrange in definite belts the numerous varieties of 
crystalline and sub-crystalline rocks of the Chester county 
part of the region. 

H. D, Rogers^ three belts. — Mr. Rogers' system has the 
merit of simplicity ; but it is certainly of doubtful value. 
The facts, however, on which it is based remain to-day as 
they were* when they were observed in 1851, and deserve 
careful consideration. His classification of the region into 
belts is a convenience, but his structural explanation of it 
should be used by local geologists with the greatest circum- 
spection, not only because it has not been satisfactorily 
proved, but because the more recent surveys have failed to 
lend it any solid support. It may be thus described : — 

i. The West Chester gneiss belt. 

The northern margin of his northern gneiss belt is thus 
defined by Mr. Rogers, (page 77 :) — 

East of the Schuylkill ; along the northern brow of Chest- 
nut hill, to just below Spring mill. 

West of the Schuylkill ; along the brow of the hill over- 
looking the river, past G. W. Fisher's, P. Pechin's, W. 
Morgan's (N. E. of Morgan's corner ;) half a mile south of 
the Spread Eagle tavern ; on the Paoli- Spread Eagle back 
road, i mile E. of X road from Reeseville to Leopard inn ;* 
then, on the Darby road, li m. S. E. of Paoli, or i m. W. 
of Leopard Inn ;t then, Crum creek, near Mavis' grist-mill ;:(: 

* Here a fine blaish trap dyke runs a little north of the oontaot of the grneias 
and slate. The fn^elss is here dark bluish grey, feidspathic, mioaceous, like 
that south-east of Spring mill ; Airther east very quartzose and maBsive, (dip 
850 to N. lOO E. ;) west of Morgan's comer, in the deepest RR. out, massive, 
granitic, with greenish feldspar, white and garnet colored qnartz, and brown 
mica; all these are very diflferent from the kind of gneiss above the line of 
oontaot ftirther west. 

t Here the gneiss is more hornblendio ; and the change from the harder 
gneiss to the softer talo-mioa slate causes a terrace of lower, smoother ground. 

X Here the gneiss is in contact with the serpentine. The long belt of ser- 
pentine starts in the talc^mica slates (1 m. S. E. of Paoli) more than 400 yards 
north of the contact of gneiss and slate. 
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west of Crum creek very hornblendic gneiss is in contact 
with serpentine for 8 miles to Taylor's run, passing 1 m. 
N. of Sugartown and 1 m. N. of West Chester ; then, along 
the south side of Taylor's run to the Brandy wine below 
Taylor's ford; thence keeping near the road from West 
Chester to Marshallton. 

Here Mr. Rogers describes the northern belt as terminat- 
ing in three narrow prongs or tongues of gneiss nosing down 
into and underneath the talc-mica schists. * (See page plate. ) 

The northern tongue he says ends near Boafdsley run, 
not far from the county poor-house. 

The middle tongue crosses the Brandy wine, and ends a 
mile or so west of Embreeville. 

The southern tongue, a little wider than the others, runs 
on to within half mile of Unionville. 

A little east of Marshallton these tongues are united into 
one belt, about four miles wide. 

TJte southern margin of tliis northern gneiss belt he 
draws eastward through Yardley ville and Castle rock ; cross- 
ing the Brandy wine somewhere in the mile below the forks ; 
and following the Delaware county line, the lower edge of 
Newtown, through the eastern corner of Haddon to the 
Schuylkill, a mile or so south of Spring mill. 

If the rocks of this northern belt diflfer at all from those 
of the southern Philadelphia belt, Mr. Rogers thinks that 
they differ : 1, in exhibiting fewer micaceous strata, and in- 
cluding no mica slate layers at all ; and 2, in a less com- 
plete metamorphism. 

Its prevailing varieties of rock are : 1. Massive feldsphatic 
gneiss, some of it micaceous, some of it like stratified sye- 
nite, sometimes porphyroidal, and very much like that at 
the falls of Schuylkill ; 2. Dark, hard, hornblende felspar 
gneiss, thinly laminated and strongly striped, when viewed 
in transverse section. 

The whole mass shows a great excess of felspar and a 
comparative lack of quartz, mica and hornblende. Mica is 
next in abundance and is generally black, and in minute 
scales. Most of the hornblende appears in the upper beds, 

^ GeoL Pa., I, page 66, and State map of 1868. 
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where true hornblendic gneiss beds, micaceous felspathic 
gneiss beds, and purely felspathic beds alternate. Garnets 
are entirely absent. 

Whether influenced by a theory or not, Mr. Rogers 
thought he could assert that the rocks of this belt were less 
perfectly metamorphosed than that of the gneissoid coun- 
try to the south of it (on the Schuylkill at least); their con- 
stituent crystals, felspar especially, being less exactly 
formed, and often in a rounded or lenticular condition. 
But he went a step farther, and thought he noticed a pro- 
gressively less and less degree of metamorphism as he went 
up in the order of th^ beds ; the lower beds showing only 
the felspar and mica segregated, and in laminae, and the 
felspar in large crystals ; the middle and upper beds show- 
ing "finer laminae and more commingled," the constituent 
elements less coarsely crystallized, the felspar isolated in 
lenticular or ovoidal knots. 

It would have been impossible to speak of lower and up- 
per beds without some well-defined conception of the struc- 
ture of the belt. This conception he obtained at the Schuyl - 
kill, and it governed his interpreta.tion of the whole belt in 
its prolongation through Delaware and Chester counties to 
its western three-pronged end. 

Prof. Rogers' theory is a perfectly plain one, and is as 
evident on his map as in his text. 

He sees the Philadelphia rocks dipping northward be- 
neath the Manayunk rocks ; these dipping northward be- 
neath those of Sinnaminson run ; these dipping northward 
beneath those of Green tree run ; and these again dipping 
northward beneath the talc-mica strata of the Soapstone 
quarry locality. 

2. He sees then a rise of the Philadelphia gneisses to the 
surface, an anticlinal, and finally a vertical plunge down- 
ward of these gneisses, at Spring mill, beneath the talc-mica 
belt of the South Valley hill. 

Consequently, he regards the exposures on the Schuyl- 
kill as forming the cross section of a synclinal trough of 
talc-mica schists (his Lower Primal slates,) contained in a 
still wider trough of underlying gneiss rising southward at 
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Philadelphia, and northward at Spring mill ; there imme- 
diately turning over an arUiclinal and going down again 
(northwards) beneath the talc-mica schists of the S. Valley 
hill.* 

*" A remarkable feature in the structure of the whole southern gneissio dis- 
trict, is tlie prevalence of a northward dip in the strata. This inclination pre- 
vails along the Schuylkill, with very few local and trivial exceptions, through- 
out all the three great sub-divisions of the zone of gneiss, until we approach 
the upper or northern side of the tliird or northern belt. There the rocks for 
the first time, for any considerable width of outcrop, are contorted, folded, 
and lifted into a generally almost perpendicular dip. The ordinary or aver- 
age angle of inclination of the strata may be stated to vary between 30<^ and 
60O, and the prevailing point of the compass to which this dip is directed is 
somewhere between N. 20^ E., and N. 80^ E., though occasionally it is nearly 
N., and in one or two instances it is N. E. From Philadelphia, the whole way 
to the Wiasahickon, there exists no interruption to this general northward dip ; 
and not until we approach the lower edge of Manayunk is it much undulated 
or contorted : and even there the undulations are within yery narrow limits, 
and produce very little reduction in our estimate of the thickness of the for- 
mation. At Fairmount the true dip of the rocks is very steep, approaching 
indeed to the vertical. The strata there are traversed by numerous conspicu. 
ous Joints, presenting at a little distance a deceptive appearance of a nearly 
horizontal stratification, in thick and almost parallel beds ; but this is not to 
be confounded with the genuine stratification or grain of the rock, as marked 
by the structural distribution of its mica and other minerals. 

" Advancing northward, this steep inclination of t^e strata soon subsides, 
for along the shore of the river, firom Lemon hill to the quarries below the 
Columbia liridge, the ruling dip is in only one or two local spots steeper than 
40^, or even than S(P. I n the quarries spoken of, it is in one or two places 50<^, 
and even 7(P. From the Columbia bridge to the Wiasahickon, and even be- 
yond it, the rocks dip with remarkable steadiness at angles seldom lower than 
20<>, and seldom higher than SQO. Passing the Wissahickon, they begin to ex. 
hibit a series of local contortions, though but few of these contain a dip to the 
southward for more than a few yards. At two or three spots below Manayunk 
the inclination is as steep as 60^, or even 70^, but at the town, and indeed as 
fkr up as the Sinnamiuson creek, a quite gentle slope prevails, the highest an- 
gle not exceeding 20^ or 25'>, excepting at one locality of very narrow contor. 
tions. Above the Sinnarainson, as iUr as the Greentree run, the dips are a lit- 
tle more variable, and generally steeper, but nearly all are embraced between 
the angles of 80^ and 50^. In this part of the section the strata are more 
waved in their dip, though never thrown out of their prevailing northward 
declination. Approaching and passing the Oreentree run, we find them 
through a space of nearly 300 feet in an almost perpendicular attitude ; they 
soon, however, resume their dominant northward dip ; but from this point to 
the vicinity of the Soapstone quarry, they present, for the first time, a suo- 
ceasion of synclinal and anticlinal undulations. In this division of the section, 
the inclination of the strata— still to a large extent towards the north— is at all 
angles ft-om 80^ up to 70^. It is worthy of note here, that the steatite belt it; 
self gives evidence of containing a synclinal wave in the dip ; for the talo- 
slates and mica-slates to the south of it, for several hundred yards, dip steadily 
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He applies this theory to his map by bringing the Lan- 
caster county and West Chester county talc-mica region 
eastward as a long broad (synclinal) longue, as far as Darby 
creek, thus separating his northern (anticlinal) belt of Spring 
mill gneiss, from his southern (monoclinal) belt of Phila- 
delphia gneiss. 

But the difficulties of the theory are plainly exhibited on 
the map ; 1, in that the theory calls for the synclinal talc- 
mica schist on the Schuylkill, whereas it is 8topi)ed at Darby 
creek ; and, 2, in that had it been prolonged to the Schuyl- 
kill it would have placed Manay unk on the axis of the syn- 
clinal, wliereas the synclinal is at the Soapstone quarry two 
miles further up the river. 

The first objection he would no doubt meet by his views 
respecting an upper and low^er division of the talc-mica 
schist formation ; the uj^per reaches only to Darby creek ; 

towards the north, at an angle of about 80^, while those of the northern side 
of the quarry show a steeper inclination to the south. Passing the steatite 
range, the northward dip is quiclLly resumed, and In this part of the mioa- 
slate belt, both at the Schuylkill and on the Wissahiokon, the slope is steeply 
towards the north. 

** Entering now that division of our seotion which belongs to the northern 
belt of Iiarder felspathic gneiss, we encounter the most irregularly dipping 
or undulating portion of the whole gneissic zone. Approaching the quarries 
of blue porphyroidal gneiss, at the lower limit of this tract, we meet with a 
steeply-compressed anticlinal axis in the strata, the line of the axis marked 
by a strong dyke of syenitic granite. Here the south dips are 70^, and even 
steeper, while the north ones vary from 45^ to 55°. Passing the quarries, we 
immediately encounter a wide space of more than a fourth of a mile, in which 
the rocks are almost horizontal, and towards the northern edge of this we per- 
ceive an axis or turn in the dip, marking a broad, regular, synclinal trough 
or basin. From the northern edge of this trough, to the upper limit of the 
whole gneiss formation, past the William Penn iron furnace. No. 1, the gneiss 
is closely folded, and compressed into very steep, or nearly perpendicular 
dip>s, with numerous short plications. 

" If now we review these interesting features in the structure of this broad 
zone of gneiss, we can hardly resist the conclusion, that in the three belts 
passed over by our section, there are really but two groups of rocks, a lower 
and a higher, and that the entire zone, viewed broadly, constitutes but one 
wide synclinal wave or basin, the harder felspathic and homblendic gneiss 
dipping northward, throughout the whole southern belt or outcrop, and re- 
appearing in steep and multiplied contortions on the other side of the trough ; 
and the upper or more micaceous group of rocks filling the synclinal center 
of the trough, and compressed into the iesser foldings which it exhibits, by 
the lateral force of the wide crust undulation, within which it has been caught 
and folded.''— iET. 2). Roger b, in GeoL Pa.^ 1858^ page 76. 
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the lower running on in the trough to and beyond the Schuyl- 
kill. — The second objection he might meet by pointing to 
the supposed complicated structure of the trough east of 
Darby creek ; so that if the upper mica slates had been 
jjreserved from erosion they would lie in the deepest and 
therefore most northern of these complications, viz : at the 
Soapstone quarry.* 

A more serious difficulty arises from the apparently enor- 
mous thickness of the north-dipping rocks visible along the 
river from the mouth of the Schuylkill, past Manayunk to 
the synclinal at the Soapstone quarry, compared with the 
comparatively small thickness of the gneisses brought up 
by the anticlinal between the quarry and Spring Mill ; for 
it is hard to see how the rocks in the axis of the anticli- 
nal can under such circumstances deserve the name of the 
' ' lowest rocks ;' ' for they ought to represent rocks far above 
those at Philadelphia. 

It is probable however that Mr. Rogers only applied the 
term *' lowest rocks" locally to his northern belt ; for, his 
opinion that the rocks of this northern belt are less meta- 
morphosed than those of the southern belt, and his opinion 
that there is a kind of obscure approach in character (up- 
wards) of the upper gneisses to the talc-mica schists, both 
show that he regarded the northern belt as higher in the 
gneiss series than the southern belt. With this understand- 
ing his description of the northern rocks at the anticlinal 
on the Schuylkill is (condensed) as follows : 

*" Whether the rooks bounding this belt of harder gpieiss, W. of the Brandy- 
wine, appertain aU of them to the ancient gneissio slate formation, or whether 
they are not in reality the lower Primal slates under a highly metamorphio 
and crystalline condition, is a question which remains open to future research ; 
but I incline to the belief that, within the general synclinal trough of the mi- 
caceous gneiss, where the Brandywlne intersects it, we shall ultimately dis- 
cover smaller synclinal waves, containing unconformable troughs of those 
older Primal slates. The western general limit of the middle gneisslo belt may 
be vaguely defined, then, as occurring somewhere near the Brandywine, across 
which It is probable there extend some narrow anticlinal fingers, expiring, 
like those of the southern harder gneiss, under the overlapping, very undu- 
lating, margin of the altered Primal series. Whether, indeed, there may not 
occur, even in the more central tracts of this micaceous zone, between the 
Schuylkill and the Brandywine, some small insulated troughs of the Primal 
older slates, is a point which likewise remains for future investigation.'' P. 77- 
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An anticlinal axis lifts the lower beds in the bluflf near 
the bend of the Schuylkill 500 yards below Wm. Penn fur- 
nace ; the axis being cut by a granite vein ; then north dips, 
for 350', regular at 55°, declining to 40°, N. 20° W. ; then 
800' nearly horizontal ; then, a synclinal and gradual rise, 
with increasing dip, for 300' ; then several beautiful folds 
up and down for 600' (to within 200' of New W. P. furnace 
(No. 2 ;) then for 1400' nearly vertical (with possibly some 
folds) nowhere less than 80° N. or S. 

The full text of Mr. Roger's description on page 75 of 
the Geol. Pa., 1858, is as follows: 

Commencing at the point below the granite quarry, S. of Spring Mills, at 
about 100 feet S. of the end of the long tangent in the Norristown railroad, 
ooouns the most northern good exposure on the side of the railroad. It begins 
with a small injection of pinkish granite composed of feldspar and quartz. 

Immediately adjoining the granite on the N. side, we find a variety of mass- 
ive gneiss, consisting of rather coarsely crystallized felspar, quartz, and horn- 
blende, with some mica. Certain bands of it tend to the porphyroidal struc- 
ture, from excess of felspar. It is evenly-bedded, and shows the parallel 
lamination of gneiss, but this is not minute or very continuous. It dips about 
80O to N. 20O W. A similar massive gneiss appears to occupy the hill on the 
opposite side of the river, at the cuts in the Reading railroad. 

About 160 feet N. of the first dyke is a second vein of granite, or more 
properly a syenite, producing, on the gneiss In contact with it and S. of it, a 
dip of 70O. This syenite is composed, chiefly, of coarsely crystallized felspar, 
both pinkish and white ; it holds a much less proportion of quartz, and a con- 
siderable amount of large specks of imperfectly crystallized or finely granular 
hornblende. The injection is about 10 feet thick. 

Succeeding the dyke of syenite, is a repetition of the kind of gneiss occur- 
ring to the southward, massively bedded, porphyroidal in many of its layers, 
of a bluish-grey color, and consisting, for the most part of a triple mixture of 
felspar, quartz, and mica, and occasionally some hornblende— the felspar 
f req uently appearing in large insulated blotches. This rock is now extensively 
quarried ; it occupies the bold point of the hill, causing a bend in the river. 
From the vein of syenite, for 260 feet across the strike, it dips very evenly at 
an angle of 450 or 60^ to N. 20^ W. But at that distance the dip changes 
pretty suddenly to a very small angle. On the side towards the syenite it is 
penetrated by a few injections of granite. It would thus seem that there is 
here a true anticlinal flexure in the gneiss — a large vein of syenite being pro- 
truded very nearly in the axis. The slight northward dip is succeeded at 
900 feet from the quarry by a gentle dip to the S. 

Some 387 feet N. of the small quarry, at the S. end of the new furnace (Wil- 
liam Penn Aimaoe, No. 2), the rock is seen in a cut made for pumps; the dip 
is almost perpendicular, about 87^ S. It is.a good exposure of a quite pecu- 
liar gneiss, massive, dark-blue, streaked, and lenticularly spotted white. It 
consists chiefly of felspar and dark-blue mica, in alternate slightly wavy bands 
or lamince, with lenticular concretions, or cr3rstallizations of pinkish-white fel- 
spar. Some of the beds are porphyroidal, from abundance of lumps of fel* 
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spar, others minutely or closely laminated in delioate parallel, slightly wavy, 
bluish-blaok and pinkish-white streaks, produced by the two predominant 
minerals. This rook contains some quartz, and occasionally some hornblende. 
Its vertically dipping beds support the large New Iron furnace, No. 2. 

At the N. end of the New furnace is a feispathic micaceous gneiss, some- 
what minutely banded, without the lenticular crystallizations of felspar. 266 
feet from the N. end of the New furnace is a trap-dyke, very hornblendic, 
about 8 feet thick. 

About 421 feet N. of the north end of the New furnace is the same kind of 
gneiss, minutely streaked or laminated, some beds still containing lenticular 
segregations of felspar, but these fewer and smaller, the whole rock more 
minutely and evenly laminated, and more closely resembling an altered argil- 
laceous sandstone, yet still claiming the appellation of a gneiss. The felspar 
has a mealy chalky aspect on the weathered surfaces. 

About 100 feet N. of the north end of the Old furnace. No. 1, is an exposure 
of a feispathic micaceous gneiss, which continues for 170 feet. At the north 
end of this furnace the dip is 60^, but JOO feet further on it is 85.o 

Nearly 830 feet N. of the north end of No. 1 Aimace, there is a ledge of a 
somewhat different rock, with almost perpendicular and regular bedding. De- 
ddediy less gneisaic in its crystallization, it has lenticular lumps of felspthic 
mineral, and is finely streaked ; the whole has an earthy sedimentary aspect, 
and the feispathic specks and concretions are rounder than in the true gneiss; 
the strike of the rock is nearly S. 70^ W., or parallel with the prevailing 
strike of the genuine gneiss; to the southward its course is such as to range 
straight for the shore of the river at the ferry-house, opposite Spring Mill, and 
it must range thence along the north base of the belt of hills bounding the 
river, between the ferry-house and Merlon furnace, opposite Conshohocken. 
This rock has a more earthy and less crystalline aspect. I incline at present 
to regard it as the lowermost member of our Secondary or Palseozoic system of 
strata. If it be really such it is not here locally separated from the gneiss 
beneath it by any marked unconformity in respect to either their strike or 
dip, but the two sets of rocks are contrasted in a very marHed manner, both 
in their external aspects and their mineral composition. The passage from- 
one into the other is so abrupt as regards their composition and crystallization, 
as to require us to place them in wholly different system. The visible thick- 
ness of the vertically-dipping beds of this upper doubtful group is about 100 
feet. This stratum forms the N. point and face of the hill, immediately S. of 
the Spring Mill valley.— ((Jeoto^ry of Pennsylvania^ vol, I, page 75,) 

S. The Philadelphia gneiss helL 

The Southern or Philadelphia gneisses are usually gray 
and bluish, finely laminated, metamorphosed strata of 
white chalky felspar, white or transparent quartz, and 
black or dark brown mica in small plates, — occasionally in- 
cluding small scattered garnets.* The next commonest 
variety is a dark bluish-gray, or greenish- black gneiss ; 
hornblende and quartz, with a little felspar ; fine grained ; 

» H, D, BogerSf Geol. Ta., p. C8. 
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thin bedded ; fracture controlled by the prevailing horn- 
blende. A third common variety is a light gray micaceous 
quartz ; some beds so made up of minute quartz grains 
(with a little disseminated mica) as to be whetstone ; but 
such beds are less frequent than in the middle (mica slate) 
belt. A fourth variety of coarser gray micaceous gneiss 
beds, with a preponderance of mica in rather large flakes, 
and less felspar and quartz, are interstratified with the other 
varieties, and make a transition between common gneiss 
and common mica slate. The more micaceous the gneiss, 
the more garnets it contains. True mica slate beds also 
occur, (as on the Schuylkill above and below the Columbia 
RR. bridge,) and increase in number going towards the 
north limit of the belt, /. e, towards the middle mica slate 
belt. There is also ^.porphyritic variety ; large insulated 
segregations of crystalline felspar, having their longer axis 
parallel with the lamination. Such a band crosses at Falls 
of Schuylkill just below the quarries, and ranges east to 
Nicetownandw^est to the Lancaster pike five mile toll-gate. 
Another crosses the W. C. plank-road just east of Darby 
creek. 

These rocks are decomposed to a considerable depth be- 
neath the surface ; the felspar turned into kaolin, and the 
mica and the hornblende blackened by iron. Hence the 
great quantity of mica in the soil of Delaware and Chester 
counties, and the general absence of stones in the fields. 
The potash of the felspar thus set free has made the soil 
fertile, and the mica keeps it loose. A shai-p sand for 
mortar is got by sifting the decomposed rock. 

Granite veins are numerous ; narrow, white dykes 
branching through and contorting the gneiss, and often ex- 
l)iring within it. They are all alike, coarse mixtures of in- 
dependent crystals chiefly of white felspar, with quartz, 
and some mica, the mica often wanting. These veins are also 
so decomposed as often to be hardly traceable. 

Thick dyJces otfelspathic syenite occur ; others of white 
coarse-grained granite (without mica) ; others ot greenstone 
trap ; others of pure quartz ; others of chrome-iron ore ; 
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others of serpentine. * The syenite dyke rock is a confused 
crystalline mixture of smoky felspar and quartz, with some- 
times a little mica ; more rarely a little hornblende ; some- 
times almost none of either, and then the felspar crystals 
are large and perfect. Its imperfect stratification occurs 
only near the walls. It makes a better, tougher, and more 
lasting building stone than common gneiss. The largest 
quarries of it are on Naaman's, Brandy wine, and Christi- 
ana creeks, in the State of Delaware. 

Trap dyJces are also numerous. One three miles long 
crosses the county line at the Danville-Huntingdon road, 
changing the gneiss into syenite. 

The contorted gneiss of the Schuylkill at Philadelphia, 
has been quarried for many years for rough wall work. 
Numberless plications show to what pressure the whole 
mass has been subjected. A universal cleavage masks the 
stratification, which is only 10'' to 20" northward. f 

The belt of felspathio gneiss is quarried not only at Phil- 
adelphia, but on Darby, Crum, Ridley, and Chester creeks, 
yielding excellent stone. 

The southern hard gneiss belt is given by Mr. Rogers a 
northern border line which runs in an uncertain and inde- 
finable way from Manayunk to the Brandy wine, ''some- 
where north of Chadd's Ford. (Page 76.) This lack of 
precision he ascribes partly to a deficiency of exposures, 
and partly — " perhaps chiefly — to the existence of a suc- 
cession of undulations, which may cause a repetition of 
ou tcrops, or separate belts of the two divisions of the strata. ' ' 
''It would seem that after crossing the Brandy wine, tlie 
rocks of this group run forward for several miles into Chester 
county, and through Delaware into Maryland, in a succes- 
sion of gradually contracting ranges or slender fingers^ the 
more northern of which terminate near Redclay and White- 

*Mr. Rogers was oonvinced that it had at last been settled that «om« ser- 
pentines were **iinstratified;" the head-line shows tliat he meant "tme igne- 
ous rooks.''— J\t^0 69, 

fThe quarries at the Falls of Sohuylkill expose the thick-bedded, felspar 
quartz, blaok mica gneiss, sprinkled with solitary garnets, dipping 150— 20^ 
N. 20O E., and traversed by great N. & S. Joints. 

4C\ 
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clay creeks, while the middle ones . . . cross Little Elk 
creek . . . south of the great serpentined 

"It is very obvious" he says ''that the gneiss is here 
undulated in a series of wide anticlinal waves^^^ judg- 
ing not merely from the alternate N. & S. dips along the 
Brandy wine, but from ' ' synclinal troughs of palaeozoic 
rocks,* which in the S. E. comer of Chester county, and the 
N. E. comer of Delaware State, are folded in 'between the 
uplifts of the gneiss ^^'^ (pag® 77.) 

The western limit of the belt he more precisely described 
on page 81, thus : 

West of the Brandywine, the southern gneiss belt be- 
comes separated like the northern belt into several anticli- 
nal fingers : 

1. One crosses at Chacld's ford and runs two miles towards 
the western end of Pennsbury township. Its principal va- 
riety of rock is a dark blue and speckled hornblendic gneiss. 
A similar rock appears in the prolongation of the linger, in 
two or three detached broken ridges, all the way to Pierce's 
paper-mill on East Red Clay creek. 

2. Another projection broader than the first borders on 
the south edge of the Kennett Square basin of limestone and 
sandstone. Hornblendic gneiss and common gray felspar- 
mica rocks (often very micaceous and full of large garnets) 
both appear. 

Approaching East White Clay creek this belt splits into 
three narrow tapering fingers (anticlinal) ending a little 
west of Middle Whiteclay creek : a, the northern, crosses 
the creek a little below Moor's grist-mill ; 6, about Wicker- 
sham's mill; and c, the southern, south of Pennock's 
factory, extends a mile further west. Hornblendic gneiss 
prevails in these fingers. 

Micaceous and talcose slates, identical with similar rocks 
further north, fill up the (synclinal) intervals. 

South of finger c, a broad tract of hornblendic gneiss 
crosses White Clay creek above its forks, its northern edge 

* Primal and auroral, i. e., the sandstone and limestone rocks which appear 
upon the map, and which Mr. Rogers considered to be Potsdam and Calcifep- 
0119, or Trenton. 
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passing by Chandlerville (on E. White Clay,) its southern 
edge running in contact with the crystalline limestone basin 
of Nevin' s quarries, and both stretching towards Kembles- 
ville. 

The broken outcrop of gneiss may be seen at the main 
forks of White Clay, and for a half mile up stream, some of 
the beds being homblendic. This belt bounds the south 
side of the limestone, and stretches into Maryland. 

5. The Middle or Micaceous belt. 

Pour varieties of rocks are noticeable here : 
a. Garnetiferous micaceous gneiss is considered by Mr. 
Rogers to be the most characteristic variety of rock in this 
belt on the Schuylkill. 

J. Wavy^ corUorted mica schist is the next commonest 
variety. In beds of this kind coarsely crystallized mica 
predominates, flakes of which are often twisted around 
grains or bunches or lumps of quartz. The planes of crys- 
tallization in the whole rock seem to be oblique to those of 
original deposit. This variety graduates into the common 
more micaceous sorts of gneiss by the addition of finely 
granulated crystalline quartz, felspar and hornblende. 

c. JSornbleudic gneiss beds alternate with beds of varie- 
ties a and b throughout the southern half of the belt on the 
Schuylkill and Wissahickon ; they deserve to be called 
hornblende schists. 

d. Whetstone schists make a fourth variety, greatly de- 
veloped along the northern rim of the belt in the interval 
between the soapstone and hard felspathic gneiss of the 
northern belt. This fourth variety is a more schistose, gray, 
fine-grained mixture of granular quartz and minute mica- 
scales (the quartz preponderant,) a kind of whetstone, 
many layers breaking up into long narrow chunks, with 
smooth sides and very ragged ends like rotten wood. 

Towards the middle of the synclinal these whetstone 
schists are interstratified with more or less frequent and 
thick bodies of the twisted mica- schists full of garnets. 

Towards the northern side they alternate somewhat with 
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greenish talc-siates, /. e., talc replaces mica in some of the 
layers. 

The soapstone (steatite) strata on the Schuylkill are only 
mica slate beds with the mica wholly replaced by talc ;* 



*Mr. Rogers ooosiders the "infusion of magnesia " to have come from the 
** dyke of intrusive serpentine wliich everywhere adjoins " thesteatite. (Pages 

71,72.) 

His Wissahiolcon section (page 72), intended to illustrate this « middle belt," 
is as follows : — 

** This section, intended to illustrate the middle belt, oommenoes at the 
most northern exposure of the mioa-slate S. of Thorpe's paper-mill. The 
rock is a mica-slate, exceedingly full of garnets. Besides the mica, which is 
the principal constituent, and the garnets, it contains a little minutely dis- 
seminated quartz, but not much. The dip is 80^ to S. The mica is every- 
where more or less minutely wavy, and in the very micaceous Jdnds it is 
coarsely crystallized and remarkably waved. It weathers a ferruginous 
brown. 

**The exposure of talc-slate, steatite, and serpentine commences opposite 
the bridge over Wissahickon creek, near Thorpe's mill. The first rock which 
here succeeds the garnetiferous mioar«Iate above described is a stratum of 
green talcose slate, estimated to be 40 feet thick ; this dips about 70^ to N., 
about 20" W. Reposing upon it at the same angle is the steatite group, which 
is an alternation of talc-slate and talcose steatite ; the former material appar- 
ently predominating. This occupies an estimated breadth or thickness of 
120 to 140 feet. In the northern half of this group the talcose chloritic beds 
contain numerous octahedral crystals of oxide of iron. 

<*Next in order K. and adjoining the talc«late and steatite, is the dyke or 
bed of mixed serpentine and steatite. The thickness of this is not great, ap- 
parently not more than from 12 to 20 feet. 

<'A steatitic talo-slate adjoins the serpentine on the N., extending for 80 feet. 

**Then«ucceeds a garnetiferous mlcarslate, dipping about 85^ to N., 20^ W., 
quite garnetiferous, precisely similar to that below this. It dips, as do the 
others, and extends for 76 feet. 

**ThiB is succeeded by a close-grained quartz-slate or scythe-stone, the thick- 
ness of which is about 100 feet. 

*< Following this is the ordinary very garnetiferous mica-slate — mica in large 
flakes, and crinkled. This bed has a thickness of 50 feet. 

*' Next in order, extending for 500 feet, is a group of beds composed chiefly 
of a hard quartzose mica slate, or thin-bedded quartzose gneiss, including al- 
ternating thin beds of the ordinary garnetiferous micspslate. 

« Tills brings us to a bold dyke of bluish-gray granite, from 60 to 60 feet in 
width. 

<*Then succeeds a hard blue micaceous quartzose gneiss, or thin-bedded 
flagstone. This alternates with the more rough mica-slate ; it has a thickness 
of about 200 feet. On the N. edge of the quarry it seems to dip S. 86^, but to- 
wards its northern limit its dip is about 850 to N. 

''Succeeding this rock is a belt of close hornblendic gneiss and quartzose 
mica-slate, having a thickness of 200 feet, Its northern limit coinciding with a 
marked depression in the hills. These are the uppermost or terminal beds 
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and their importance at the top of the series (where both 
Mr. Rogers and Mr. Hall place them) may be estimated 
from the fact that the belt extends from Chestnut Hill east 
of the Wissahickon, to Mill creek beyond Merio^ Squar^ 
about five miles. 

In Chester county on the Brandywine Mr. Rogers says 
that all the exposures above Brinton's ford, or between the 
ford and the main fork, exhibit decomposed micaceous 
gneiss of the ordinary quartz-felspar-mica kind, with some 
thin-bedded hornblende gneiss, and numerous beds of very 
micaceous gneiss full of large garnets. Occasionally thin 
granite- like gneiss beds occur with very parallel bed plains, 
and square fracture ; looking singularly like much altered 
Potsdam sandstone.* 

The prevailing dip is to the south-east, but there are many 
plications. 



It will be seen from the summary of Prof. H. D. Rogers' 
observations in 1851, given above, that he was guided every- 
where by a theory of parallel anticlinal folds in the great 
Azoic or Hypozoic strata; and of intermediate synclinal 
troughs^ some of them wide and deep, others narrow and 
shallow, but all of them containing preserved remnants of 
more micaceous strata, of a later age, but probably older 
than the hydro-mica slates of the South Valley hill. 

In no respect however does he settle the great question of 
what the true relationship may be between the older and 
newer gneisses, — between the newer gneisses and the talc- 
mica-schists, — between the talc-mica-schists and the sand- 

of the great gneissio formation. A spring of remarkably pure, weU-aerated 
water ooours in the flagstone group, a little N. of the granite quarry. 

** Passing the depression in the hill, we enter immediately upon the primal 
older slates in their usual metamorphic condition, with charaoteristio white 
streaks of imperfectly crystallized felspar and dark homblendio mineral, and 
with the roundish specs of semi-crystallized felspar. One band in this formar 
tion is ezceflsively homblendic, very ferruginous, and may poesible include 
some workable iron ore. These rocks possess precisely the type which they 
exhibit on the Schuylkill. Their thickness on the Wissahickon creek cannot 
be less than 300 feet ; dip about N. 20° W." 

*Such beds also occur on the Schuylkill between Fairmount and Manayuuk 
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stone (quartzite) — between the quartzite and limestone — be- 
tween the limestone and serpentine — ^in the southern town- 
ships of Chester county. 

After an apparently copious and precise array of facts 
the geology of the whole district remains as confused and 
obscure as ever. The section along the Schuylkill is the 
key to the lock ; but the key will not turn in the lock ; the 
door remains closed. The section along the Brandywine is 
equally illegible and therefore useless. Daiby, Crum, Rid- 
ley, Chester creeks furnish an abundance of exposures, but 
nothing clear and certain can be made out of them. We 
travel to and fro across the hills and find no clue to guide 
us out the labyrinth of infinitely various and yet strangely 
similar deposits, the strike and dip of which is everywhere 
more or less doubtful to the eye and tempting to the imag- 
ination. 

After giving Mr. Rogers' notes and before giving Mr. 
Frazer's, the following notes by Mr. Hall will be of some 
value ; they will at least explain the coloring of his Dela- 
ware county map as extended tentatively over the southern 
part of Chester county. 

T7te Southern gneiss of Chester. 

Notes hy C. E. Hall* 

On the accompanying map I have not attempted to dis- 
tinguish the areas of mica-schist from the areas of felspathic 
micaceous gneiss, or to group these strata in belts as I have 
done on my map of the Schuylkill river country. 

The serpentine areas I have defined as closely as the scale 
of the map would allow, and I feel pretty sure that the rock 
does not extend beyond the geographical limits which I 
have assigned to it at the various places where it is marked 
on the map. 

The hydro-mica slates {pi the South Valley hill belt) 
spread through the south-west part of Chester county with 

*Mr. HaU was directed to extend his grneissio and other areas across the Dela- 
ware county line into Chester county in the spring of 1882, and these notes 
were submitted with his map soon afterwards. 
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a somewhat indefinite line through Londonderry, Oxford 
and Lower Oxford for its southern limit ; and this indefinite- 
ness, due to a general lack of exposures, is expressed on 
the map by a dotted line. 

The limestone spots upon the map merely indicate places 
where limestone actually shows itself at the surface, and 
has been quarried, flow much beyond and in what direc- 
tion from any given spot upon the map it may extend can 
only be conjectured from the soil and contour of the surface. 

There can be little doubt that the exposures in E. and W. 
Bradford township belong to a continuous belt of concealed 
limestone, which probably extends to and includes an ex- 
tensive area over which are scattered the quarries in New- 
lin and W. Marlborough townships ; but I have chosen to 
leave it for those who consult the map to establish the con- 
nection by exploration. 

The limestone exposures shown on the map in the south- 
em part of E. Marlborough are almost certainly connected 
together underground, and probably also with the limestone 
exposures of London Grove township to the west. East- 
ward this belt of limestone rocks may extend to and beyond 
the Brandy wine, where limestone exposures are marked 
upon the map. 

The limestone exposures of Kennett township are prob- 
ably part of a third belt running west through New Garden 
to the Avondale quarries, and connecting in some way, not 
visible at the surface, with those of London Grove town- 
ship. 

If the county map of Chester showed the topographical 
features of the surface by contour lines or otherwise, one 
would be greatly assisted in the effort to establish these con- 
nections, and if it could be shown that the numerous expos- 
ures of limestones arranged themselves as a whole by con- 
tinuous or zigzag belts, a long stride would be taken towards 
a proper understanding of the structure of the country and 
the order of the formations. 

The sandstone areas noted on the map are of indefinite 
extent. The exposures are everywhere slight, uncertain, 
and disconnected, and nothing can be less satisfactory than 
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our knowledge of the true relationships of these beds to the 
underlying and surrounding formations. 

The syenite areas ^ on the contrary, are generally well de- 
fined by steep hillsides or escarpments. The rocks are like 
those of the same age in Delaware and Montgomery coun- 
ties ; and the syenite country of West Goshen, East Goshen, 
Willistown, and Easttown, cut transversely by the upper 
waters of Chester, Ridley, and Crum creeks, spreads across 
the county line into Delaware county as far east as Itham 
creek in Radnor township. 

A. Laurentian syenite. 

There are three principal well-defined areas of this rock 
in Chester county south of the Chester valley : 

1. The eastern area, which is a continuation of that found 
in Delaware county, extends through Easttown, Willistown, 
and East Goshen townships. Its western limit is not sharply 
defined, but is found in the vicinity of West Chester, in 
West Goshen township. Its northern boundary is more or 
less sharply defined by the serpentine belt which crosses 
the northern portions of the townships above named. Its 
northern edge is somewhat irregular. 

In Easttown township, and near Ridley creek in Willis- 
town township, the syenites extend into Delaware county ; 
but otherwise along the northern margin the rocks of this 
group are overlaid by decomposed felspathic micaceous and 
garnetiferous schists. 

The principal exposures of rocks are along the branches of 
Crum creek, and near Ridley creek in Willistown township ; 
in the vicinity of Milltown P. O. on the east branch of 
Chester creek in East Goshen township ; and near the west 
branch of Chester creek, south of West Chester, in West 
Goshen township. 

2. A small area of syenitic gneiss occurs at the junction 
of the east and west branches of the Brandywine creek in 
East Bradford and Pocopson townships, and south-west of 
West Chester. It is surrounded by mica-schists and mica- 
ceous gneisses similar to those along the northern edge of 
the syenite east of West Chester. 
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The rocks are exposed on the east side of the east branch 
of the Brandy wine creek at Bower' s paper-mill above Ma- 
conkey's bridge. North- west of Maconkey's bridge, and 
between the east and west branches of the Brandy wine creek, 
there are numerous exposures of decomposed syehitic rock. 

3. An elliptical area of syenite extends through the cen- 
tral portion Of Kennett township into New Garden town- 
ship south of the P. & B. Central railroad and Kennett 
Square. At several places along its northern edge are lime- 
stone quaiTies, but decomposed mica-schists are usually 
found flanking the area. The principal exposures are along 
the branches of Red Clay creek. 

4. A small area of syenitic or granitoid rock borders the 
Delaware State line in south Kennett township, but I am in 
doubt whether its rocks belong to the Laurentian syenite 
series, although they resemble in some respects those of the 
areas already mentioned. The surface of the country fur- 
nishes few exposures, and the rocks are poorly exhibited in 
a few excavations and along the creeks. 

J?. Sandstone and Quartzite. 

1. A sort of quartzose sandstone is exposed a short dis- 
tance north of Dilworthtown, along the road leading to 
Thombury P. O. It appears to beconfined to a limited area 
in the extreme eastern edge of Birmingham township. 

2. A small outcrop of sandstone is found on the Balti- 
more Central railroad between Norway P. O. and Kennett 
Square, in Kennett township. The rock is much decom- 
I)osed, and the exposure consists principally of loose sand 
of a light yellow color. 

3. An apparently narrow belt of quartzose rocks and 
sandstones extends through East Marlborough township 
into London Grove and West Marlborough townships, ex- 
tending from the edge of Pennsburg township, not far from 
the Red lion hotel, to the vicinity of London Grove P. O. 

Going west this belt of quartzite and sandstone spreads 
out over the larger part of the north-eastern corner of Lon- 
don Grove township, and northward into the south-eastern 
quarter of West Marlborough. 



68 C*. REPORT OF PROGRESS. P. FRAZER. 

Along the southern margin of this whole area of sand- 
stone and quartzite, limestone has been foand in a number 
of places. 

Along the northern margin the quartzites and sandstones 
appear to merge into feldspatic schists and micaceous 
gneisses. 

There are few good exposures of the rock throughout the 
area. It is occasionally seen near the road leading from 
tUe Red Lion hotel in East Marlborough township, to Lon- 
don Grove P. O. In Londongrove township, along the 
highway south-east of Chatham P. O. ; and also in a few 
places between Chatham and London Grove P. O. In 
West Marlborough township quartzite is exposed along 
the road north of Woodville, and on the State road west 
of Upland. Near the east township line decomposed 
quartzite and sandstone, with limonite, is exposed along 
the road leading from Unionville to Doe Run P. O. Here 
gametiferous mica-schists occur in proximity to the sand- 
stone. 

C. Limestone, 

1. In East Bradford the limestone quarried at Cope's 
mill, a short distance west of West Chester, is impure, and 
its extent is apparently not great. It seems to be included 
between beds of micaceous gneiss. 

2. South-west of Cope's mills four limestone quarries are 
arranged in a line running south-west. 

3. There are signs of limestone on the east branch of the 
Brandywine, a little north of Copesville. 

4. In West Bradford, the principal quarry is located on 
the poor-house property near the west branch of Brandy- 
wine. 

5. In Newlin township, limestone is found near the 
Brandywine at Embreeville station. 

6. A small quarry is located near the south-west corner 
of Newlin township near the road leading from Mortonville 
to Unionville. 

7. In West Marlborough there are numerous quarries in 
the vicinity of Doe Run P. O. 

8. A small quarry has been worked, just west of Upland. 
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9. In London Grove township limestone quarries are 
worked between Irondale and Chatham, along the steep 
banks of White Clay creek and its branches. 

10. In New Garden township is a small quarry near the 
west branch of Red Clay creek. 

11. Extensive exposures of limestone occur along the 
northern edge of New Garden township, in the banks of 
Broad run, a branch of the east branch of White Clay 
creek, south of Chatham and London Grove. 

12. In London Britain township limestone is found near 
Broad run, and also near White Clay creek, about half way 
between Landenberg and Strickerville P. O. The expos- 
ures lie along a N. E. and S. W. line. 

13. In the town of Kennett Square, limestone appears on 
the south side of the P. & B. C. railroad. 

14. Also on a tributary of the east branch of Red Clay 
creek (near the railroad) about half way between Norway 
P. O. and Kennett. 

16. Through East Marlborough township limestone is 
found in several places south of the road leading from the 
Red Lion hotel to London Grove P. O., and apparently in 
continuation of No. 12. 

16. In Pennsburg township limestone occurs at Brinton's 
bridge on the Brandywine creek, which may be a continu- 
ation of No. 12 and No. 15. 

17. At the western end of Thornbury township, north- 
west of Dilworthtown, limestone appears. 

The limestone exposures in East and West Bradford, New- 
lin, and West Marlborough townships are no doubt out- 
crops of a more or less continuous belt. Those of East 
Marlborough township no doubt extend into London Grove 
township. Those of Kennett and the north-eastern edge of 
New Garden township no doubt extend to and are continu- 
ous with the deposits at Avondale. 

The dip at all localities appears to be southward and south- 
eastward. 

The overlying rocks are commonly of a fine-grained gar- 
netiferous shaly mica-schist, which decomposes rapidly at 
the surface. 
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D. Hydromica-scMsts. 

The southern margin of the mica-schists belt. is pretty 
well defined from the Delaware county line to Brandywine 
creek, but from the Brandywine to the Lancaster county 
line, (Octorora creek,) it is somewhat indefinite. 

The range of serpentine and limestone exposures limit it 
through Easttown, Willistown, East Goshen, and West 
Goshen ; the range of limestone quarries defines it through 
West Bradford, but through Londonderry, Upper Oxford, 
and Lower Oxford there is an indefinable transition from 
the belt of mica slate to the felspathic micaceous gneiss 
country which borders it on the south. 

The general tint of the hydromica-slate is greenish, and 
the beds are frequently separated by lenticular beds of light 
colored or pure white quartz. The slates along the south- 
ern edge of the belt are somewhat garnetiferous, and at two 
places in Willistown and East Goshen townships turn into 
a true garnetiferous schist. 

The presence of the prevailing rock is indicated on almost 
all the roads which traverse the belt, but the principal good 
exposures are along the Brandywine and its tributaries, and 
in the cuttings of the Pennsylvania railroad, where it is de- 
scending into Chester valley. 

* 

E. Mica-scMst. 

I found no way to distinguish into groups the mica-schist 
and micaceous gneiss rocks which spread extensively over 
southern Chester county. They are usually much decom- 
posed at the surface of the country, and exposures are very 
unsatisfactory. All I can say is, that the mica-schists of 
the country west of the Brandywine are more felspathic 
than those further east. 

As to structure, I found it impossible to reconcile the 
stratigraphy of this part of Chester county with that of 
Delaware county, by means of the numerous outcrops of 
rocks along nearly all the roads which cross the schist belt 
(if it be a belt), nor by means of the larger streams. 

At a few places the rocks look to be identical with rocks 
seen nearer the Schuylkill river. 
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1. The rocks exposed on Big Elk creek, in Elk and New 
London townships, are to all appearances identical with the 
micaceons gneisses of the Philadelphia belt exposed along 
the Schnylkill river. (Report C'.) 

2. In the vicinity of Copesville, East Bradford township, 
the rocks exposed along the east branch of the Brandywine 
creek are a coarse micaceous gneiss identical with those on 
the southern edge of Delaware county. Syenite is found in 
large quantities in the micaceous gneiss at and north of 
Copesville. Its occurrence is similar to that as found in the 
vicinity of the White Horse tavern in Ridley township, 
Delaware county. 

3. In Birmingham, Westtown and Thornbury townships 
flaggy micaceous felspathic gneiss is found which resembles 
that along the Schuylkill river above Manayunk and on 
Mill creek. 

4. In the southern portion of Pennsbury township the 
rock is usually a garnetiferous mica schist and gneiss. 

6. Along the east branch of White Clay creek extensive 
exposures of mica schist and micaceous gneiss occur. 

6. The most extensive exposures are in New Garden town- 
ship, north of Landenburg. Large quarries are in opera- 
tion in the vicinity of Avondale. 

7. Large deposits of kaolin are found in the southern 
portion of New Garden township at the head of Broad run. 
The gneiss exposed in the vicinity of the kaolin is light 
colored and very felspathic. 

8. Throughout London Britain, Franklin, London Grove, 
Penn and New London townships the rock exposed is usually 
light-colored felspathic mica-schist and gneiss. In the north- 
em edge of Newlin and West Marlborough townships coarse 
felspathic micaceous gneiss is exposed in the vicinity of 
Buck and Doe run. 

9. Throughout Lower Oxford and East Nottingham town- 
ships there are few exposures and the surface is usually 

•covered with a thick deposit of soil probably in part derived 
from the decomposition of the felspathic gneisses. There 
are a few exposures along the escarpments of Big Elk creek. 
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F. Serpentine. 

Serpentine is found in a large number of places, but the 
deposits near the south-eastern edge of the county are 
usually in small patches ; but there is a very extensive area 
of it in tiie south-western corner of the county, covering 
much of Nottingham and passing over eastward into Elk. 

1. In Easttown small and unsatisfactory exposures of ser- 
pentine are found along the southern edge of the hydro-mica 
slate belt ; one of them is not far from Eagle Station, close 
to the edge of Tredyffrin township. 

2. An unbroken strip of serpentine extends completely 
across Willistown and East Goshen townships along the 
south side of the hydro-mica slate belt. 

3. Three miles south of this strip, and near the south- 
west corner of Willistown township, is a small patch of ser- 
pentines principally exposed along the' Philadelphia and 
West Chester turnpike, a short distance west of Ridley 
creek. 

4. In continuation of the line of No. 2, and a mile north 
of the town of West Chester, runs a prominent ridge of 
serpentine between the hydro-mica slate belt on the north 
and the felspathic micaceous gneiss belt on the south. 

The rock is exposed on the West Chester Branch of the 
Pennsylvania railroad between McCalP s and Patton Stations. 
There are also extensive quarries near Taylor run, west of 
the railroad. 

6. On the same line further west between the two branches 
of the Brandy wine serpentine occurs on the East and West 
Bradford township line near Copesville. 

6. Serpentine occurs at Strode' s mill close to the south 
line of E. Bradford township between Lenape P. O. and 
West Chester. 

7. Serpentine is visible in the road near Strode' s mill, in 
the angle of the north corner of Birmingham township. 

8. The extensive serpentine quarry of J. Brinton's, on 
Ridley run, in the south-west corner of Westtown town- 
ship, exhibits the rock finely, (see plates 13 and 14 ;) but I was 
not able to convince myself of the true character of the de- 
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posit. It has the appearance of lying in a shallow syncli- 
nal basin. The area of serpentine is small. A large vein 
of light-colored granite (shown at the right in one of the 
plates) crosses the edge of the quarry. 

9. A small deposit of serpentine occurs in the eastern edge 
of Westtown township south of the Philadelphia and West 
Chester pike. 

10. Serpentine is found close to the west branch Brandy- 
wine in the southern edge of West Bradford township. 

11. Two small serpentine areas occur in Pocopson town- 
ship a short distance south of the North Brook P. O. The 
rock is exposed on the slate road which leads from West 
Chester to Unionville. 

12. In the south-eastern portion of Newlin township ser- 
pentine is found over a considerable area. The rock is ex- 
posed along the road leading from Embreeville to Marlbor- 
ough ville. Corundum has been mined here in considerable 
quantity. 

13. The Elk and West Nottingham townships serpentine 
area is not sharply defined. Serpentine and its associated 
rocks coverall that portion of Elk township lying south of 
of Barren Branch, a tributary of Little Elk creek. The ex- 
posures are numerous along roads crossing the area. 

Throughout West Nottingham the exposures pf serpentine 
and debris derived from the decomposed serpentine extend 
over a greater portion of the surface of the township. Num - 
erous chrome mines have been opened south of Nottingham 
township, east of the Philadelphia and Baltimore Central 
railroad ; and also near the Maryland State line south-west 
of Freemont P. O. 



BrintorCs serpentine quarry, — The following notes were 
furnished by the Census Bureau :— 

The quarry of Joseph H. Brinton, at Avondale, three (3) 
miles south of West Chester, was first opened in 1730. 

Estimated quantity of green serpentine quarried since 
that date 500,000 cubic yards. 
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Largest block ever taken out, 3 feet square section and 
16 feet long. No larger can be obtained. 

Rock ''not stratified ;" splits in rhombic forms ; texture 
fine ; used to a limited extent for ornamental purposes ; 
chiefly as building stone." 

Principal markets, Philadelphia, New York, Washing- 
ton, Baltimore, and Chicago. 

Proniinent structures built of it, the University of Penn- 
sylvania, the Academy of Natural Sciences, both in Phil- 
adelphia ; about twenty churches in Philadelphia ; and the 
court-house at Wilmington in Delaware. 

Transport, 3 miles by wagon to railways. 

In 1880, 6,000 cubic feet of rock were moved, valued at 
$10,000. But Mr. Brinton reported that 1880 was not an 
average so far as production was concerned. He has sold 
some years $30,000 worth of stone. The capital is $25,000. 

Three grades of materials produced. 

Price of building stone undressed at the quarry, $0.20 
per cubic foot ; of stone for free work, $0.40 ; of stone cut 
to size for base courses, &c., $1.00. Some of the rock is 
dressed at the quarry : cost of dressing averages 10 cts. ; 
of pointing 10 cts. ; ax-hammered, 5 cts ; bush hammered 
or chiseled, 15 cts. It can be sawn. 

Discoloration penetrating from joints not perceptible. 

Depth of cap or worthless rock at the surface to be 
stripped, 15 feet. No water in the quany. 

Hand and horse power, with derricks, is alone used. Two 
steam engines for sawing are not now in use. Only $50 
worth of powder was used in 1880 ; full time, for 8 months 
from November to May ; the remaining 4 months the quarry 
was idle ; 10 hours a day's work ; 40 hands the most 
employed at any one time between 1870 and 1880 ; 14 in 
1880, 10 of whom were employed in quarrying and four in 
dressing ; with 12 horses, 3 wagons, and 2 vessels. Aver- 
age wages of skilled mechanic $2.50 ; of day laborer $1.50. 

Carter and ReynolcPs serpentine quarry ; P. O. near 
Rising Sun, Md., but the quarry in Chester county, Pa. 
Opened in 1875 ; largest block, 2 tons. Stratified, rhom- 



1. SOUTHERN GNEISS REGION. C\ 65 

bic, fine-grained, homogeneous building stone (used also for 
omametal purposes) in Philadelphia and Baltimore ; Lab- 
oratory of the University and other buildings. 

Two grades of stone ; price of undressed stone in quarry, 
$2.85 per perch, for broken range work; $2.40 for rubble 
facing; No discoloration from joints inward. Can be sawed. 

Stripping 4 feet ; quarry naturally drained ; power hand 
and horse, with derricks, and gunpowder ; stone wagoned 
i mile to railroad. Worked nine months on three quarter 
time ; 10 hours a day, from November to May. 

Dunlap and Martinis serpentine quarry^ near the last, 
has not been worked to any extent for several years. 

Crump' s serpentine quarry^ near Media in Delaware 
county has not been operated for some years. Some of the 
stone for building the University of Pennsylvania in 1870, 
'71 and "'72 was got here. 

On the limestone outcrops of southern Chester Co, 

Prof, H. D, Rogers' notes,* 

Before leaving the southern gneissic region to take up 
the description of the talc-mica belt of the South Valley 
hill, lying north of it, I will now give the notes which Mr. 
Rogers took of the various limestone outcrops in the south- 
em townships of Chester county ; not only for their in- 
trinsic merit as careful observations of what could be seen 
at that time in the limestone quarries, some of which have 
changed since then ; but in further illustration of his struc- 
tural theory of the region. On page 224, he thus writes : — 

"It will be seen, I think, that by far the greater num- 
ber of these insulated outcrops and small basins of lime- 
stone, though probably not the whole of them,, are, with 
whatever rocks they are in contact, only outlying patches 
of the great auroral limestone of Southern Pennsylvania, 
folded, metamorphosed, disguised, and mineralized by in- 
tense igneous action, or that trasforming agency which in- 
vaded all the older formations of the district in which they 

*Qeol. of Penn., 1838, Vol. I, page»226 to SSU. 
6C*. 
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occur. Many of the lesser and more insulated of these 
outcrops of limestone show themselves only in solitary 
quarries ; but even in the great majority of such instances 
the topographical and geological structure of the adjoining 
ground strongly imply the existence of smaller or larger 
basins, or true synclinal troughs^ resting sometimes on the 
gneiss, but in most cases embraced as folds within the tal- 
cose micaceous slates, which, upon the view I have adopted 
of the metamorphism of our rocks, are only the upper and 
lower primal slates of the base of the palaeozoic system al- 
tered and crystallized. The limestone of these tracts ex- 
hibits all gradations of metamorphism, from the first change 
from earthy limestone to compact crystalline clouded mar- 
ble, on to granular limestone and dolomite, and even to the 
most coarsely crystallized calc-spar, with segregated crystal- 
line graphite. In some cases the I'ock is almost pure car- 
bonate of lime ; in others, it is a true dolomite, or double 
carbonate of lime and magnesia. In some instances, again, 
it is free from any foreign minerals ; while in sundry other 
cases there abound numerous mineral species in all stages of 
segregation or development, from the most vagueiy-fonned 
crystalline nuclei to the most perfectly definite crystals. 
In certain examples we may distinctly trace the minerals 
through all these gradations of evolution, while in other 
instances we can ascribe their presence only to intrusive 
veins of true igneous or volcanic matter, bringing the for- 
eign substances into the limestone, or commingling them 
with it." 

Mr. Rogers arranges the exposures of limestone in six 
lines, t etich of which he believes to be a separate parallel 
synclinal trough. 

In adopting this theory he was influenced by a conviction 
that these limestones are outlying remnants of the ValUy 
limestone formation^ which once overspread the whole 

t He oaiis them ".belts/' a term whioh I will not use here, beoauae it has 
been used so mnoh in desoribing the areas of gneissio rooks. I haye also 
tran^osed the order of his belts ; he begins at the south ^ith belt 1, and ends 
at the noith with belt 6. I shall extract his description of the northern belt 
first, and Uxfi others in order southward, —the order adopted in the preceding 
pages. 
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country, superposed upon the South Valley Mil talc-mica- 
schist formation (in the absence of the intervening Potsdam 
sandstone^''') — remnants left in some of the deeper of those 
folds which may be imagined to exist everywhere, and in 
imagining them to exist here he may be right. 

But in adopting this theory, he necessarily subordinates 
the possibility of at least some of these limestones (the 
crystalline, if not the granular) being of an older date than 
the Valley limestone^ and belonging to the gneissic system 
at the present eroded surface of which these limestones ap- 
pear. On Mr. Rogers' theory it becomes very difficult to 
imagine any of these limestone outcrops to be anticlinal 
exposures, coming up from below ; or to imagine any of 
them imbedded in the gneiss. 

I will have to mention hereafter the (apparent) aviicUnal 
structure of the limestone quarry near Chadd's ford ; and 
Mr. Rogers himself gives instances of the (apparent) inter- 
stratification of thesf limestones with gneiss. 

An admission is made by Mr. Rogers (on page 281) which 
would have been most extraordinary (because subversive 
of his whole theory) had he known in 1858 (when these 
notes were published) what is now known, viz : the exist- 
ence of Hvdson river fossils in the roofing slates of York 
county. He writes, after describing the northernmost line 
of limestone exposures west of West Chester, thus : — 

"No true gneiss shows itself N. of the poor-house chain 
of quarries ; but all the strata embraced between that long 
synclinal line and the great limestone valley of Chester 

*Iii explanation of this absence Mr. Rogers writes on page 231, thus :— 
" The oomparatively rare ooourrence of white primal sandstone outcrop- 
ping ttoxn t>eneath these lower beds of the auroral magnesian limestone, 
which have Just been described, should not surprise as when we reflect that 
that rock is extremely thin, and is sometimes altogether wanting along the 
southern margin of the deeper and more continuous limestone trough of the 
main Chester county valley ; and when we also remember tliat this forma- 
tion, nowhere very constant in thickness oyer wide districts of oountry in the 
Middle States, exhibits in Chester county a progressive general increase of its 
mass as we advance to the northward. This fact alone makes it very proba- 
ble that the non-appearance of the sandstone round some of these southern 
basins results fh>m their lying outside of its continuous area, and it may serve 
furthermore to explain the absence of its characteristic foasii the soolithua, 
even where the rook itself occurs.'' 
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county pertain to the primal series. This series is here 
evidently of great thickness ; it is made up of micaceous 
and talcose slates, embracing a large proportion of fissile 
clay-slate of the nature of roofingslate^ and it apparenUy 
belongs to the saTne place in the formation which embraces 
the Susquehanna zone of roofing-slate making so conspic- 
uous a feature near the State line." 

Whether Mr. Rogers would have accepted Mr. Hall's the- 
ory of the Hudson river age of the slate belt after the discov- 
ery of the Peach Bottom fossils the lamented death of the 
great American geologist prevents us from knowing ; but cer- 
tainly Mr. Hall's theory could desire no stronger backing 
than that afforded it by the opinion of Mr. Rogers that the 
Peach Bottom roofing-slates of York county were identical 
with these roofing-slates of Chester county. 

In describing the Street road limestone range of quarries 
(page 228) under the head of ^''granite dykes ^^ (see below) 
Professor Rogers uses the following language : — 

" This protrusion of the ancient gneiss rocks in anticlinal 
undulations through the overlying limestone, sometimes 
with traces of the primal white sandstone and primal mica- 
ceous crystalline slates, some times wthout any vestiges of 
them, is a feature confirming the evidence derived from vari- 
ous other phenomena, of the original unconformity in de- 
position of the primal and auroral strata upon the gneissic 
rocks. 

Further on he continues thus : — 

'• It is not practicable to make out in strictly correct sec- 
tions the undulations and. dips of the strata, either in this 
or any other of the more complicated of these limestone 
troughs ; but their structure is evidently identical with that 
of the Appalachian basins generally. The inclination of 
the rocks on the S. or S. E. side is either steep or inverted, 
unless where an actual dislocation forces the approximately 
level limestone to abut against uplifted walls of older gneiss 
or granite, while the dip on the N. or N". W. side is almost 
universally southward at a gentle angle.* 

[* The reader must be warned again that these positive statements are not 
supported by instrumental! y studied cross4ectionS| boringSi extensiye qoor 
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Again he says : — 

"An interesting geological feature connected with this 
long and shallow trough of auroral limestone, is the mar- 
ginal outcrop oiprimal white sandstone^^ndiprimal crystal- 
line slate, which almost everywhere borders it. These rocks 
are best seen along the old street road, and the lanes lead- 
ing out from it, upon the northern side of the basin. The 
conformable dip of the sandstone under the edge of the 
limestone, or towards the center of the basin, is well ex- 
hibited at the street road opposite Joel Bailey's, and again 
at Taggart's cross-roads further east.* 

"In some of the quarries the limestone, especially near 
the southern margins of the trough and its branches, is 
overlaid by micaceous and other crystalline slates, identical 
almost in composition with the micaceous crystalline schists 
of the primal series. These are evidently but the inter- 
calated argillaceous beds which almost everywhere belong 
to the lower part of the auroral limestone formation. In 
truth, it would seem as if neariy all the limestpne of this 
and the other small valleys of the district belonged to the 
very base of the formation, or that portion which presents 
a type of passage from the primal or schistose into the 
auroral or magnesian limestone series ; and this view is in 
consonance with the obvious sliallovmess of all the lime- 
stone masses embraced within these troughs. 

With regard to fossils he says : — 

"Neither in this nor in any other of these local isolated 
tracts of auroral limestone and primal white sandstone, do 
we meet with these rocks under a f ossiliferous type. Obscure 
traces of the ScolUhus, the sole fossil of the primal white 
sandstone yet discovered in Pennsylvania, have been once 
or twice met with upon loose fragments of the rock ; but 



ryinga, long-outtings, or strongly marked and eaaily understood topographi- 
cal features. They are merely interpretations of isolated exposures in ao- 
oordanoe with a general theory, and need thorough verifioation before being 
accepted as authoritative statements of proved fiicts.] 

[*Thi8 is an important locality for the support of Mr. Roger»8 general theory 
and deserves all the consideration which can be bestowed upon it. Another 
important locality is given below in the last paragraph of the descripUon of 
Kennet Square Umestone rauge.] 
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this is the only instance of organic remains yet discovered. 
But this absence of fossils from these the most ancient of 
all the Palaezoic deposits of our county, need not at all sur- 
prise us, since their occurrence is extremely rare even in 
those basins of the same formations further N., where the 
strata are much less altered and crystalline. Indeed, we 
know of no discovery of organic remains in the lowest beds 
of the auroral limestone equivalent to the rock of these val- 
leys in any part of the middle states." 

1. Doe run limestone. — "The shortest of all the syncli- 
nal tracts of the crystalline magnesian limestone south of 
the Valley of Chester county, is that in the vicinity of Doe 
Run village. This extends for rather more than a mile 
in a S. W. direction, parallel to the valley of Doe run, 
from near the village to the vicinity of Passmore^s mill. 
Near the first-named locality thfe limestone is exposed in a 
quarry owned by a Mr. Hayes, and it is again developed 
south of the Doe run, near the south-western end of belt, 
in quarries owned by Hoopes and Jones. 

^. Boardley Run limestone line. — "The next and most 
northern principal belt of the crystalline auroral lime- 
stone occupies a long and narrow trough in the strata ex- 
tendingfrom Boardley run, one mile west of Marshalltown, 
to near the south-west corner of West Marlborough, a 
distance of about nine miles. It is not certain that we have 
here a simple continuous synclinal trough ; for though the 
natural exposures and quarries of the limestone all lie in 
one very straight and narrow line, parallel with the other 
basins, and with the general strike of the strata of the 
country, yet these developments are too far asunder, and 
the topographical features of the belt are too irregular to 
allow us to assert positively that the limestone is strictly 
connected along this whole tract. The probabilities are 
great, however, that it is. 

"Commencing with the most eastern exposure, we meet 
the rock first in Moses Bailey^ s quarry^ on the east side of 
Boardley run. The rock here yields a tolerably good lime 
for agricultural uses. 

" The next opening is in the Chester county poor-house 
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quarry^ about one mile further south-west. The rock is a 
highly crystalline dolomitic limestone, containing in some, 
especially the upper layers, much segregated brown mica ; 
in fact, certain of the upper beds include so much mica and 
quartz as to be entitled, from their composition, to be called 
calcareous gneiss. These upper beds are regularly iiitei'' 
stratified with a micaceous gneiss-like rock ; and even be- 
tween the more massive beds of the true magnesian lime- 
stone, the parting layers are almost invariably either pure 
mica and talc, or a mixture of these with quartz, entitling 
them also to the name of gneiss. The whole mass dips 36° 
to 45° to S. 20° E. Much as thjese overlying strata resem- 
ble genuine gneiss of the micaceous- slate variety it is diffi- 
cult, from the analogy of the limestone to that of other 
localities unquestionably superposed upon the primal crys- 
talline rocks, to regard it as a merely intercalated mass be- 
tween the strata of the genuine old gneiss formation ; it is 
more in accordance with all the results of our researches, 
to view this limestone and the associated gneiss-like beds 
as the passage rocks between the primal and auroral series, 
and to conceive that they hold their existing position either 
from an inversion of the strata, or from a dislocation of the 
south side of the limestone valley of the poor-house farm, 
causing them to dip south-eastward against the uplifted 
older rocks which border them in that quarter.* 

*'In this quarry occur several interesting minerals, the 
most remarkable being the chesterlite, once regarded as a 
variety of felspar ; also rutile and feathery talc. 

''Next in order south-westward, among the quarries be- 
longing to this belt of limestone, is that near Hoopes^ grist- 
mill^ in an ox-bow bend of the Brandywine, in Newlin 
township. 

"Nearly two miles to the S.W. of this locality occur the 
quarries of Pierce and Edwards ; these are about two miles 

[* Nothing oould more plainly show the unsatisfactory state of our knowl- 
edge respecting these formations than this whole paragraph ; or better illus- 
trate the various methods which a general theory has at command for extri- 
cating itself from embarrassments produced by unexpected local phenom- 
ena.] 
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north-west of UnionviUe, on the road from Embreville to 
Doe Run village. 

"One mile and a half further south-west, and in the same 
exact line, is Connofs quarry^ on the road from Unionville 
to Doe Run. These three last-named quarries yield an ex- 
cellent lime. The rock is very crystalline, and more or 
less dolomitic. In Connor's quarry the strata dip at a 
moderate inclination to the S. E. ; and north of the quarry 
there is a band of south-east dipping primal white sand- 
stone ; and still further north are the older primal slates 
in the condition of quartzose mica- slate, likewise dipping 
to the.S. E., or beneath the primal sandstone, at an angle 
6f 4kO°. Micaceous sandstone, and occasionally primal 
white sandstone, border its synclinal valley on the north 
throughout its whole length ; but the white sandstone is 
detected only occasionally. The older primalslates, highly 
crystalline in their structure, likewise bound the valley on 
the south ; but in some of the exposures of the limestone 
we are at a loss to determine whether the rocks of this char- 
acter, leaning upon the dolomite, are the true primal slates 
inverted u^n the limestone, or overlying schistose beds 
belonging to the alternating portion or base of the auroral 
limestone series. It is pretty evident that these rocks, as 
they occur on the south side of the limestone at Connors 
quarry, are really the primal slates inverted against the 
limestone. 

"The furthest oijening in the limestone in this synclinal 
is that of Baker^ s quarry^ half a mile east of the west line of 
West Marlborough township. 

"It is more than probable, from the remoteness of the 
localities at which the limestone has been discovered, and 
from the irregular features in the topography of this belt 
interrupting the continuity^ of the valley that limestone 
does not occur in one unbroken trough, but has been lifted 
and washed out of the shallow basin in several sections of 
its length ; and it is indeed natural to suppose that the 
synclinal structure itself is not perfectly regular ; the more 
probable view being that the whole tract is a chain of short 
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and narrow hasins^ rather than one long, continuous, 
straight trough. 

''About two miles N. W. of West Chester, in the valley 
of Taylor's run, and therefore east of the Brandy wine, 
is a small outcrop of limestone on land belonging to Caleb 
Cope. This is so nearly in the line of the long chain of 
quarries of the poor-house synclinal, that we are almost 
induced to conjecture that it may belong to the same trough 
with them, and that it is an outstanding remnant of the 
auroral rocks preserved from denudation, 

3. West Marlborough Inn limestone line. — ' ' This narrow 
belt, marked by a narrow irregular valley, extends for 
about three miles from near the Drover's Inn (west of 
Unionville) to nearly the north line of London Grove town- 
ship, and passes less than half a mile to the north of West 
Marlborough Inn. In this vicinity, and likewise nearer to 
the Drover's Inn at Logaii s quarry ^ the limestone has been 
quarried to some extent. The most western quarry of this 
tract is J. C, Bailey^ situated about one mile S. of W. 
from the West Marlborough Inn ; but the features of the 
country and the soil indicate that the limestone belt is pro- 
longed considerably further south-westward in the direc- 
tion of Cook's grist-mill, though the rock has nowhere 
been opened. 

"Traces of the primal white sandstone are to be met with 
on the margin of this small trough. Between West Marl- 
borough Inn and London Grove post office, and even further 
to the south, the older primal rocks, in the condition of 
true micaceous slates, occupy a broad anticlinal belt, their 
south dip towards the street road limestone basin being ob- 
vious in all the neighborhood around London Grove meet- 
ing-house and post-office. Between the Friends' little 
meeting-house and Pusey's grist-mill we pass over the 
south-east dipping outcrop of this primal sandstone, the 
same which forms the northern boundary of the street road 
basin. 

"In Eli Logan's quarries, about one mile W. of Union- 
ville, the limestone dips to the S. E. about 30°, but irreg- 
ularly, and with some remarkable folds. Resting appar- 



74 C\ REPORT OF PROGRESS. P. FRAZER. 

ently upon the limestone^ there is a white gneissoid rock, 
possibly only a highly altered or crystalline form of the 
upper primal slates, in alternation with the limestone. 

"It is a conceivable supposition, however, that this rock 
pertains to the true gneiss formation, and that all the stiiita 
in this quarry are inverted.^ ^* 

"In the anticlinal belt which separates the street road 
trough of limestone from that of West Marlborough Inn, 
there would seem to be very little or no genuine gneiss 
west of the meridian of Unionville ; but between the Brandy- 
wine and Unionville, that rock does appear in occasional 
narrow uplifts. What seems to be genuine hornblende 
gneiss occurs near the Marlborough meeting-house, some 
two miles E. of Unionville. The rock here contains some 
epidote. 

jf/.. Street Mood limestone line. — " This is the longest and 
mos t continuous of all these limestone troughs. It commences 
on the east, near the Red Lion inn, on the old street road 
half a mile west of the east boundary of East Marl- 
borough, and it ranges, curving gently southward a dis- 
tance of about nine mUes, nearly to the middle branch of 
White Clay creek ; the trough is broadest between the west 
branch of Red Clay creek and the east branch of White 
Clay creek, having there an average breadth of more than 
half a mile. The western half of the whole basin is sub- 
divided into three subordinate narrower valleys^ all of 
them containing the limestone more or less continuously, 
and all of them ending westward in the vicinity of West 
Grove Friends' meeting-house. 

"The main or northern fork of the basin stretching 
toward the middle branch of White Clay creek approaches 
to within half a mile of Kuisey' s clover-mill. Between the 
east branch of White Clay and the western end it contains 
three or fonr considerable quarries of the crystalline lime- 

[*Thi8 is a remarkable instanoe of the influence whioh a general theory ex- 
erts over special observations. The only ^i^und for the snggestion of an 
inverted structure here is, of coarse, the theory that none of the limestones 
along this belt can be beneath gneiss^ or gneissoid rocks. The suggestion 
that the gneiss here may be metamorphosed talc-mica slate rook is only another 
desperate >vay to escape from the difficulty ] 
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stone. The chief of these are known as Bailey's and 
Philips'. This last-named quarry, being situated furthest 
to the south-west of all the limestone deposits in this part 
of Chester county, supplies stone and lime for agricultural 
uses to a circle of country south and west, extending to 
twelve or even twenty miles. Though it is evident from 
the topographical features of the whole limestone trough 
from the Red Lion inn on the east to Philips' quarry on 
the west, that it is a true basin, yet, from the appear- 
ance in its more central parts of occasional exposures of 
tJie upper primal slates^ and ecen of the stibjacent gneiss 
roclcs, it is probable that the bed of the valley is more or 
less undulating, and that the limestone is not everywhere 
absolutely continuous. 

"The middle trough of limestone throws oflf another 
and shorter branch, diverging from the southern side at a 
point between the two branches of the East White Clay 
creek, not far W. of Hicks' grist-mill. This smaller valley 
runs for about one mile and a half to a little north of 
West Grove meeting-house. The limestone has, as yet, 
been very little opened, or quarried in this smallest branch 
of the general basin. Though the limestone of this branch 
basin, N. of Pleasant Valley, ranges apparently in a con- 
tinuous belt, it has been quarried hitherto at only two 
points : the most eastern one is where it was wrought some 
years ago by Robert Michener ; and the more western, at 
present wrought by Henry Story, is one fourth of a mile 
north of West Grove meeting-house. 

''The southern branch leaves the main basin about mid- 
way between the west branch of the Red Clay and east branch 
of White Clay, and runs as a narrow, somewhat irregular 
trough for more than three miles, to a point a little E. of 
West Grove Friends' meeting-house. There are several quar- 
ries of good crystalline limestone included in this lateral 
valley. One of these is near Hume's grist-mill on White 
Clay creek, and two others are at William Jackson's, to- 
ward the western end of the trough. The point of junction 
of this small valley (sometimes called Pleasant Valley) with 
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the main basin is in the neighborhood of Joshua Pusey's 

mill. 

''The furthest westward point at which limestone has 
been detected in this narrow belt is a little S. of West 
Grove meeting-house, where a tradition of the neighbor- 
•hood alleges it was met with many years ago in a well, and 
the topography seems to testify that the rock may prolong 
itself thus far. 

' ' Excellent crystalline limestone, well adapted for agri- 
cultural and other uses, is quarried at William Jackson's ; 
some of the beds being pure white carbonate of lime, while 
others consist more or less of dolomite. 

' ' Brownish mica occurs in these beds, as in nearly all the 
limestone quarries of this class throughout the county. 

''Adjacent to this quarry there occur scattered chunks of 
altered white primal sandstone imbedding small crystals of 
Tvtile. 

"In the mica slate bordering the limestone of Pleas- 
ant Valley, there have occasionally been found segregated 
nodules containing a compact kyanite. 

"Iron ore, but apparently not in large deposits, occurs 
S. of West Grove meeting-house. 

' ' A tooth of mastodon giganteus^ apparently the fifth 
molar, was found some years ago in Pleasant Valley, about 
one mile E. of William Jackson's on the east branch of 
White Clay creek. 

^^ Uplifts of gneiss and dykes of granite. — In fact, there 
seems to extend an anti clinal axis of gneiss parallel with 
the southern margin of the trough, the whole way from 
Joel Bailey's, a little west from the "west branch of Red 
Clay, to Hicks' grist-mill on the east branch of White Clay, 
a distance of more than three miles. Connected with this 
line of uplift we may occasionally detect an obscure out- 
burst of granite. The gneiss is itself massive and granitic. 
The anticlinal structure of this narrow protruded belt of 
older rock is well seen on the farm of Joel Bailey. Fig. 30 
exhibits its features as exposed near his house. This anti- 
clinal is said to range for nearly two miles to the eastward. 
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and to approach the east branch of Red Clay ; but I have 
not traced it there. 

^^ Granite dykes — Just north of Hicks' grist-mill white 
granite shows itself in a low ridge, with contorted materials 
of the primal white sandstone, borne through the limestone 
apparently by the intrusion of the granite. 

"There is a third dyke of granite, possibly a branch of 
that which ranges by Hicks' grist-mill, which passes S. on 
the south side of Baker's quarry, between the branch basin 
containing this quarry and that at William Jackson's. This 
dyke extends from near Baker's quarry to a point about 
one fourth of a mile N. of West Grove meeting-house. 

"Another but shorter anticlinal uplift of granitic gneiss 
passes through the farm of William Jackson in Pleasant 
Valley, and appears to range for a mile or ftiore north-east- 
ward, passing under the knoll upon which the Locust Grove 
school-house stands. 

"Besides the quarries already enumerated, there are two 
or three good ones in the vicinity of Joel Bailey's. In all 
of these artificial exposures the general character of the 
limestone is very similar. It is generally a crystalline do- 
lamitic limestone J sometimes very granular, disposed in 
massive beds, and contains, for the most part, more or less 
segregated mica^ talc, and other minerals, the mica being 
rarely absent In consequence of these extraneous sub- 
stances, it seldom yields, when burnt, a perfectly white 
lime, though in nearly all the quarries some layers may be 
found so free from these foreign minerals as to produce, if 
care be observed in quarrying it, a stone convertible to lime 
of the very finest quality. 

" Between the southern border of this Street Road basin 
and the northern edge of the Kennett Square limestone 
trough, or that bounded by the Toughkenamon ridge, ex- 
tremely little genuine gneiss shows itself at the' surface, and 
that which does appear is the hornblende variety. It is ob- 
vious that the anticlinal belt which divides these two zones 
of auroral limestone is here composed mainly of the older 
primal slates^ under the highly crystalline micaceous type, 
which they wear so generally throughout all the southern 
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district of Pennsylvania. The true gneissic or genuine liy- 
pozoic metamorphic rocks, elevated only in narrow and 
broken fingers to the westward of the Brandywine, here 
hardly lift themselves to the surface. The primal white 
sandstone on both the N. and S. sides of the Street Road 
limestone basin, possesses all the features distinctive of 
this rock under its most metamorphosed form. Thus, 
where it dips gently southward under the limestone on the 
north side of the valley near the Red Lion inn it contains 
the same minute broken crystals of schorl^ the same thin 
partings of highly crystalline talc^ and wears the same fels- 
pathic and serai-vitreous aspect which so strongly charac- 
terize it throughout all its outcrops bordering the great lime- 
stone valley of Montgomery and Chester counties. 

' ' Both in Baker' s quarry in the middle branch of the Street 
Road basin, and at Jackson's in the southern branch, the dip 
of the limestone is for the most part very gentle ; that at 
Baker's flatly undulating, while that at Jackson's is at the 
low angle of 20° southward into the base of the hill which 
bounds it. 

" In William Jackson's quarry well-developed crystals of 
phosphate of lime have occasionally been found ; and the 
same mineral has been met with one mile south-west of 
Chatham in a soil derived from the primal mica-slate. 

"Asbestos, in flexible sheets like paper, has also been 
found in Jackson's quarry. 

' ' Nearly in a line prolonged eastward from the Street Road 
basin, but some three and a half miles eastward from its 
eastern termination at the Red Lion Inn, there is an insu- 
lated outcrop of both the auroral limestone and the primal 
white sandstone just W. of the Brandywine a little below 
Brinton's ford. This is at OoodwoocCs quarry (formerly 
Harvey's.) The quarry has not been wrought for several 
years. The 'limestone is for the most part sandy. Sand- 
stone is scattered on the surface in the immediate vicinity 
of the limestone, but does not exhibit itself in place. Very 
probably this patch of limestone is an outstanding remnant 
of a more continuous belt which may once have connected 
it with that of the Street Road basin, for it seems to lie in 
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the same general synclinal wave in the older strata. In like 
manner there can be very little doubt that the eastern prong 
of the Kennett Square basin, now embracing the detached 
quarries of Passmore, Mendon Hall, and Nichol's, was once 
prolonged across the Brandy wine at Chadd's ford ; for we 
have the plainest proofs in the synclinal dipping of the 
hornblende gneiss of that vicinity, that a great natural 
trough or basin, competent to contain, until denuded, a belt 
of primal and auroral rocks, does here exist. 

5. Kennett Square limestone. — "A line of detached lime- 
stone quarries extends from a point one mile S. W. of 
Chadd's Ford, on the Brandy wine, to the east branch of 
White Clay creek, near Avondale post-office. A branch of 
this trough, apparently a narrow or compressed fold in the 
strata, commences at Nickl^s quarry^ includes Menden- 
hairs, which is likewise in Pennsburg township, and em- 
braces Goss's quarries near Red Clay creek. It passes or 
unites with the southern side of the. main Kennett Square 
basin in the vicinity of Pierce's paper-mill. In the quarry 
of Mr. Mendenhall the limestone is scarcely at all exposed, 
for, as Mr. Mendenhall alleges, it lies very deep. It is over- 
laid by sandstone, which exhibits an apparent dip of 35° 
to the S. on the south side of the quarry. 

" The main Kennett Square limestone-basin, divided from 
the foregoing narrow trough by a ridge of dark hornblende 
gneiss, extends from a point nearly north of Goss's, to 
the east branch of White Clay creek, near the Avondale 
post-office, as above mentioned. This trough is itself di- 
vided at its eastern end by a wide low anticlinal hill of the 
primal white sandstone, upon which the village of Kennett 
Square is seated, separating it into two branches or subor- 
dinate shallow basins. These coalesce into one wide basin 
a little west of Kennett Square at the west branch of Red 
Clay creek. Here the valley has a width of more than 
three fourths of a mile, but the limestone does not appar- 
ently everywhere underlie it. This rock is quarried at 
Hoope\s, near the creek. Prom this neighborhood the belt 
steadily contracts to its western termination beyond the 
east branch of White Clay. The trough is bounded south 
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by hornblende gneiss towards its eastern end, and by the 
lower primal slates in the condition of micaceous and tal- 
cose slate towards its western. On its northern side the 
primal white sandstone^ underlaid by highly-crystalline 
primal slate, everywhere borders the limestone at the foot 
of the Toughkenamon hill. 

Type locality. — ''The unconformable relation of the 
primal rocks and limestone to the gneiss is nowhere better 
shown than along the southern side of this basin in the 
vicinity of Red Clay creek, and nowhere have we more 
convincing proof that the white sandstone and micaceous 
slates associated with it, bordering this trough, are of the 
true primal series ; for here they not only dip beneath the 
limestone all along its northern margin, but rise in regular 
anticlinal saddle through the limestone to divide the basin 
into two regular troughs. 

"Throughout this belt the limestone, wherever it is ex- 
posed, has a highly crystalline structure, and the greater 
part of it is more or less magnesian or dolomitic. 

"The branch basin south of Kennett Square exhibits a 
deep deposit of sand in the bed of the valley, extensively 
concealing the limestone. As already stated, the village of 
Kennett Square itself rests on primal white sandstone." 

6, WJdte Clay creek limestones » — These are : — 

Browns quarry. — "The most southern of these within 
the State is a narrow trough ranging S. W. a length of more 
than two miles, from near the Delaware state line to near 
the forks of Whitely, or White Clay creek. This narrow 
belt is bordered on both sides by gneiss, chiefly of the horn- 
blende kind. Three principal quarries occur in the tract. 
The flrst encountered, going west, is Brown's limestone 
quarry, on a tributary of the east branch of Whitely, near 
the Delaware line. It contains but little of the pure white 
limestone, the rock being much metamorphosed, and rather 
full of mica. It is, however, regularly stratified, and the 
lime furnished is well adapted for agriculture. 

D. NeGins's quarry. — "This is situated to the west of 
the preceding about three fourths of a mile, being on the 
east side of the east branch of Whitely creek. The strata 
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dip at a gentle angle south-eastward, and a low anticlinal 
undulation or saddle lifts the talcose slates underlying the 
limestone to the level of the bed of the quarry, proving the 
total thickness of the limestone not to exceed 40 or 50 feet.* 

"This quarry also contains a small amount of white lime- 
stone, much brown mica occurring throughout the upper 
beds. It yields, however, a pretty good lime. The lime- 
stone is overlaid by the ordinary very micaceous rock, dip- 
ping on south side of quarry gently south, and there is a 
dyke of granite at the south margin. 

/. Nevins^s quarry. — This is the furthest opening soulh- 
westward within this belt, and seems to be near its termi- 
nation. It is between the two branches of Whitely creek, 
one mile above their junction. It has been wrought for 30 
years by Mr. J. Nevins, and includes both the blue and 
white varieties of the crystalline limestone. The white va- 
riety is a coarsely crystallized dolomite, producing an ex- 
cellent lime for building. This occurs in massive beds in 
the lower part of the quarry, through a thickness of 20 feet. 
Above it there lies, in equally massive layers, a variety 
streaked with bluish and brownish bands, deriving its 
colors from the presence of an abundance of bronze- colored 
mica. This colored rock produces a grey lime. An anti- 
clinal axis or saddle runs longitudinally through the quarry 
in a direction about N". 60° E., (see Fig. 29.) 

On the north side of this saddle the dip is about 45°, under 
a micaceous gneissic-looking rock. The dip on the south 
side of the quarry is to the S. about 30°. A contortion 
along the southern edge of the quarry, and in the gneiss - 
like rocks which border it, presents an unequivocal indica- 
tion of an inversion or fold by which the gneissic rock is 
brought to lean over or rest upon the limestone which it 
elsewhere supports. 

" Fragments of altered white sandstone occur in the vi- 
cinity of the quarry, to intimate that this is really a com- 
pressed trough of the primal and first lowest beds of the 

r* This is one of Mr. Rogers* important observations and has a considerable 
bearing upon the identity of this limestone with that of the Downlngtown 
valley.] 

6C\ 
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Auroral strata. The whole breadth of the valley embracing 
the trough of calcareous rocks is not more than 200 yards. 
"There is a quarry of limestone in the State of Dela- 
ware, 'about three miles S. of the state line, distant about 
four miles from the above-described one of J. Nevins, in a 
a direction not far from S. 30° E." * 

Similar outlying limestones in nortTvern Chester County. 

H. D, Rogers^ notes continued* 

The gneissic region of the townships lying north of the 
Downingtown limestone valley will be described further 
on ; but it will serve a good purpose to give here Mr. Rogers' 
notes respecting exposures of limestone which occur in it, 
because they suggest the idea that the gneiss formation itself 
contains limestone beds, rather than the id% that all the 
limestones of Chester county must needs be referred to 
the valley limsstone formation. It will be noticed in read- 
ing his notes, that Prof. Rogers carefully abstains from his 
synclinal outlier theory, and ascribes these limestones, 
very doubtfully indeed, to a plutonic origin. In the pres- 
ent state of science such a suggestion is inadmissable. 

" 1. We meet with is a small outcrop about three fourths 
of a mile W. of the village of Charlestown, and a little north 
of Pickering creek, near Clevenstine's foundry. The 
bed or mass appears to be but a few feet in thickness, and 
resembles more a layer in gneissoid micaceous rocks ^ or 
even an intrusive vein of impure calcareous spar, than a 
folded bed of limestone at the passage of the primal and 
auroral series. It was at one time quarried to a small ex-i 
tent, and burned in a limekiln, but the lime was dark and 
impure. 

*'2. The next outcrop of limestonb occurs near the vil- 
lage of Kimberton, This is a small bed of altered crystal- 
line limestone, chiefly in the condition of calcareous spar, 
with scattered crystals of plumbago, epidote, and two or 
three other minerals. It occurs very near the contact of 
gneissic rocks and overlapping red sandstone, and adjoins 

• Geology of Penni^lviinia, 1858, page 281. Notes ooUeoted about 1852. 
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a dyke of syenite, to which it owes, most probably, its 
highly crystalline structure. 

*'3. Another locality is near the northern road leading 
from Kimberton to the Yellow Springs ; it adjoins the large 
ore-pit on Mrs. Lewis's farm. This limestone has been 
quarried, and converted into good lime. 

''Ascending French creek, the next is at Scuyer's quarry, 
near Bachardt's oil-mill. This outcrop extends westward 
into the next farm. 

''4. There is another on the south side of French creek 
at Vanlear's,* half-way between Pughtown and Coventry, 
but south of French creek. This also has been quarried 
and converted into an good lime. 

"5. A little to the west of Vanlear's is a small exposure 
of the limestone at Christman's, which has been converted 
into an excellent lime. 

"6. There is another small exposure south of Coventry 
Village. 

"7. Following the south branch of French creek occurs 
another isolated bed in Nantmeal township, south of Mil- 
ler's grist-mill. 

''8. A little west of Warwick furnace we meet with 
another small bed in contact with micaceous gneiss. 

*' 9. A dyke or vein of sparry limestone forms the north- 
em wall of the iron ore-pits at Crossley, one mile north of 
Knauertown. It is in contact with a wide dyke of granite, 
and includes several crystalline minerals, and exhibits every 
indication of having been at one time in a state of fusion. 

"10. There is a long and narrow strip of limestone in 
Uwchlan township, west of the Little Eagle Tavern ; its 
total length, as indicated by a succession of sink-holes, and 
one or two small quarries, and by two or three wells sunk 
into it, is probably one and a half miles. The rock is a 
very coarse, crystallized, white sparry limestone, abounding 
in numerous little flakes of plumbago. It has been found 
to produce, when properly burned, an excellent white lime. 
It lies chiefly in low meadow ground, and under a deep 
covering of soil, and being very narrow, is obscurely seen. 
It is therefore very difficult to pronounce whether it is an 
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igneous vein or a bed in the metamorphic gneissoid strata, 
or again a closely- folded narrow trough, doubled between, 
but yet overlying these." 



The serpentine outcrops of southern Chester county with 

Prof. H. D. Rogers' notes of 1853. 

The southern edge of the South Valley hill belt of talc- 
mica slates is defined upon the map by a chain of dots and 
stripes of two colors representing outcrops of serpentine 
and outcrops of crystalline limestone. 

Were these outcrops ranged in more than one line the 
task of explaining their appearance at the surface would be 
much easier. But a single line of them necessarily places 
thera either at the top or at the bottom of the talc-mica 
schist formation ; Mr. Hall choosing the former, Mr. Rogers 
the latter alternative. 

The case is complicated by the fact that the outcrops 
along this one line are sometimes serpentine, sometimes 
limestone. It looks as if the serpentine might be a subse- 
quent modification of the limestone ; or else, that one and 
the same original magnesian sediment was heavily charged 
with carbonate of lime in some places, and was a non-cal- 
careous silicious mud in others. 

It would of course be possible for the two species of rocks 
to have no connection (although making their appearance 
at the present surface under precisely the same circum- 
stances, and along one continuous straight line between a 
talc-mica region and a gneiss region) if they were sporadic 
deposits at very nearly but not quite the same geological 
horizon ; like (for example) the Lower Helderberg coral 
reef deposit and the Oriskany sandstone deposit ; except 
that the Oriskany is often seen actually superimposed upon 
the L. Helderberg, whereas no case is recorded of the serpen- 
tine and crystalline limestone of our line being seen in con- 
tact.* 

* A trivial exposure of steatite roek on Taylor^s run is mentioned by Mr. 
Rogers ** close to an oatorop of granular limestone.*'— (?eo2., JRa., jp. 169, 
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If Mr. Hair s structure be accepted, if the talc-mica belt 
be Hudson river slate, theti this serpentine limestone range 
would represent the Upper Silurian calcareous deposits. 

If Mr. Rogers' structure be accepted, if the talc-mica belt 
be primal slates passing northward underneath the Potsdam 
sandstone and Valley limestone, then the serpentine lime- 
stone range can have nothing to do with the Valley lime- 
stone formation. 

But in that case the limestone and sandstone outcrops to 
the south of the serpentine-limestone range, and the numer- 
ous exposures of serpentine also to the south of the range, 
can also have nothing to do with the Valley limestone and 
Potsdam sandstone. And yet Mr. Rogers and Mr. Prazer 
assign said limestone and sandstone exposures, or some of 
them, to that relationship. 

The subject is crowded with embarrassment ; and all the 
more, seeing that the serpentine-limestone range along the 
south edge of the talc-mica belt ought to hold some dis- 
coverable relations with other ranges of serpentine crossing 
Delaware, Chester, and Lancaster counties ; as well as with 
the famous serpentine out€rop between limestone and gneiss 
on the Delaware river, north of Easton, in Northampton 
county.* ( See Report D", 1882.) 

Continuing for the present to regard merely the serpen- 
tine limestone range at the junction of the talc-mica belt 
with the gneiss, the following description of it by Prof. 
Rogers ( G. P. p. 169 ) will show that it is far from being as 
simple an affair as the map would make it. After describ- 
ing the serpentines of Montgomery and Delaware counties, 
he comes to his '' third belt of serpentine near Paoli," and 
proceeds thus : — 

Serpentine near PaoU. — " We come next in order to the 

*The faot that the Northampton county nerpentine underlies the Great 
Valley limestone formation in connection with Potsdam sandstone supports 
Mr. Rogers' views in Chester county, and strongly opposes Mr. Hall's con- 
jecture that he Chester serpentine may be Upper Silurian. On the other 
band the fine serpentine outcrops on lake Memphreniagog at the Canada- 
Vermont line are clearly Upper Silurian, but they are fiur removed from any 
gneissic region. Mr. Hall, after examining the Easton serpentines, consid- 
e'-ed them altered calcareous slates lying at the base of the limestone forma- 
tion, over the Potsdam sandstone. 
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most extensive serpentine range of Chester county. This 
has its eastern extremity on the farm of General Wayne, of 
Revolutionary memory, about one mile south-east of the 
Paoli Hotel, and just at the line of Easttown and Willis- 
town. Its western termination is near the western line of 
East Goshen, and about two and a half miles N.N.E of 
West Chester. These limits give a total length of about 
six miles. Its course is W. about 25° S., coincident nearly 
with that of the strike of the gneiss and talcose slate which 
border it for the greater part of its length. Commencing 
in a narrow point of the General Wayne farm, it widens 
rapidly as we trace it westward, until, at a distance of a 
mile at and beyond Maris' grist-mill, its total breadth is 
nearly 2,000 feet. In this central part of its course it runs 
for nearly three miles almost parallel with the old State 
road to West Chester, at an average distance of one third 
of a mile, gradually approaching the road until it crosses it 
about four miles from the Paoli, or three fourths of a mile 
north-east of East Goshen Friends' meeting-house. It is 
here reduced to a breadth of no more than 400 or 500 feet. 
Under this average width it ranges on, passing the Barren 
Hill school-house and across Eidley creek, and thence for 
one mile further to its termination beyond the old black- 
smith's shop at John Gheen' s farm. Throughout its entire 
range this serpentine appears chiefly as a stratified rock, 
and in its widest central portion we may distinctly perceive 
that it has a synclinal or undulated structure. It is, in- 
deed, rather an impure talcose slate, largely impregnated 
with serpentinous matter, than a zone of genuine intrusive 
serpentine. Dykes of this mineral it does, however, em- 
brace, and these on a small scale are very numerous, but 
they bear in the aggregate a small proportion to the whole 
belt. Its stratified structure is well exposed at the crossing 
of the state road, where it dips 70° N. ; also in the ravines 
which cut it near the Barren Hill school-house, and still 
more convincingly near the old smithy at John Gheen's in 
which latter locality it has a nearly perpendicular dip, but 
discloses under close inspection innumerable minute con- 
tortions and plications of the thin laminsB of the rock. 
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** The eastern end of this zone of serpentine is bordered 
both south and north by the talcose-slate formation, in 
which it seems to lie as a folded synclinal trough ; but from 
the vicinity of Maris' grist-mill to its western termination, 
its southern margin is in contact with a massive hornblen die 
gneiss, its northern touching in some places upon ordinary 
talcose slate ; but in others, especially towards the western 
end, upon quartzose and gametiferous micaceous gneissoid 
rock, of the group I have called Azoic. This gametiferous 
micaceous gneiss may be seen dipping steeply northward, 
conformably with it, close to John Gheeus dwelling. The 
prevailing dip of the hornblende gneiss bouilding it on the 
south is northward TO'^-^O^. 

* 'Along the northern edge, or a little outside of the north- 
em margin of this line of serpentine, trap-rock occurs in 
greater or less abundance, and apparently as a succession of 
narrow elongated dykes. These seem not to be strictly 
parallel with the serpentine and other strata, but to observe 
a more north-east and south-west direction. Narrow dykes 
of this rock intersect, indeed, this range of serpentine bar- 
rens in many neighborhoods, and this is a feature which 
may be noticed in nearly all the outcrops of serpentine 
within the State." 

It is evident that even a synclinal belt of serpentine 2,000 
feet wide, or even 400 feet wide, can mean nothing else than 
a great thickness of the talc-mica schist formation meta- 
morphosed more or less completely into serpentine. And 
a good cause for such alteration is present in an extensive 
outburst of trap close by ; and everybody familiar with the 
surface of Delaware and Chester counties knows how almost 
invariably its trap and serpentine appear together. This 
of itself effectually divorces the serpentine outcrops of 
Chester county from the limestones. 

Mr. Rogers continues his description thus : 

OheevUs serpentine. — "There is a small and apparently 
insulated development of serpentine about three fourths of 
a mile S., 45** W., from the old smithy near Gheen' s dwell- 
ing. It is evidently not in the prolongation of the long 
belt just described, but is almost exactly in the range of 
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the Serpentine barrens one mile north of West Chester, 
with which it is possibly united, though no external indi- 
cations of such connection present themselves, there being 
an interval of half a mile between the small patch and the 
eastern extremity of the main West Chester line of barrens. 
Though small, this area of serpentine is readily discerned, 
forming a little elliptical mound." 

West Chester serpejitine, — "In the same general line 
with the long range of serpentine traversing Willistown and 
East Goshen, though strictly about one third of a mile fur- 
ther S. E. than its line of strike, is the serpentine belt of 
the West Chester barrens. The N. E. point of this appears 
to be just S. W. of the east branch of Chester creek, or one 
fourth of a mile N. E. of the West Chester railroad. It 
crosses the railroad nearly two miles from the center of 
West Chester, exposing imperfectly its stratified structure 
in the railroad cuts ; whence it ranges about one mile fur- 
ther between the forks of Taylor's run. The mean width 
of this belt is at least 1,000 feet. Though chiefly an im- 
pure and stratified serpen tinous talcose slate, the tract in- 
cludes many injections of genuine igneous serpentine. 

"Like all the middle and western portions of the Paoli 
belt, this tract is bordered on the south by massive hom- 
blendic gneiss, while it is fringed on the north by the earlier 
talcose slate and micaceous slate of the South Valley hill, 
into which it appears somewhat abruptly to graduate. 

" The more compact varieties of this serpentine have been 
used for building stone in West Chester and its vicinity, 
and the material proved to be well adapted for many arch- 
itectural uses. It has a very pleasing effect when newly 
built into walls, as it has a quiet tone of grayish green ; 
but exposure to the elements for a few seasons causes it to 
fade, or to become more dull and grayish. Several neat 
structures have been built of it." 

Here Mr. Rogers introduces clearly a distinction between 
two kinds of serpentine. It is of no consequence that he 
uses the old epithet "igneous," where more recent writers 
would have used the safer non-committal phrase *4ntru- 
sive:" the distinction between the altered magnesian 
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slates and the solid rock serpentine is the important point. 
Greologists may differ in regarding the solid rock serpentine 
outcrops as dykes or as sediments ; they can hardly differ 
in regarding them as essential parts or products of the 
highly magnesian slate formation in which they lie ; as 
merely those parts of it which have been, by some means 
or other, excessively metamorphosed. Those who do not 
believe in their being dykes point to their apparent strati- 
fication, as shown in the pictures of J. H. Brinton' s great 
quarry in W. Thombury township, (plates 13, 14,) where 
the cause of the hardening and cleaving of the mass is not 
a trap dyke, but a huge extrusion of granite. 

Hoopers serperdine, — " To the south-west of the main 
West Chester belt of serpentine there occurs near Hoope's 
saw-mill a small outcrop of serpentine and steatite, which 
is evidently in the same line of strike with the large ser- 
pentine tract north of West Chester, and the small detached 
one to the east of that. 

CoVs serpentine. — " Another trivial exposure of magne- 
sian rock, chiefly steatite, occurs on Taylor's run, on the 
land of Caleb Cob, close to an outcrop of granular lime- 
stone. These are about half a mile south-west of the pre- 
viously mentioned locality of serpentine. 

Blackhorse serpentine. — ''A still more trivial locality of 
steatite is at the Blackhorse tavern, on the road to Taylor's 
ford. It is in the same general line with the previously 
mentioned localities of magnesian rocks. 

Wurth^ s serpentine. — "Again, on the same line, bothser- 
j)entine and steatite present themselves about three fourths 
of a mile south-west of the Brandywine, on the farm of 
Mr. Wurth. 

"Airthe above six exposures of serpentine and steatite 
occur so nearly in one line, and this is so probably a line of 
dislocation connected with the synclinal/old of the older 
strata, that we can hardly doubt that these outcrops derive 
their existence from one chain of injections of true serpen- 
tine mineral along the southern margin of the talcose pri- 
mal slates." 

Mr. Rogers considered the serpentine and steatite outcrop 
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near Marshall's mill, W. Br. Brandy wine, and the serpen- 
tinous strata with serpentine injections near W. Marlbor- 
ough inn, a separate line. 

Another group he made out of the following exposures : 
1. Serpentine and steatite i m. S. E. of Willistown inn. 2. 
Serpentine with carbonate of magnesia, crystalline chlorite 
and Klinoclore near Darlington comer. 3. A large mass of 
serpentine, with lithomarge and fine talc, near Strode' s 
mill. 4. Serpentine N. W. of Strode' s mill. 6. Isolated 
patches in L. Oxford. 

Unionville serpentine and corundum. — "We have ar- 
rived now in our progress towards the S. W. at a conspicu- 
ous belt of seri)entine, about equal in magnitude to that 
north of West Chester, and one of the most interesting of 
the whole series for the crystalline minerals which it con- 
tains. It lies in the south-eastern corner of Newlin town- 
ship, about ouQ mile N. N. E. of the village of Unionville. 
It has a mean breadth of some 800 feet or more, and its 
total length is about one mile. It lies altogether within the 
micaceous talcose slate, many portions of which rock wear 
here a very quartzose and sandy asi)ect. This belt consists 
of stratified serpentinous talcose slates, with much injected or 
infused true igneous serpentine. It is intersected by several 
narrow dykes of fine-grained basaltic trap, which trend N. 
E. and S. W. Besides these, there occur some interesting 
mineral veins. One of these, which has attracted the notice 
of mineralogists, is a narrow vein of very hard white albite, 
including many crystals of corundum^ some portions of the 
vein being indeed almost an emery or corundum rock. An 
attempt was made some years ago by a skillful and most 
zealous mineralogist of Chester county, D. Lewis Williams, 
to mine regularly this very hard and intractable btit valu- 
able material ; but the undertaking was not long persevered 
in. Loose chunks or blocks of the corundum rock strew- 
ing in one place the north slope of the ridge of serpentine, 
derived either from the above-mentioned vein or from other 
injections, were collected at one time to the amount, it is 
said, of between six and seven tons, and exported to 
Europe. 
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*' Besides the albite with corundum, there occur several 
veins or dykes of granite, consisting almost exclusively of 
felspar. This mineral is here in such purity, indeed, as to 
be in much request for the purposes of dentistry. Owing 
to the demand for felspar entirely free from extraneous as- 
sociations, a successful quarry has been opened, and has 
already furnished a considerable quantity for the market. 
Associated with the pure orthoclase^ which is in very large 
crystals, there is also occasionally much oligoclase or soda 
spodumene, another felspar mineral. 

*' There are several other insulated small localities of ser- 
pentine west of the Brandywine, but they are not of suffi- 
cient importance to be entitled to a si)ecial description." 

State Line serpentine and chrome. — "A very extensive 
belt of stratified and injected serpentine rocks ranges near 
the State line from the Little Elk creek in Chester county 
across the Octoraro creek to Maryland, and thence across 
the Susquehanna. Its length from the Little Elk to the 
Susquehanna exceeds 17 miles, and the tract is prolonged 
beyond the river through the northern edge of Maryland 
for several miles further. Its mean width may be given at 
about one mile. This is a range of wild and stoney barrens 
scarcely tilled, except in a few spots on its two margins, 
and overgrown with stunted black oaks, and other trees 
characteristic of the magnesian soil of all these serpentine 
belts. Along its southern border this magnesian formation 
is in contact with black hornblendic gneiss, but apparently 
without conformity of dip. On the Susquehanna a different 
rock, a micaceous talcose slate bounds it on the S. ; along 
its northern edge it is everywhere bordered by the mica- 
ceous talcose slate of the Primal series; and this latter 
formation seems to lap round its eastern extremity, near 
the valley of Little Elk river. Much trap-rpck presents 
itself just west of the Little Elk along the southern edge 
of this range of serpentine, and dykes of that material oc- 
cur within and adjacent to the belt, especially throughout 
its southern half, and apparently along its whole course. 
One of these may be seen on the main road leading to Car- 
ter's ferry at the crossing of Buck run." 
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Chromic iron ore. — ''The zone of serpentine rocks now 
before ns is especially remarkable for containing large qaan- 
tities of cbromiferous iron ore. It is indeed one of the 
chief sources of chromate of iron in the United States, hav- 
ing already furnished large supplies of this mineral for both 
the home and the European demand. The chrome ore pene- 
trating the serpentine rocks in true lodes or veins, with 
more or less regularity, has likewise been met with in great 
abundance in a fragmentary state upon the surface of the 
barrens, and to a small depth amid the disintegrated ma- 
terials of the serpentine. It has, therefore, been mined 
both by regular mine shafts, and by superficial pits or holes, 
and trenches. The scattered surface ore, locally called 
''sand chrome," has been extensively gathered from the 
beds of the ravines and alleys which intersect the barrens, 
and after being washed on the spot has been shipped away 
to market. When, for a succession of years after the first 
development of this mineral, the high price of $45 i)er ton 
stimulated the discovery and preparation of it, many thou- 
sand tons of the stream or "sand chrome" were transported 
to the sea-board, especially to Baltimore. More .lately, 
since the richer deposits of the more accessible surface ore 
have been in chief part exhausted, resort has been had to 
mining in some of the more regular solid veins. Only two 
such subterranean excavations are now, however, system- 
atically prosecuted, owing partly to the circumstance, that 
the present market for the mineral is easily glutted, and 
partly to the fact, that nearly all the most promising locali- 
ties of the region are at present monopolized by one indi- 
vidual. Both of these mines are situated a little westward 
of the east branch of the Octoraro creek. It will suflSce to 
present here the chief features of 

" WoocPs chrome mine, — This is situated not far from the 
Horse-shoe ford of the Octoraro, the vein of chromiferous 
iron ore observing a nearly N. E. and S. W. direction, and 
dipping 45° to N. W., or with the local slope of the ground. 
It has been mined throughout a length of about 300 feet. 
As a lode it is quite irregular, varying from a width of 20 
feet to nothing, or expanding into large pockets of ore, and 
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then contracting nntil the walls meet. It also throws oflf 
several branches, some of which return into the main vein. 
The shaft at present (1854) has a depth of about 160 feet, and 
an open drain meets the shaft about 20 feet below its 
mouth." 

"This mine produces at present between seven and eight 
tons of excellent chrome ore daily, the fruits of the labor 
of three hammers and the attendant aid. The present price 
of the chrome ore is about $25 i)er ton. The gross yield of 
this mine is therefore nearly $200 per day. The finer pieces 
of the ore are packed in barrels on the spot as they come 
out of the mine, and are thus sent to Europe without re- 
handling. The rest of the ore, after dressing and washing, 
is transported to Baltimore and other home markets." 

^*'The line Tnine, — The other chief mine situated imme- 
diately on the boundary line of Pennsylvania and Mary- 
land, and called therefrom ''The State line Mine," is not 
now actively wrought. Its shaft is about as deep as that 
of Wood's mine. The aggregate former yield of the line 
mine amounted to several thousand tons. 

''There are several interesting minerals associated with 
the chromiferous iron ores and serpentine of this range of 
magnesian barrens, and nearly all the species occur equally 
at the two mines here spoken of. These minerals are 
enumerated in the general chapter on the mineral localities 
of the Primal district of the Atlantic slope of Pennsyl- 
vania." 

Lancaster County serpentine and titanic iron. — "There 
is another shorter tract of serpentine barrens, containing 
both the stratified and the unstratifled intrusive varieties of 
the rock, situated about two miles north of the State line 
in Lancaster county, on the waters of the Conewango. The 
southern edge of this is near the little village of New Texas. 
The whole belt is about three miles long, and more than 
half a mile wide, and it has somewhat the form of a cres- 
cent, its convex curve being to the N. W. Its north-east 
end is about one and a half miles E. of the Conewango 
creek, which it crosses about two miles N. of the State line, 
extending westward of the stream about a mile, until its 
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south-west extremity is within two miles of the Susque- 
hanna, and a mile and a half N. of the State boundary. 
From this locality much silicate of magnesia has been 
taken, and transported to the chemical works of Baltimore 
and elsewhere, for the manufacture of Epsom salts and 
other preparations of magnesia. The excavation of this 
mineral is no longer pursued ; it was dug only in superfi- 
cial pits." 

At several places in this serpentine belt titaniferous 
(birds-eye) iron ore has been mined in Lancaster county. 

The distinction between stratified and unstratifled ser- 
pentine is insisted on, Mr. Rogers going on to say : 

"A careful examination of these two belts of serpentine, 
near the State line of Lancaster county, cannot fall to 
convince any observant geologist that the material, ordin- 
arily termed serpentine, as presented in these barrens, com- 
prehends both a stratified and an unstratifi^d rock. Pure 
serpentine is here found only in the form of dykes intruded 
through a stratified serpentinous talcose rock, evidently a 
metamorphic clay- slate, the mica and talc-slate formation 
of the Susquehanna. The stratified serpentinous rock 
seems to have been impregnated with the magnesian min- 
erals during the intrusion of th^se veins of igneous serpen- 
tine. The evidences in support of this view are abundant 
in the ravines which intersect the barrens north of the vil- 
lage of New Texas. The genuine serpentine rock is itself 
a material of quite diversified aspect, some of it being of a 
dark green color, and very tough ; other varieties less 
dense and heavy, and much more easily fractured, and of a 
pa^le or yellowish green. This latter kind usually abounds 
in contact with the chromiferous iron ore at Wood's mine 
and the other chrome localities. Certain small patches of 
the rock wear a slightly pinkish color, but th^ predominant 
hue is some variety of green." 

The distinction between ^'gneiss serpentine ^^ and ^^ ser- 
pent inov^ steatitic talc- slate ^^ Mr. Rogers makes in describ- 
ing an outcrop in Delaware county, at the head of Gulf 
creek, i m. from Morgan's comer; 300' wide, and a few 
hundred feet long, with a narrow '* uplift of homblendio 
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gneiss" 300' north of it; north of the gneiss, talcose 
gneissoid schists ; north of these, limestone. In two quar- 
ries, the serpentine is stratified ; in the others, not. In the 
quarry east of the road, dip steep north ; in the other, 70° 
south. His section is reproduced in Fig.* 19. 

To complete Mr. Rogers' record of what he saw and 
thought of the serpentines of southern Pennsylvania in 
1852, the following is here added : 

^''The Serpentine and Steatite Range of the SchuylJciU 
in the Sovihern Edge of Montgomery County. — This, the 
most eastern zone of the magnesian rocks in southern Penn- 
sylvania, lies entirely within the middle or micaceous belt 
of gneiss, or highly metamorphic Azoic rocks, but near its 
northern border. It is a long and straight line of outcrop 
of steatite or serpentine, extending from the northern brow 
of Chestnut hiU between the two turnpikes, across the 
Wissahickon creek and the Schuylkill to near the Baptist 
meeting-house road, about a mile west of Merion Square. 
Along the eastern and central parts of its course the south- 
ern side of this belt consists chiefly of a talcose steatite. 
The northern side, containing much serpentine in lumps, 
dispersed through the steatite; but towards the western 
side this separation seems to disappear. The serpentine 
division, or band, is conspicuous on the line leading from 
Chestnut hill down to Thorpe' s mill, where enormous blocks, 
without any distinct traces of stratification, cover the sur- 
face along the line of the bed or dyke. The same rock is 
similiarly exposed on the west side of the Wissahickon, 
opposite Thorpe's mill, and thence westward along the 
north side of a lane leading up to the Ridge road. The 
whole belt is vaguely exhibited at the summit-level of the 
land between the Wissahickon and Schuylkill valleys ; but, 
descending towards the Schuylkill we again discern, on 
the north side of the line of outcrop, the huge blocks of 
mingled serpentine and steatite, until, near the Schuylkill 
river, they choke the bed of the ravine next north of the 
Soapstone quarry. On the west side of the Schuylkill this 
serpentine and steatite rock is still visible in large blocks, 
a little above the soapstone of that bank of the river ; but 
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between this point and the vicinity of Merion square, the 
rock, though discernible at a few points, is nowhere con- 
spicuous. About one third of a mile west of Merion square 
it is quite prominent again, the surface being strewn with 
huge masses. It may be distinguished at once from any 
other mineral aggregate of the region, not merely by the 
enormous dimensions of its loose blocks, but by its rugged, 
frowning, dark aspect, and also by the general coating of 
dark lichens and other cryptogamous plants. The serpen- 
tine seems not to follow the steatite the whole distance to 
the western termination of the belt. 

''Only in a few neighborhoods does the steatite, consti- 
tuting generally, as already said, the southern half of the 
tract, present itself in sufficient purity and mass to be pro- 
fitably quarried. On the east bank of the Schuylkill, how- 
ever, about two miles below Spring mill, at the spot called 
the Soapstone quarry, it has long been successfully wrought ; 
and on the west side of the river, in one place on the bank, 
and at another about one third of a mile west, the rock has 
been quarried, though upon ' a less extensive scale. In 
former years it was excavated to a small extent on the west 
bank of the Wissahickon, just opposite Thorpe's mill ; but 
the band of steatite at this place appears to be too thin to 
warrant its being pursued at present. 

"Both at the Wissahickon and the Schuylkill the stea- 
tite, which is regularly stratified, dips steeply to the N. 
35° W. , agreeing in its inclination with the svijacent beds of 
mica-slate ; but on the west side of the Schuylkill, at the 
points where it has been exposed in quarries, it dips at a 
more moderate angle to the south-east, thus indicating a 
probably synclinal structure in this central portion of the 
belt. The material is used chiefly for the lining of stoves, 
fire-places, and furnaces. The principal market for it is the 
city of Philadelphia. 

"Towards the end of the last century and the beginning 
of this, before the introduction of the marble of Mont- 
gomery county for street-door steps in Philadelphia, this 
easily-dressed stone was in some demand for that use ; but 
it proved badly adapted to the purpose, because of the very 



2. TALC-MICA REGION. G\ 97 

unequal hardness of its different constituent parts, there 
being a diflSculty in getting blocks free from knotty lumps 
of imperfectly crystallized serpentine, which make it to 
wear unevenly under the attrition of the feet. We may 
sometimes see in an old and much-worn door-sill of this 
rock these knots of the serpentine mineral projecting above 
the steatite like hob-nails in a plank." (Geol. Pa., 1858, p. 
167.) 



//. The talc-mica scJiist region. 
South valley MIL 

The northern border of the gneiss region already given 
(page 37 above) is the southern border of the belt of talc- 
mica, or hydro-mica schists (2 to 4 miles wide) which out- 
crop along the southern slope and summit of the South 
valley hill, and spread out over the south-western townships. 
The northern edge runs along the foot of the hill in contact 
with the valley limestone or marble. 

The southern edge of the belt through Easttovni is marked 
by a thread of chlorite slate ; in northern Willistown, E. 
and W. Goshen, by an outcrop of serpentine ; in E. Bradford, 
Newlin and W. Marlborough, by outcrops of limestone. 
West of the Doe run limestone exposures, the limit is ob- 
scure, as described in a previous chapter. 

Mr. Rogers expands the belt westward so as to lap around, 
and fill in between the fingers of the two belts of gneiss, and 
the interval between the two belts : but he confesses to an 
uncertainty in his own mind as to the identity of the talc- 
mica schists north of the gneiss region, with the whole body 
of soft micaceous gneissoid schists of his ''middle belt" 
as already described. 

Prof. Prazer also says : — " The boundary of these rocks 
from the western edge of the Doe run limestone is very dif- 
ficult to follow, but it has been taken as parting in tlie neigh- 
borhood of Chatham, south from Doe run to West Grove, 
hugging the limestone belt north of there, thence north of 
7C\ 
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the Baltimore Central RR. to Big Elk creek, and down 
this to a point a short distance north of Hickory hill, when 
it turns south-west and reaches the serpentine mass east of 
Chrome. 

"The great denudation of the southern part of the county 
makes the determination of the boundary an exceedingly 
unreliable one ; nor are the rocks where they occur distinct- 
ive enough in character to separate always readily from 
the other membera of the eozoic measures." 

The geological relationship of the talc-mica belt to the 
gneiss region south and east of it is not understood by any 
one. There is an evident non-conformability between them. 
All that can be affirmed is that the mica slate is of later age, 
and overlies the gneiss ; but how the contact is effected 
along the border-line common to the two areas is as yet 
undiscovered. 

The geological relationship of the talc-mica slate to the 
Valley limestone is also in dispute. Both Mr. Rogers and 
Mr. Frazer place the mica-slate formation beneath the Val- 
ley limestone formation. Mr. Rogers makes it the base 
of the Pnlseozoic system, unconformably resting on the 
Azoic or Hypozoic gneissic system. He calls it Lower 
Primal slate, and makes it the lowest of three members of 
Formation No. I ; the Primal (Potsdam) sandstone being 
the middle member, and the Upper Primal slates the up- 
permost "member. 

Mr. Rogers considers the Downington valley as a syncli- 
nal trough, the Primal Sandstone rising from beneath it on 
the one side in the North hill, and the Lower Primal slates 
rising from beneath it on the other side in the South hill. 
The absence of the sandstone in the South hill he ascribes 
to its thinning away southward, but he thinks that traces 
of its existence may be detected west of the Schuylkill.* 

^Mr. Rogers says on page 166 (Oeo. Pa., 1858,) that the Primal white sand- 
stone *<oea8es almost entirely .... and no effort to discover It in a regular 
outcrop of any length or appreciable thickness has yet disclosed it on the west 
side of the Schuylkill, or even for several miles westward, until we reach 
points opposite the Spread Eagle and the Paoli/' 

North of Paoli, he says, its outcrop may be recognized at two or three spots 
Just at the base of the South Valley hiU ; by the character of the soil ; or by 
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Mr. Theo. D. Rand looks upon certain thin outcropping 
sandstones in Tredyflfrin township as genuine Potsdam 
sandstone. This »aew will be argued more fully in describ- 
ing the Valley limestone formation. 

Mr. Hall, on the contrary, is positive that the mica slates 
overlie the Valley limestone ; and his arguments are, 1, be- 
cause they are conformable in their nearly vertical south dip ; 
2, because transition beds of impure limestone and calcareous 
slates form a true upward passage of the limestone into the 
slate ;* 3, because he sees at the east end of the range, at 
the Schuylkill, the slates folding in two small anticlinal 

fragments in the soil ; and in one case- in T. Biddle's well. It csannot exoeed 
a very few feet, and cannot be continuous, for numerous opportunities for de- 
tecting its presence are afforded by road cuts. 

On the south road, 1^ m. E. of Downingtown. i. «. \ m. W. of the viaduct, 
it crops out '-unmistakably" in the road gutter, and in a neighboring house 
-well, as a soft, decomposed, sandy rook, somewhat talcose, nearly vertical. 

West of this no trace of it appears until near Coatesville (westward) it pro- 
jects conspioiously, as a rugged outcrop, at the mouths of numerous ravines ; 
30' to 40 thick, sometimes thinner ; always hard, semi-vitreous, siliceous, ver- 
tical, it continues to skirt the vaUey to its western end in Lancaster county, 
where "a union of the two lines of Primal sandstone," that of the South Val- 
ley liill and that of the North VaUey hill, is effected **near the Conewago 
creek in Drumore township," and running on (first as a synclinal and then 
as a south dipping monoclinal) for a mile toward McCall's ferry on the Sus- 
quehanna. 

This extract would come better into the description of the North Valley hill 
Potsdam rocks were it not so important a statement of Mr. Rogers* geological 
sentiments respecting the talc-mica belt of the South Valley hill. 

* Passage beds from the talc-mica slate into limestone are also recognized 
and disoribed by Mr. Rogers (on page 165) as visible at Callwell'a furnace, at 
the mouth of Matzan's run, opposite Conshohocken on the Schuylkill, thus: 

1. Talc slaiCf vertical ; on the north slope of the South Valley hill. Then, 
going north, 

2. Limestone, crystalline, and marble, mottled ; narrow band. 

3. Talcoid, nacreous slate ; 100' ? 

4. Limestone, impure, altered ; under south end of engine-house ; 50'. 

5. Talcoid, garnetiferous slate ; under the furnace and to 100' of the brook. 

Limestone, magnesian ; continuous both sides of Matzan*s run. Good ex- 
posure of sub-crystalline mottled white and blue limestone, weathering yel- 
low, dip without contortion 77° to N. 25° W. on north side of the run, say 
200' S. of Conshohocken bridge. 

These passage beds range west up the south bank of the run nearly to its 
head, some of the limestone bands being quarried. 

Mr. Hall reverses the order of the passage beds given by Mr. Rogers; so 
that in his opinion the talc-slate No. 1 of the above section is at the top and the 
talcoid-garnetiferous slate No. 5 is at the bottom overlying conformably the 
top strata of the Valley limestone formation. 
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spurs over the limestone ; 4, because the slate belt spreads 
across the Octoraro through Lancaster to and across the 
Susquehanna at the Maryland line where roofing slates and 
characteristic Hudson river fossils occur ; and 6, because a 
similar belt of slates neighboring a similar belt of limestone 
on the south, runs for miles east of the Hudson river, 
where the weight of evidence is in favor of the later age of 
the slates. 

Objections can be brought against all these arguments, 
some of which seem to be serious objections. 

There are important opposing facts, such as : 1, the aj)- 
pearance of such slates beneath the limestone in the North 
valley hill from Pomeroy westward : 2, the apparent super- 
position of the limestone on the slate at Columbia and York ; 
3, the certain existence of a great slate formation under 
the limestone at Reading and Lebanon, along Yellow 
Breeches creek in Cumberland county and elsewhere; 4, 
a great development of slate beneath the Potsdam sand- 
stone in Virginia ; 6, and especially, the acknowledged 
synclinal structure of the limestone valley in Montgomery 
and Bucks county at its east end, and the apparent syncli- 
nal structure of its west end in Lancaster county, where 
the point of limestone lies in a groove of slate. 

To Mr. Hall's view however Prof. Frazer himself furnishes 
one important argument by his description of a slate hill 
in London Grove township, which he himself considers to 
be of synclinal structure between two areas of limestone ; 
and he says, 1, that in this instance the limestone ought to 
underlie the slate ; and 2, that the slate can not be distin- 
guished in character from the slate of the South Valley hill. 
But he suggests that possibly the London Grove slate may 
be another slate formation ; or the limestones which border 
and apparently underlie the slate may be an older forma-- 
tion than the Valley limestone. Certainly, however, the 
simplest mode of viewing this case is to consider the Lon- 
don Grove slate ridge as an eastward projection of the 
acknowledged South Valley hill slates of the Octoraro coun- 
try in a narrow outlying basin of Valley limestone. 

The most serious of all objections to Mr. Hall's view is 



2. TALC-MICA REGION. C*. 103 

the fact that it makes the Valley limestones and the 
South hill slates plunge together, as one mass, southward 
against the gneiss region ; necessitating a fault hard to con- 
struct upon any hypothesis. For even if a fault could be 
conceived along the straight line of the south edge of the 
slate belt past West Chester as far as Doe run, how can any 
conceivable fault be carried round the west end of the 
gneiss region to the Maryland line ? 

Another argument in favor of the view taken by Mr. 
Rogers and Mr, Frazer, and opposed to that taken by Mr. 
Hall, is derived from the magiiesian quality of the South 
Valley hill slate belt. For the top of the limestone forma^ 
tion (Trenton) is not magnesian ; but the middle and lower 
parts (Chazy and Calciferous) are characteristically magne- 
sian. Magnesian slates should therefore be looked for un- 
der^ not oner^ the limestone. The Utica and Hudson river 
slates which overlie the Trenton limestone are not magne- 
sian, but characteristically argillaceous. It is perfectly 
natural to find talc-slates rising from beneath the bottom 
limestones in the South Valley hill. But it would be un- 
natural to see talc-slates plunging down over the top lime- 
stones into the South Valley hill. We should rather ex- 
pect to see roofing slates doing this, and showing Hudson 
river fossils, as they do at the Peach bottom quarries on 
the southern York county line.* 

This objection is reinforced by the very magnesian quality 
of the passage beds above described. 

The highly magnesian quality of the deposits of the South 
Valley hill is shown by the fact that the slate bel t immediately 
in contact with the (magnesian) marble belt of the valley has 
always been known as the Talc-slate belt ; and it has never 
been separated distinctly from the Mica-slate belt^ which 
runs along its south side ; the two together constituting the 
Hydro-mica schist belt of Frazer, Hunt, and Hall. 

Dr. Hartman in 1857 expressed it thus : *'The talc-slate^ 
which lies next the limestone, is elevated into a high ridge, 
and is usually known as the South Valley hill ; this forma- 

*Here the Easton serpentines between the limestones and the Potsdam 
teach us much. 



104 G\ llEPOflT OF PROGRESS. P. FRAZER. 

tion passes so gradually into the mica slate, which is situ- 
ated on its southern border, as to render it. impossible, ex- 
cept in particular instances, to delineate them separately. 
The mica and talc-slates enter .... from Montgomery 
county by a narrow zone, about one mile in width .... 
gradually widening , . so as to occupy the southern margins 
of E. and W. Whiteland, E. Cain, the northern parts of East- 
town, Willistown, E. and W. Goshen, E. and W. Bradford, 
Highland, and E. and W. Fallowfield, where it rapidly ex- 
pands and passes into southern Lancaster. In W. Fallow- 
field the belts of talc and mica slate are suddenly deflected 
to the south, embracing nearly the western half of U. and 
L. Oxford, and E. and W. Nottingham, and passes into 
Maryland." 

On Dr. Hartman's map the colored talc-mica belt has'a 
definite south-east limit, which follows Doe run ; passes a 
little east of Cochranville, to Edenton ; and then follows 
the " Limestone road " through Russellville and Ilaysville, 
and the N. W. corner of Oxford borough, to the bend of 
North-Easfc creek, (south of New Prospect,) where that 
creek issues from the Serpentine belt. 

That this limitation is empirical seems evident from w^hat 
follows in his memoir: "The townships of London, Brit- 
tain, Franklin, New London, and the greater part of E. 
and "W. Nottingham, TJ. and L. Oxford, and Londonderry, 
are occupied by gneiss and m,ica slates, interspersed with 
occasional belts of Jiornblendic and stratified sienitic 
rock."* 

* In Dr. Hartman's revised geology of Chester county, published in the His- 
tory of Chester County, 1881, pp. 436 to 440, he expresses very peculiar views. 
He describes the Valley limestone as " primitive or auroral," and afterwards 
the Pequea limestone of West Cain township as "sesondary Umestone, No. 
II." Between these he places the slates and sandstone of the North Valley 
hill. With regard to the southern edge of the Valley limestone he w^rites. 
'*In many places where it is in contact with the talc-slate it is slaty, and is 
strongly marked by the igneous action which nptnmed the latter." Of the 
talc-mica slate belt he writes: **The talc-slate lies next the limestone, and is 
elevated into a high ridge, usually known as the South Valley hill." "The 
mica and talc formations of Chester countv are about two thousand feet thick, 
and in their mineralogical features they correspond with the gold-bearing 
talc-slates of Virginia and North Carolina, with which they are continuous. 
These strata are evidently sedimentary, and were probably deposited at the 
bottom of a great estuary, Ac." 



\ 
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The separate character of the mica-talc belt as distinct 
and individual is recognized by all geologists who have 
studied it. The only question is, whether there be outliers 
"or extensions of it south and east of any such border as 
Dr. Ilartman and others have attempted to draw upon the 
map of the county ; or, whether such apparent outliers or 
extensions may hot belong to a different inica slate forma- 
tion, quite unconnected with the talcose slates of the South 
Valley hill. 

Prof. Rogers attempted no such limitation of the talc- 
mica belt on the colored geological map of Pennsylvania, 
published in 1858. 

Prof. Rogers, although he recognized the peculiarity of 
the talc-mica belt did not permit himself to draw any 
limiting line from Highland township southward to Not- 
tingham. In this he has been followed by Prof. Frazer in 
his final manuscript map. But in publishing this map I 
have defined such a border, for two reasons : 

1. Because Prof. Frazer in his original manuscript map 
was disposed to do so, and was only prevented by the oc- 
currence of similar rocks m London Grove township, &c. 
This difficulty is acknowledged by Prof. Rogers, who, how- 
ever, thought best to merge the talc-mica rocks with the 
gneissoid schists and slates of his ''middle belt," as already 
described above. 

2. Because of the remarkable topographical feature, al- 
ready alluded to on page 16, viz : That all the water-courses 
of the western border of South Chester, flow westward into 
the Octoraro ; their heads being arranged almost precisely 
along the talc-mica belt limiting lino given on Dr.. Hart-- 
man's map. 

This westward drainage certainly demands geological ex- 
planation, and as certainly receives one if such a limit to 
the Octoraro talc-mica slate country be accepted as coi-rect. 
In fact, why should all the water-flow of the western town- 
ship be westward into the Octoraro unless it Avere oripinally 
determined by a general westward dip of a higher forma- 
tion resting upon the declining underground western slope 
of the gneiss region, which has suffered so much erosion as 
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to be now only a few hundred feet above ocean level, but 
originally must have been a mountainous mass of very con- 
siderable elevation, apparently many thousands of feet. 

It is that erosion which has doubtless removed the talc- 
mica covering from the whole Brandy wine country, leaving 
to the present surface only so much of it as lay at the base 
of its western slopes. 

Prof. Rogers says (page 154, Vol. I, Geol. Pa., 1858,) '' If 
the actual limit between the lowest Primal rocks (lalc-mica 
belt) and the gneiss could be minutely followed, it would 
be found to wind in and out in a zig-zag manner between 
the uplifted spurs of gneiss, each successive trough to the 
south lying somewhat further towards the west than the 
preceding one," .... the whole in the form *' of a hatchet 
or cleaver, the long slender belt between the Schuylkill and 
the W. B. Brandy wine reprevsenting thehandle,and the wide 
slate district* of the south-western townships of Chester, and 
the Southen townships of Lancaster representing the blade." 
''It is even broader in York county, and broader still in 
Maryland." 

Of course, had Prof. Rogers known of the existence of 
Hudscm river fossils in southern York county he would 
have revised his theory ; but, in the end, he might have left 
it standing good as a w^hole, and accounted for the fossilifer- 
ous roofing-slates at Peach Bottom on the theory that the 
Palaeozoic sea, in Hudson river times, had extended to the 
Atlantic seaboard, and that these roofing slates are the only 
remains of its deposits of that age spared in the otherwise 
complete erosion of Hudson river age deposits south of the 
Cumberland valley. 

This is the course which Prof. Frazer is forced to pursue. 
Whereas Mr. Hall sees in the Peach Bottom fossils a key 
to the real age of the whole of the talc-mica rocks in York, 
Lancaster and western Chester counties, rocks which he re- 
gards as overlying the Valley limestone, and therefore 
naturally of Hudson river age. Prof. John Frazer assist- 
ant to Prof. Rogers in 1835, and personally very familiar 
with Chester county, came early to this conclusion and main- 
tained his belief in it as long as he lived. 
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Mr. Rogers' rejection of this theory deserves the greatest 
consideration, 1, because of his real genius for taking broad 
views in geology, and for divining the true state of things 
in cases where there was much obscurity ; and 2, and es- 
pecially, because the part he took in the great Taconic con- 
troversy with Dr. Emmons would have led us to expect the 
very reverse of such a rejection. In fact, his theory of the 
slate belt of the South Valley hill opposes the theory which 
he advocated respecting the Taconic slate belt east of the 
Hudson river. The latter he contended was of Hudson 
river age ; this would have naturally led him to assign that 
age to the South Valley hill belt. Dr. Emmons' theory 
that the Taconic slates lay beneath the Potsdam and Val- 
ley limestone was based upon their not being roofing slaies^ 
but talc-mica slates, &c. ; in other words, non-fossiliferous 
and metam Orphic. Mr. Rogers, on the other hand, with 
Prof. James Hall, contended that the fossiliferous Hudson 
river slates of the Mohawk country were metamorphosed 
into talc-mica slates, &c. (with obliteration of fossils) in 
the Taconic country. Why, then, should not the almost 
non-fossiliferous Hudson river age slates of Berks, Lebanon, 
Dauphin, and Cumberland counties not be recognized in the 
non-fossiliferous metamorphic slates of Chester, Lancaster, 
and York ? 

Mr. Rogers must have had strong reasons in his own 
mind for not carrying his Taconic theory of eastern New 
York and Vermont into southern Pennsylvania, Maryland, 
and Virginia. Whether objections which were predomi- 
nant in his mind are to stand good for all time with future 
geologists is to be seen ; but certainly the progress of geo- 
logy in other countries, while it tends to confirm Prof. 
James Hall's and Prof. Rogers' views in regard to the Ta- 
conic slates, tends to weaken Prof. Rogers' views with re- 
spect to the talc-mica rocks of Pennsylvania. For example : 

The quartziferous talc-mica schists^ diorites, clay-slates, 
conglomerates, and strongly developed gneisses and granites 
of the Bergen peninsula in Norway, after being studied by 
Nauraann, Von Buch, Esmark, Keilhau, Kjerulf, and 
Hjortdal, who came to various different opinions respecting 
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them, have recently been stnclied by Hans H. Reusch with 
new and satisfactory results.* 

He has found in the clay-slates (f) fossils characteristic 
of the lower part of the ( Upper ) Silufian series ( Clinton 
and Niagara,) Ilaly sites cateiiularla and Cyathophyllum 
changed into white calcspar ; a few tubular bodies, pre- 
sumably Syringophyllum organum; some gasteropods, 
Murchisoiiia or Hubulites? ; some trilobites, Calymene^ 
Phacops or Dalmanites ; and some brachiopods. 

The granite veins are crumpled and folded ; the stratified 
gneiss beds have received by pressure a transverse etrattfi- 
cation ; the whole mass.shows great plasticity. The gneiss 
of Ivenningdal, although really and truly stratified, (apart 
from cleavage,) sends out veins, and contains included 
metamorphosed fragments. 

The limestone beds containing the Silurian fossils have 
been changed into marble, not by contact with any eruptive 
rock, but simply by molecular movements set up by pres- 
sure ; as has also been observed by Swiss geologists in the 
case of the- limestone beds of the Bernese Oberland. 

The clay with trilobites, &c., at Vagtdalen has become a 
muscovite (mica) schist, with porphyritically inclosed 
clusters of mica. 

The gneiss which appears among the undoubted Silurian 
beds seems to be of sedimentary origin ( sandstone.) 

The granite is clearly stratified and sedimentary. 

The fossils are nearly all elongated and compressed ; 
conical coralla into flat elongated biscuits, &c. 

The stones in tlie green conglomerates at Osoren are all 
flattened and elongated ; cross -sections of many of them 
look like lanceolate leaves. The microscope shows the same 
effect produced on the grains of the hone-stones of Eids- 
marken. 

Prof. Rogers' account of the talc-mica belt in his final 
I'eport of 1858 is too valuable to be omitted, (see Geog. Pa., 
Vol. I, pages 154, 155 :) 

♦Silurfossiler og Pressede Konglomerater i Bergens kifrene, Univ. Prog. 
1883. Kri^tiania 1882. (See Nature, p. 667, Oct. 5, 1882.) 
\ Some have considered the wtiole series of these schists as of igneous origin. 
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A. East of the Schuylkill^ the i)rincipal mass is an alter- 
nation of thin beds of bluish gray sandstone, and still 
thinner lay el's of brownish sandy slate, ntiuch like those 
above Columbia in Lancaster county. But west of the 
Schuylkill the mass is much altered, and the lower beds [?] 
next the gneiss might be called semi-porphyroidal ; the 
obser\'er is li^jble to confound their weathered fragments 
with the uppermost [?1 homblendic felspathic gneiss ad- 
joining Headd's. ''Until my own researches enabled me 
carefully to study and trace the several strata of this zone, 
the propriety of referring these porphyroidal beds to* any 
system of rocks newer than the gneissic formation was 
never, I believe, entertained."* 

East of the Schuylkill the mass is threefold : 

1. An uppermost Avhite sn,ndstone, (conspicuous in Bar- 
ren hill,) thin bedded, yellowish white, very compact, with 
much imperfectly developed felspar, and tending to rhom- 
boidal fracture. ''The more solid lavers seldom exceed 
two inches. Other more schistose bands, consisting of the 
same quartzose felspathic matter in intimate fusion, con- 
tain likewise many minute i)artings of crystalline mica and 
talc^ and the surfaces of the more solid felspathic beds ex- 
hibit very frequently at these partings innumerable minute 
crystalline specks of pure black schorl^ Thickness, 35' 
to 40' ; further east, near Willow gi'ove, probably 100' ; in 
the southern trough of Bucks county, 300'. 

2. A middle division of imperfect talc-mica slate. — 
Where much altered, it consists of wavy, nearly parallel 
lamina) of quartz, mica, and probably some talc, with in- 
numerable crystals of dodecahedral garnet, (as near the 
mouth of the Aramink, opposite Conshohocken,) the wavi- 
ness being due to the interference of the garnets and 
quartz segregations. Where less altered^ it is an impure 
sandstone, pervaded with particles of imperfect mica and 
talc ; decomj)osed to an unctuous earth, mottled deep red 

* Why the metamorphism should bo cx)nfined to the stretch of the belt west 
of the Schuylkin is not explained. Mr. Hall agrees with Mr. Rogers that 
east of the Schuylkill the rocks are primal (Potsdam) but contends that the 
rockfl west of the Schuylkill are a different belt of rocks, and of Hudson river 
age. 
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and blue, highly ferruginous, the origin of the iron ore de- 
posits. Abundant fragments of white quartz (like pale 
chert) strew the surface, and are segregations dropped from 
the rock in the slow ecoaion. Including sometimes imper- 
fect felspar, these liberated plates of cherty quartz may 
readily be mistaken for fragments of the quartzose-fels- 
pathic layers of Barren hill primal sandstone. Apparent 
thickness, 200'. 

3. A lowermost division of semi-porphyroidal altered 
sandy slate or argillaceous sandstone, remarkably regular 
in lamination and bedding ; laminae alternately light and 
dark, exceedingly thin (many in an inch), consisting (where 
most metamorphosed) of white, earthy, imperfectly de- 
veloped felspar, and perfectly developed earthy hornblende. 
Cross-sections show a multitude of ovoid concretionary 
crystallizations ; generally only specks in size ; sometimes 
as large as bullets, and then frequently genuine crystals of 
felspar. In some layers the laminae are studded with iso- 
lated hornblends. Thickness, at the Schuylkill, 300'; at 
Spring mill only 100' visible. 

These lowest rocks can be well studied on Aromink run, 
eastward to the ferry-house oi)posite Spring mill ; in the 
point of the hill at Spring mill just north of Wm. Penn fur- 
nace ; and on the Wissahickon. They make good macadam 
for pikes, easily quarried, tough and durable. The middle 
rocks are mostly concealed ; but show their d^ris in these 
soil. The upper sandstone is well exposed at the old iron 
ore hole at Spring mill ; in the ravines of Barren hill ; best 
of all at Edge Hill village, in the R.R. cut. 

All the above is given merely for record and reference, 
and properly belongs to the description of the Potsdam 
sandstone, or North Valley hill further on ; but Mr. Rogers 
identifies these rocks with the mica- talc strata of the South 
Valley hill west of the Schuylkill, and therefore his de- 
scription of them had to precede that of the latter. 

B. West of the Schuylkill^ " the Primal slates," says Mr. 
Rogers, (page 156,) "put on some new and interesting 
features, losing others which are distinctive of the group 
to the eastward of the river." 
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"The speckled semi-porphyroidal basal beds are less 
easily recognized next the gneiss. They are noticeable 
south of Paoli, but not on the Brandy wine. This may in- 
dicate the lack of original deposits westward ; or a difference 
of original deposit ; or a difference of metamorphic action. 

'*A variety of silicious talco-micaceons slate" takes their 
place. In places west of the Brandy wine the rocks are so 
crystalline as to simulate the more micaceous beds of the 
gneiss region. ''An extensive comparison however of the 
materials of the two formations enables one almost invari- 
ably to determine definitely between the real micaceous 
alate and that which only simulates it." 

It is impossible to sub-divide the mass. Transverse 
cleavage has effaced the original bed- planes ; and innumer- 
able closely compressed plications give a uniform dip in 
one direction. 

The whole mass may be described as "an alternation of 
talcoid silicious slate^ talco-micaceous slate and quartzose 
micaceous (thin laminated) schists. ^^ 

Next the limestone runs a belt of generally talcoid slate 
full of lenticular lumps of granular quartz, which seem to 
represent a segregrated excess of silica in th^ original de- 
posit ; especially where the universal S. E. cleavage is not 
coincident with the bedding. Where they do coincide the 
lamination is more parallel and the silica granules more 
dispersed in the talc. But alternating with the talc beds 
are more micaceous slates. 

The middle portion of the belt, and that which adjoins 
the gneiss region, consist of beds of more micaceous silici- 
ous schists. 

But a roofing slate variety also exists, — ^a nearly pure clay- 
slate, which seems, says Mr. Rogers " to occupy a horizon 
comparatively low in the series, for it is never interstratified 
with the talcose or upper division, but with the highly-crys- 
talline micaceous rocks which seem to prevail most in the 
central and lower." 

Mr. Rogers cites no locality where he saw roofing slates, 
and he may refer to those on the Susquehanna river ; but 
if they occur along the edge of the gneiss region in Ches- 
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ter county tlie}^ go to sustain Mr. Hall's view, according to 
which what Mr. Rogers calls the bottom beds are really 
the top beds of the belt, and then the rooting slates would 
be exactly where we find them at the foot of the Kittatinny 
mountains in Lehigh and Northampton counties. 

The Brandy wine section of the South Valley hill slate 
belt is thus described by Mr. Rogers on page 158 : — 

Talc-slates^ dipping 80°, northward, with cleavage 80°, 
southward, adjoins the limestone a few hundred feet south 
of the Downingtown RR. station. Prom this contact on- 
ward (southwards) down the Brandywine past Taylor's 
ford bridge and for a thousand yards further, are exposed 
a succession of talc and talc-mica slates (more or less quartz- 
ose,) dipping steeply, mostly southward, but occasionally 
northwards ; all the cleavage steeply southwards, except in 
one instance. Mr. Rogers sees in this section a closely 
complicated mass of slates of moderate thickness. Mr. 
Hall interprets it as a less complicated and therefore very 
thick formation. 



///. The Valley Limestone Region, 

Together With its Bordering Potsdam Sandstone. 

The most striking feature of the Chester county geologi- 
cal map is the straight stripe of blue which crosses it from 
east to west representing the Valley limestone formation. 

The geological map of the State shows this blue stripe 
terminating eastward at Willow Grove in Montgomery 
county, and westward at Quarryville in Lancaster county. 
Its extreme length is 55 miles in an almost perfectly straight 
line N. 18° E. Its maximum breadth east of Downingtown 
and again west of Willow Grove is only two miles. At 
Coatesville it is a little more than one mile wide, and tapers 
mpidly into Lancaster county. 

The topographical features of this Chester valley or 
Downingtown valley have been already described, see pages 
16 to 19 above. Its geological features are in part simple 
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and easily understood, and in part so obscure as to give 
rise to much discussion and diversity of opinion, but the 
preponderance of evidence is in favor of regarding it as a 
long, straight, deep trough or basin of limestone, with its 
northern side sloping southward at angles varying from 30° 
to 60°; and its southern side turned up vertical, or even over- 
turned a little so as to make the beds on that south side 
of the trough dip 80° to 90° southward. 

Such is Prof. Kogers' description of it in his Geology of 
Pennsylvania, 1868. And such is Prof. Frazers view of it 
embodied in his township notes, given in this volume. Mr. 
Hall, on the contrary, considers it a monoclinal valley, the 
whole mass of limestone dipping southward beneath the 
talc-mica-schists of the South Valley hill. 

But even on the supposition that it is a trough, with ver- 
tical (or overturned south) dips along its southern side, there 
are reasons for considering the trough cracked and faulted 
along its whole length in Chester county. No such fault 
can be clearly proved ; but the existence of such a fault 
would make easier to comprehend the very extraordinary 
straightness of the south edge ; and might also help to ex- 
plainthe absence of the underlying sandstone of the North 
hill in the South hill ; that is, supposing it to be really ab- 
sent, and not merely concealed among the talc-mica-schists, 
as described by Mr. Rogers, see page 99, above. 

The age of the Chester valley limestone formation can- 
not be called in question.* It is Formation No. Hot the 
First Geological Survey; the Auroral limestone of Prof. 
Rogers, 1 858 ; the CalciferouSy Chazy^ and Trenton lime- 
stone formations of the New York survey ; the same as the 
great limestone of Lancaster and York counties ; the lime- 
stone of the Kittatinny valley, which stretches from Easton 
to Chambersburg ; the limestone of Kishacoquillas and Nit- 
tany valleys, McConnellsburg, Milliken's, and other coves in 
middle Pennsylvania. It is the Upper Cambrian limestone 

*Dr. Hartman's opinion that it is "primitive" and not ** secondary, '' and 
that it is different from the Pequea limestone of West Cain township and of 
Lancaster county is quite untenable. In fact he gives to both the name **Aa- 
roral.'' See History of Chester County, 1881, page 436. 

8C\ 
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of Sedgwick, the lower Silurian of Murchison, and the 
Siluro-Cambrian of Sterry Hunt. It is the Knoxville lime- 
stone of the South and the Magnesian limestones of the West. 

It o\rerlies the Potsdam Sandstcme (Rogers' Primal white 
sandstone) Formation No. I. This rock rises from beneath 
it to form the North valley hill ; and also appears in anti- 
clinal ridges through.it, east of the Schuylkill river, as de- 
scribed by Mr. Hall in Report C*, and as shown by the 
colors on the State map of 1858, and more in detail on the 
sheets of Mr. Hall's large geological map accompaning Re- 
port G\ 

On the geological map of Chester county the Potsdam 
sandstone is colored yellow, and may be seen bounding the 
north edge of the blue limestone belt all the way from the 
Schuylkill river west to Pomeroy. Why Prof. Prazer does 
not continue this yellow-colored border of the limestone 
into Lancaster county, as Prof. Rogers does on his State map 
of 1858, will be explained directly. It is here only necessary 
to mention that Prof. Frazer confines the yellow color to 
the sandstone of the North Valley hill ; while Prof. Rog- 
ers includes in his yellow color the Primal slates which 
overlie and underlie the sandstone, and form with it his 
triple PriTnal group. 

This Primal group Prof. Rogers sees represented in the 
South valley hill by the talc-mica-slates, which he there- 
fore calls Primal slates^ and colors yellow. Th« absence 
of the sandstone in the South vaUey hill he looks upon as 
a mere accident of deposition ; the sandstone, which is. so 
thick in the North hill, feathering away to nothing under- 
neath the trough of the valley, and therefore not appearing 
in the slates when they rise to the surface again in the South 
hill, except towards the western end. 

Prof. Frazer shows that the Valley limestone lies on Pots- 
dam sandstone from the Schuylkill to near Coatesville ; that 
here for a short distance thin mica-schist layers come in be- 
tween the limestone and the sandstone, (these would be 
Prof. Rogers' upper primal slates ;) and that west of Pom- 
eroy and all the way to Quarryville in Lancaster county 
no sandstone underlies the limestone, but instead of that 
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the limestone rests upon felspathic gneiss beds, gneissoid 
mica-schists, &c., (these would be Prof. Rogers' lower 
primal slates.) These are the rocks which separate the west 
end of the limestone trough (at Quarry ville) from the south- 
ern point of the great Lancaster limestone plain ; and these 
are the rocks which spread out westward to the Susque- 
hanna river and into York county. 

The great question is : are these gneissoid mica-schists, 
bordering the limestone on the north, the same as the talc- 
mica-schists bordering it on the south % — which they cer- 
tainly ought to be on the theory that the valley limestone 
lies in a synclinal trough, without a fault. 

There is no difficulty in seeing in these northern gneissoid- 
mica-schists the same formation as that described by Prof. 
Rogers (page 61 above) as his middle or micaceous helt ; 
but it is almost inconceivable that they should be the same 
formation with the talc-mica-schists of the South hill ; from 
which they are separated by only a mile of limestone, be- 
neath which the change of character must take place so 
rapidly and along so extensive a line that it sets explana- 
tion at naught. 

Let us take a section of the valley at Downingtown. On 
the north we have a gneiss country upon which lies a plate 
of Potsdam sandstone about 100' thick, without slates, de- 
scending conformably southward beneath the limestones of 
the valley. On the south we have the limestones vertical, 
changed to marble ; and against them (beneath them ?) no 
sandstone, but many hundred (perhaps 2000) feet of talc- 
mica-schists, serpen tinous schists and serpentine, occupying 
a belt nearly 3 miles wide, and then the gneiss country. Is 
it possible that so vast a change in the character of the 
Potsdam (Primal) formation should realize itself in a cross 
distance (beneath the valley) of only two miles ? At Pom- 
eroy where the limestone is only a quarter of a mile wide* 
such a change seems still more incredible. Granting its 
possibility here, or at Downingtown, or at any other given 
point along the range of 30 miles across Chester county, 
would it not be a miraculous coincidence if the change took 
place along the whole 30 miles in such a way as to prevent 
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the talo-micas from showing themselves in the North hiU 
and the sandstone from showing itself in the South hill ? 

Yet all this must happen if the synclinal structure of 
the valley be true. 

What then are the grounds on which the synclinal struct- 
ure of the valley has been accepted ? They are in short 

1. Its acknowledged synclinal structure in Montgomery 
county, where the Potsdam sandstone borders it on the 
south, and where its round basin-shaped east end is perfectly 
manifest. 

2. The apparent necessity for considering it synclinal at 
Quarryville in Lancaster county, and the analogy of the 
little isolated synclinals north of Quarryville. 

The only way to conceive of it as synclinal at both ends 
and yet monoclinal midway would be by imagining a long 
straight longitudinal fault sharing away its southern side, 
and a steepening of its south dips until they become vertical 
(downwards) against the face of the fault. This would cer- 
tainly be an uncommon phenomenon, requiring an unusual 
amount of proof. It would be uncommon because the great 
amount of vertical limestone strata along the fault does not 
at all resemble the ordinary "brush" produced by the fric- 
tion of the two sides of a fault. 

3. If the valley limestone be synclinal then we can com- 
prehend the existence of outlying troughs of limestone still 
further south, such as have been described on pages 66 and 
following, above. 

4. An argument which is of great weight with Mr. Rogers 
is derived from the supposed overturned ( nearly vertical ) 
dip of the limestones all along the South hill. This brings 
the synclinal of the Valley into strict analogy with that of 
most of our great Pennsylvania synclinals ; for example, 
that of the Pottsville coal basin, and especially of the great 
"Cove synclinal north of Harrisburg, the south side of which 
is overturned to about 60°. 

These are the only arguments in favor of the synclinal 
structure of the Chester county valley ; but they are argu- 
ments of very great weight, and can only be overcome by 
arguments of still greater weight in favor of its monoclinal 
character. 
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But if the Valley be monoclmal a new set of difficulties 
are encountered, for it can be conceived of as monoclinal 
under two entirely different conditions : 

a. We may conceive of the south-dipping (nearly vertical) 
limestones at the foot of the South hill descending conform- 
ahly beneath the talc-mica-schists. This is Mr. Hall's view, 
and he therefore looks upon the schists as Formation No. 
Ill (Hudson river) and describes tbe passage beds as show- 
ing the gradually upward gradation of the limestones into 
the schists. 

5. We may conceive of the south-dipping (nearly verti- 
cal) limestones as cut off from the schists by a profound 
fault 40 miles long, leaving the schists to be of any age, 
Primal or otherwise. 

The objections to Mr. Hall's view (a) have already been 
alluded to, but may be briefly stated here as — 

(1.) merely transferring the difficulty a few miles south, 
viz : to the southern edge of the talc-mica-schist belt. For, 
if the schists be Hudson river slate, then they must lie in a 
synclinal of limestone; and if so, the Valley limestone 
should rise again on the south side of the schist synclinal, 
in a broad and long belt of limestone, lying upon gneiss 
(with or without Potsdam.) But no such limestone belt 
appears ; merely thin outcrops of limestone of doubtful age 
and relationship, and very limited areas, certainly bearing 
no comparison with that of the Valley. 

(2.) Mr. Hall insists upon the monoclinal character of the 
valley on the ground that if it were synclinal the limestone 
beds at the foot of the South hill ought to be as magnesian 
as those at the foot of the North hill, whereas the latter 
alone are magnesian, and the former nonmagnesian. This 
agrees very well with the chemical character of the whole 
formation elsewhere in the State, the top of it (Trenton) 
being nonmagnesian. But on the other hand it is fatal to 
the passage beds. For how are we to imagine the non- 
magnesian upper (Trenton) limestones passing upwards by 
clay-slate alternations into intensely magnesian (talc-mica) 
schists of Hudson river age ; seeing that the Hudson river 
formation wherever it is known is nonmagnesian, and when 
altered assumes the character of roofing slate^ not talc slate. 
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(3.) A curious argument for Mr. Hall's view is derived from 
the graphitic and phosphatic indications along the foot of 
the South hill, very suggestive of the possible existence of 
the Utica slate formation, next overiying the Trenton lime 
stone. 

(4.) Another indication of the same sort is aflForded by the 
limonite deposits along the foot of the South hill ; for some 
of the largest deposits of limonite in Lehigh and Berks 
county (Balliets & Moselem) occur where the upper lime- 
stones (Trenton) descend beneath the Utica and Hudson 
river slates.* But on the other hand, the principal mines 
of Cumberland and Franklin counties are at the hottom of 
the limestone in damourite slates. 

One objection to the simple unfaultedvci0XiQfA\i\3X structure 
above described seems insuperable, viz : that the outcrop 
should run on indefinitely far, both eastward into New Jer- 
sey, and also westward into Maryland and Virginia. We 
see that the Valley limestone beds are plicated at and beyond 
the Schuylkill river, and come to an end eastward by spoon- 
ing up in synclinal form. Nothing but a similar synclinal 
structure could possibly bring them to an end in Lancaster 
county. How is it possible then for them to descend be- 
neath the talc-mica-schists in Chester county. 

The alternative is a fault: theory (&.) 

But if the limestone beds plunge vertically against a fault 
where do they go to ? How deep ? Again, such a fault 
would make it necessary that the dip of the limestones 
should not be so steep as that of the schists ; in other words 
the limestone beds and schists should converge going down. 

* The Valley limestone is usually ooiupaot and slightly crystalline ; in a few 
instances granular ; ocoasionaliy taloose or slaty. Color, blue to white ; each 
color not confined to a particular stratum, but often aliernaied in the same 
bed. Dip, very uniform, to the south, 60O to 650. Iron ore beds, usually 
near the junction of the talc slate and the limestone ; rich ore, but more or 
less silicious ; those in E. Whiteland (Trimble's) yielding an abundance of 
phosphate of alumina (Wavellite.) Plumbago in large beds, in W. White- 
land, at the contact of talc slate and limestone ; beds earthy , and used to 
adulterate or counterfeit the super-phosphate fldrtilizer sold to the ftirmers. 
(Hartman.) The alternations of white and blue (magnesian and nonmag- 
nesian) layers is Important in establishing the identity of the Valley lime- 
stone with No. 11 of the Great Valley at Harrisburg. See Report M.M 
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And again, such a fault should be shown by some conver- 
gence of the two sets of beds horizontally east or westward. 

To decide these two points by any ordinary observa- 
tion of the ground would be impossible. But Prof. Frazer 
has observed dips and strikes all along theline across the 
county, and selected pairs of exposures near each other. 

An analysis of these dips and strikes ought to bring out 
some law of structure ; or at least indicate the probable ex- 
istence of one. To make the demonstration perfect would 
require an elaborate and costly survey. 

In studying this table the reader must imagine himself at 
the Schuylkill, looking west along the range of the South 
valley hill, having the schists on the l^ft (south) and the 
limestones on the right (north.) The dips and strikes at 
the top of the table are the furthest off near the Lancaster 
county line. 

Limestones, Townships. 

;• I Sadbury. 



Schists, 

Dip N. 450 TT.t 
S. 20 E. 
S. SO E. 
S. 85 E. 
8. 10 E. 
S. 85 E. 
S. 15 E. 
North 

B. 10 E. 

S. 20 E. 
8. 10 E. 



8. 10 E. 
8. 10 E. 
S. 10 E. 



N. 10 W. 



4(P 

85 

70 

70 

70 

80 

80 

85 

74 

85 

80 

90 

80 
70 
70 



88 



8. 20 E. 70 

8. 20 E. 80 

8. 45 E.t 65 

8. 10 E. 80 

8. 20 E.»« 90 

8. 15 E. 60-90 

N,10 W. 70 

8. 15 E. 50 

8. E. 50 

8. 10 E. 50 

N.IO W, 50 



60© 

60 

85 

66 

70 

67 

60 

^ 

70 
55 
85 
60 

85 

90 

70 
70 
90 
80 
80 
75 
85 
7S 
78 
74 
90 
80 
80 
80 
90 



8. 100 E. 

8. 15t E 
8. 5 E. 1 

8. SO E. 

8. 10 E. 

8. 20 E. 

8. 20 E. ^ 
North. 

8. 15 E. 

8. 10 E. 
8. E. 

8. 10 E. ^ 

8. 10 E. 



> VaUey. 



Cain. 



8. 10 E. 



E. CalD. 



8. 10 E. 

8* 5 E« 

(S. 10 E.)* 

8. 15 E. ^ 

8. 15 E. 

8. 20 E. 

8. 10 E. 

N. 45 W. 

8. 20 E. 

8. 15 E. 

(S. 10 E.)»** 

8. 45 E.t 

8. E. 

8. 10 E. 



W.Whitoland. 



E.Whltelaiid. 



. Tredyffrin. 



♦ Strike N. 80© E. *♦ Strike N. 70© E. •** Strike N. 80© E. 
t These three are noted 8. E., and may not be as mnoh as 450. 
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Of the 29 limestone exposures only 2 show a northward 
dip ; one due north at an angle of 45°, the other north-west 
at an angle of 73°. All the rest show soidhward dips — two 
due south ; two,' S. 5° E. ; ten, S. 10° E. ; five, S. 15° E. ; 
four, S. 20° E. ; one, S. 30° E. ; one, S. E. ; and two not 
noted. 

Of the 27 schist exposures 5 show a northward dip — N. 
W. 40° ; N. 85°; N. 10 W. 88° ; N. 10 W. 70° ; and N. 10 
W. 50°. (These may be south dips overturned into north 
dips.) All the rest show southward dips — one due south ; 
eight, S. 10° E. ; three, S. 15° E. ; five, S. 20° E. ; one, S. 
30° E. ; two, S. 35° E.; one S. E., and one the direction not 
noted. 

South S. 60 E. S. lOO E. S. 160 E. 8. 2fP E. 8. 30O E. 8. 860 E. & E. 
L. . 2 2 10 6 4 J 1_ 

8.. 1 8 8 6 12 1 

It is evident from the central figures 10 — 5 — 4, in the 
limestone, and 8 — 3 — 5 in the schists, that somewhat less 
than 15° S. E. may be safely assumed as the mean direction 
of dip in both ; and it appears from the map that E. 15° N. 
is the exact strike of the line of contact along the South 
valley hill. 

All other directions of dip (and strike) observed along the 
line may safely be considered as local variations, easily ac- 
counted for by the violent change which the once horizontal 
rocks have suffered in being pressed up vertical. 

If these local variations be sufficiently numerous, they 
may account for the divergencies noticeable between the 
strike of the limestones and the strike of the schists in each 
pair of observations ; for the rocks are not seen in contact ; 
the observations were made at some little distance from 
each other; and a very small distance — ^a rod or two — 
would be quite sufficient to allow of a divergence along a 
line of vertical upturn in plastic limestone strata and still 
more plastic schists. 

Nevertheless, these divergencies must be taken account 
of in constructing any theory of the structural contact of 
the two formations. To show what the divergencies are, . 
they may be represented as a convergence of the lines of 
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strike either in an east or in a west direction, selecting only 
perfect pairs of south-east dips, thus : 



Schist 
S. 20OE 


Limestone 

dip. 
8. 16° E 


Convergence of strike lines. 

Westward. Eastward. 

... so 


80 


5 . . . 




. . . 250 


85 


30 . . . 




... 50 


10 


10 . . . 




. . . None. 


85 


20 . . . 




... 150 


15 
20 


20 . . . 
. . . 


50 


... 200 


10 


10 . . . 




. . . None. 


20 


15 . . . 




... 50 


20 


20 . . . 




• . . None. 


45? 


10 . . . 




. . . 350? 


20 


20 . . . 




. . . None. 


15 


15 . . . 




. . . None. 


15 



46? . . . 
. . . 


8OO? 


. . . None. 


10 


10 . . . 




. . . None. 



If the contact of the two formations be a plane of con- 
formability of deposition it is hard to see why most of the 
convergence should be to the eastward. But if the line of 
contact be along a great fault then the beds of schist are 
successively swallowed up by the fault going east. In other 
words, the strike lines of the schist country run diagonally 
(eastward,) towards and terminate against the south edge 
of the limestone. 

But it must be observed, that in seven cases out of the 
sixteen there is no divergence recorded ; the strike of the 
limestone being parallel to that of the schists. The data 
are therefore too meager to hazard a theory. 

Analysing the list of dips in the same way, we get the 
following : 



Dip, 
orthward 40^ 


In the 
schists. 
1 


In the 
limestone. 


«« 450 


I 


" 6OO 


1 




«« 700 


1 




" 780 


• 


1 


" 850 


1 




«« 88© 


1 




Vertical 90O 


2 


4 


SotUhward 850 


2 


4 


« 8OO 


6 


5 


« 780 


1 


«• 750 


1 


" 740 


1 


1 
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Southward 70O 6 

" 670 

660 1 

60O 

670 

550 

6OO 4 



(C 

«< 



It is evident that the normal dip in both formations is 
towards the south, and at a very high angle ; but whether 
this be an overturned north dip or an original south dip is 
not shown by the table. 

Another inquiry must now be made, viz : What amount 
of concordance or discordance exists between the angles of 
dip of the limestones and those of the schists ? Great and 
general discordance would go far to prove either 1, the ex- 
istence of a fault along the line ; or 2, a plane of sedimen- 
tary novformahility. 

The following table will show the discordance of the pairs 
of adjoining outcrops given above : 



ma of 

Schists, 

N. W. 40O 

S. E. 85 

70 

70 

70 

80 

80 

N. 85 
8. E. 85 
80 
70 

N. W.88 
S. E. 70 
80 
65 
80 
90 

N. W. 70 
S. E. 50 
50 
50 
50 



Dip of Convergence of Strata. 
Limestones. Doumwards. Upwards, 
8. E. 60O 80O 



tt 

i( 
tt 

if 



60 26 

85 

65 5 

70 Parallel. 

67 28 

60 20 

N. 46 

8. E. 55 80 

»« 85 

90 • 

90 2 

80 

75 5 

85 

N. W. 78 27 

12 

20 



ft 

tt 
tt 

tt 
tt 



S. E. 78 

" 90 

" 80 

" 80 

" 80 

»« 90 



150 



40 

6 
20 

10 

20 



80 
80 
80 
40 



In 5 cases the two adjoining dips are nearly the same, 
varying at most only 5° ; in 16 other cases they differ from 
10° to 40° ; and in one case 80°. 

The planes of stratification would meet in 11 cases if ex- 
tended downwards^ and in 10 cases if extended upwards 
into the air. 

At first sight these facts seem to speak loudly in favor 
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of a great east and west fault crossing Chester county, and 
throwing the mass of hydro-mica-schists up from below 
(or down from above) against the up- turned (or down- 
turned ) limestone strata of the valley. 

But any one who has practiced the making of connected 
cross sections in a complicated country knows that the ut- 
most diversity of dips within very short distances may con- 
sist with perfect conformability of stratification and a total 
absence of faulting. 

On the other hand the line of the South Valley hill can 
hardly be called a complicated belt, in view of the usually 
steep and often vertical attitude of its rocks, — both of the 
limestones at the foot of the hill, and of the hydro-mica- 
schists of the hill slopes. But the map in Report C* shows 
a set of diagonal plications traversing the eastern end of the 
valley ; and, if the whole valley be of synclinal structure, 
and the south side folded vertically back towards the north- 
ern side, there ought to be numerous subordinate complica- 
tions or creases in it which would necessarily and variously 
affect the angle of dip at all exposures. 

One other consideration, perhaps of no great value, must 
not be entirely overlooked. 

The drainage system of southern Lancaster, southern 
Chester, and Delaware counties as exhibited on the maps — 
all the minor streams heading at the line of the South Val- 
ley hill and flowing southward — suggests an uplift north- 
ward. An upthrow fault along the south edge of the Val- 
ley limestone, with the upthrow on its south side, would 
explain this peculiar drainage system. But in that case the 
basset edges of the limestone strata against the fault would 
have been brushed vertically upwards, making the valley 
a synclinal ; and under this supposition the schists would 
be an older formation than the limestone, as almost all 
geologists have hitherto regarded them. 

With regard to the Potsdam sandstone. Prof. Frazer 
draws attention to the fact that the Lancaster County lime- 
stone plain does not seem to rest upon a floor of Potsdam 
sandstone everywhere, but only in its middle and northern 
parts. The uplift which crosses that county east and west 
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just north of the city of Lancaster, exposes the Potsdam 
sandstone several hundred feet thick in Chickies rock on 
the Susquehanna above Columbia, and also at the west end 
of the Welsh mountain (Laurel hill in Earl township ;) and 
the Potsdam sandstone is exposed more or less evidently 
along the edge of the limestone along the Chester county 
line as far south as the Gap in the North Valley hill and 
somewhat further west ; but no Potsdam sandstone has 
been detected anywhere along the southern edge of the 
limestone area ; it seems to be replaced by (Rogers' primal) 
slates. It is not unreasonable therefore to suppose that the 
original southern limit of deposition of the sandstone was 
a line drawn from Pomeroy west to Columbia; and that 
south of that line mica-schists were deposited instead of 
sandstone. 

But this only renders it the more extraordinary to find 
exposures of what seems to be Potsdam sandstone at vari- 
ous places in southern Chester county. 

With regard to the isolated limestone exposures in south- 
ern Chester enough has already been said, (pp. 56, 58, 66, 
&c., above.) The probability is that some of these are syn- 
clinal remnants of the Valley limestone formation, resting 
on Potsdam sandstone; but the strange relationships of 
the limestone patches to neighboring schists are still unex- 
plained. The London Grove schists, (as described already 
above) seem to lie above (in a synclinal of) the limestone. 
But Prof. Frazer remarks that at Fruitville, at Neflsville, 
and at Manor P. O. in Lancaster county, in passing from 
the sides to the axis of an anticlinal of limestone, the last 
rock to appear just as the limestone disappears is some mem- 
ber of the mica-schist family ; which would put the schists 
beneath the limestone. 

Some of the isolated limestones of southern Chester seem 
to be much older than the Valley limestone and to be locked 
up between beds of the Laurentian gneiss ; and some of the 
exposures are evidently anticlinal in structure ; as, for ex- 
ample, that at Chadd' s Ford. * 

[* In 1861, 1 oommunioated to the American Philosoph. Soo. asmali drawing 
which I had made of the limestone exposore in a large quarry on the Brandy- 
wine, above Chadd*s Ford, (Fig. 1); and compared the stmoture with that of 
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In fact we have no means of proving that all the limestone 
exposures of southern Chester and Delaware counties are 
of the same age and formation ; but it is hardly probable that 
that they are ; they are all much alike ; and they contain 
no fossils by which they could be distinguished. 

Whether synclinal or anticlinal these steep dipping lime- 
stone strata would naturally be exposed in belts, or along 
east and west lines across the map. 

As Prof. Frazer remarks, " the whole country is so plicated 
and the limestone strata are apparently so thin, that their 
exposures at the present surface are of the most fantastic 
and bewildering shapes ; and the rocks which adjoin them 
are puzzling enough. 

"In many places the limestone is in contact with a sort of 
f eldspathic porphyry or a sort of conglomerate. Where this 
rock is abundant (as on the Delaware State line) its feldspar 
is generally completely decomposed into kaolin ; and this 
would seem to be a good indication that the original rock 
is much older than any palaeozoic strata. 

''In the middle of the county the detached limestone out- 
crops, although ranging themselves belt-wise, suggest a 
number or series of beds. For example, on the right bank 
of the Brandywine, about a mile west by south of Dilworth- 
town, [the quarry above Chadd's Ford, above mentioned,] 
the limestone is plainly included between strata of crystal- 
line rock, to be described in my township report hereafter. 

''The limestone of these detached outcrops moreover, is, 
as far as our data suffice to assert anything generally, less 
magnesian than the white crystalline limestones of Chester 
Valley and of Lancaster county. ' ' 

It must be kept in view that lenticular beds of crystalline 
limestone appear in the gneiss region of northern, as well 
as in the gneiss region of southern Chester, (see p. 82, 
above ;) and in all of them graphite exists ; but this is not 
necessarily a Laurentian characteristic, for graphite exists 
in quantity in the Valley limestone beds along the base of 

a ooal bed quarried in TaaeweU county, Virginia, (Fig. 2.) At tliat time the 
quarry plainly showed the iimestone strata rising and sinking again in a sharp 
compound overturned anticlinal axis ; evidently inter bedded among the mi- 
caceous gneiases of the locality. Proo. A. P. S., No. 66, Vol. VIII, page 282. ) 
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the South valley hill, on the Susquehanna below Harris- 
burg, and elsewhere. 

I will now give Prof. Rogers' description of the Valley 
limestone formation in Chester county ; and then his de- 
scription of the Potsdam sandstone and Primal slates con- 
nected with it, along the North valley hill ; as published 
in his Pinal Report, Geology of Pennsylvania, 1858, Vol. 
I, page 209-219 : 

The Valley limestone, Rogers^ 1858. 

*' This interesting belt of the Auroral limestone, the bor- 
ders of which have been already indicated in a previous 
chapter devoted to the southern outcrops of the Primal 
sandstone, is worthy of a more full and connected descrip- 
tion than it has yet received. Externally the tract, with 
its highly cultivated farms, numerous thriving villages, fac- 
tories, furnaces, and mills full of prosperous industry, pre- 
sents a scene unsurpassed in the United States. The soft, 
picturesque beauty of the plain or bed of the valley is much 
enhanced by the two ranges of slate hills, still clothed with 
the remnants of the natural forests. It lies between these 
like the deck of a slender, shallow boat between its sloping 
sides. Its surface is in almost every part irrigated with 
running brooks of pure, transparent water, and it is crossed 
by several swift -flowing, sparkling streams, as large as the 
rivers of some countries. The grandest of these is the 
Schuylkill. It is here a broad current, and bears deserv^edly 
the title of river. The enclosing hills, or two edges of the 
genei-al upland, between which this valley lies, at an aver- 
age depression of nearly 300 feet, are superbly carved into 
innumerably wooded ravines and narrow dells. This is es- 
pecially true of the slope overlooking the valley on the 
south. From any point on the southern table-land near 
the head of one of its ravines, the view is truly enchanting ; 
broad slopes of foliage and a shady dell fill the foreground 
of the picture; wheat-fields and pastures, orchards and 
snug, tidy farm-houses, many of them of the dignity of 
country mansions, occupy for miles the middle distance; 
and the extended background is a rich succession of fading 
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hills and far-stretching mountains. Breaking what might 
otherwise approach to monotony in the curves of the land- 
scape are here and there deeper gorges in the north and 
south barriers of the valley, famishing waterway for the 
larger streams, the Schuylkill, the Wissahickon, the 
Brandywine in both its branches, and the Octorara. The 
narrower parts of some of these are precipitous, and so shut 
in and wild as to present a most graceful contrast in their 
tangled foliage, rough rocks, and mossy cliffs, with the 
neighboring scenes of open pastures and sunny corn-fields." 

The southern "border of the limestone belt crosses the 
Schuylkill at Spring mill and follows Gulf creek into Ches- 
ter county, a little less than a mile south of the Baptist 
meeting-house. "It there follows the foot of the South 
valley hill about the same distance north of Glassley and 
north of the Paoli, to within a couple of furlongs of the 
Warren tavern, and from thence half a mile south of the 
Steamboat tavern, and somewhat more to the north of the 
Indian King. 

/'Near Downingtown the belt has decreased much in 
width, being little more than three-fourths of a mile broad. 
The belt passes about two furlongs south of the town. From 
Downingtown, the foot of the hill indicates the margin of 
the limestone, which passes rather less than a quarter of a 
mile below Coatesville to Freeman' s mill on Buck run ; 
thence to Cloud's mill, near Philip's tavern, on the Gap 
and Wilmington turnpike ; and to the Octorara creek, near 
the junction of Cloud's run. 

''In Lancaster county it follows Cooper's run as far as the 
dam near the Valley mills, but continues along the valley 
a furlong south of the stream. We thence trace the same 
southern margin across the West Branch of the Octorara, 
about a fourth of a mile below Buckman's tavern, and thence 
to Kunkle's and Eckman's run, at which place the limestone 
terminates. 

^^ North border. — On Eckman's farm the line doubles back 
towards the east, and pursues nearly a straight course, by 
the Reform meeting-house, to Buckman's tavern; thence 
running straight to the Octorara, a fourth of a mile above 
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Noble's factory. The greatest width of the limestone in 
Lancaster county is not much more than half a mile. 

"Returning into Chester county, the northern boundary 
continues direct to Parkesburg. At Coatesville it passes 
one furlong and a half north of the village. Two miles east 
of Coatesville the belt widens, and the northern edge passes 
a fourth of a mile south of East Cain church. Still ex- 
panding, the northern margin passes one third of a mile 
north of Downingtown to West Whiteland township line, 
where it is within a furlong and a half of the Valley turn- 
pike ; and thence continues north-east for about three and 
a half miles. 

"The width of the limestone, taken along the eastern town- 
ship line of West Whiteland, is a little more than two 
miles; and the northern margin is a nearly straight line 
from thence to the Valley creek, which it crosses half a 
mile from its junction with the Schuylkill. 

"As the belt passes into Upper Merion it is overlaid on the 
north by the red sandstone; a portion of which, jutting 
forward as far as the King of Prussia tavern, conceals that 
part of the formation which lies to the north of Reesville. 
From thence the northern line continues direct to within 
half a mile of Norristown, and, turning down towards 
Swede's church, crosses the Schuylkill one mile below the 
bridge. 

"//I Us chemical com/position this limestone is, with the 
exception of an occasional stratum, highly magnesian^ and 
many layers contain the carbonate of magnesia in the full 
proportion (namely, about 45 per cent) requisite to consti- 
tute the rock the peculiar definite chemical combination 
called dolomite. More usually, however, the amount of 
carbonate of magnesia is somewhere between 10 and 30 per 
cent. As a general rule, the lower part of the formation is 
the most magnesian. This portion contains likewise a 
larger share of silicious and talcose matter than the beds 
higher in the series. The lime which this limestone yields, 
though invariably more or less magnesian, produces, on the 
whole, a very superior cement, the magnesia present in it 
giving the mortar the property of concreting with more ra- 
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pidity than belongs to a cement of lime alone. Many of 
the more highly magnesian limestones can be made to fur- 
nish very excellent hydraulic cements. 

*' The geological structure of this populous and rich 
limestone belt, though curious, is extremely simple. Meas- 
ured from one extremity to the other, the limestone, coin- 
cident very nearly with the bed of the valley, has a total 
length of about 68 miles. Its eastern end is just north of 
Abington in Montgomery, and its western at the source 
of Big Beaver creek in Lancaster. In form, it resembles 
very much a long slender fish ; and this likeness is increased 
when >ve include as part of it the two spurs into which the 
bounding narrow sandstone ranges of Edge Hill and Mount 
Washington terminate, near the Pennypack, E. of Willow 
Grove. As pictured in the map, it resembles a slender gar- 
fish, fins and all, with its tapering jaws asunder. The wid- 
est portion of the valley is between the Wissahickon and 
Valley creek, where, from the southern barrier of the Primal 
slate to the northern margin of overlapping red sandstone, 
the maximum distance is nearly three miles, and the aver- 
age distance about two and a half miles. Prom the East 
Branch of the Brandywine it tapers very gradually and 
slenderly to its western termination. From the Wissahickon 
eastward it closes up much more rapidly, ending bluntly 
from the intrusion of the low anticlinal wave S. of Willow 
Grove, which spreads it into the broad snout already no- 
ticed. 

"The general structure is that of a long and slender basin 
or synclinal trough, the southern side of which is much 
more steep than the northern. From the neighborhood of 
the Gulf Mills, a little west of the Schuylkill, to its western 
end, this oblique symmetry prevails with scarcely any in- 
teiTuption. The strata of the southern side of the valley 
dip perpendicularly, often a little overturned into a steep 
south dip, but sometimes inclined steeply in the normal di- 
rection, or northward ; and it is only towards the western 
extremity, where the whole trough grows shallow, and rises 
as it flattens up and thins away, that the north dip ceases 
to be steep. The strata of the north side of the valley (or 
9C\ 
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from the synclinal axis northward) dip at an average incli- 
nation of about 46° southward, or more strictly S. 20° E. 
But even this inclination is not absolutely constant, for in 
the wider central division of the valley this northern part 
of the trough contains in some places one or two short, low, 
and narrow anticlinal waves. 

"Between the Schuylkill and the eastern termination of 
the basin, the general simplicity of the synclinal structure 
is much more frequently interrupted by the presence of in- 
cluded anticlinal flexures, the more prominent of which — 
as, for example, those of the Conshohocken Ridge, or 
Bethel Hill, Barren Hill, and that of the Church Eidge, 
with others already described — lift to the day conspicuous 
local outcrops of the Primal upper slate and white sand- 
stone. 

''This eastern end of the basin is obviously much more 
undulated than its central and western portions, and the 
greater frequency of compressed waves in the strata is evi- 
dently connected with that longitudinal prolongation of the 
still sharper folds which corrugate the narrow zone of gneiss 
embraced between the Attleborough sandstone range and 
the southern edge of the red shale. It is indeed but a local 
exempliflcation of a very general fact, that of the westward 
declension and cessation of the stronger crust- plications en- 
tering Pennsylvania from New Jersey. 

'' The position of this great synclinal trough between two 
sets of flexures, one set entering and enclosing it from the 
north-east, the other from the south-west, proves its relation 
to the same general cause which has preserved the troughs 
of coal, converting them to anthracite in a part of the Ap- 
palachian chain just opposite. 

"Indeed the whole tract of the Atlantic slope and the 
Appalachians, embraced between the Delaware and Lehigh 
on the north-east, and the Susquehanna on the west, is a 
tract of general depression of the crust lying between the 
two more uplifted districts, — that of the mountains of New 
Jersey and New York on the one hand, and that of the 
Blue Ridge and the Juniata on the other. 

' ' If, while inspecting the geological map of the State to 
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assist our conceptions, we lift away in imagination the su- 
perficial deposit of Mesozoic red shale and sandstone con- 
cealing a part of the older rocks of the Atlantic slope, we 
shall perceive this sinking and dying-out of the north-east- 
ern and south-western groups of anticlinals much more ob- 
viously. 

*'It is to this fortunate abatement in amount of vertical 
uplift of the crust in the district between the Delaware and 
the Susquehanna, that Pennsylvania is indebted for the 
inestimable advantage above her sister States to the N. E. 
and S. W., of so remarkable an extension southward, or 
towards the tide, of her fertile and iron- yielding Auroral 
limestone ; and it is to the same cause that she owes her in- 
exhaustible basins of anthracite nearer to the seaboard mar- 
kets by very many miles than any of the other Appalachian 
coal-fields." 

Anticlinal folds in the Valley limestone : — Prof. Rogers 
not only asserts the existence of numerous plications in the 
floor of the Valley, but indicates their size and position in 
Fig. 21, p. 175, Geol. Pa., 1858, representing a cross-section 
from Diamond rock, on the North hill, to Paoli, on the 
South hill. 

His sections north of Coatesville, (Pig. 22,) and north of 
Parkesburg, (Pig. 23.) exhibit similar plications in the un- 
derlying primal sandstone and slates. 

Mr. Hall, in Report C, and in his map, has described an- 
ticlinals which bring up the Potsdam sandstone through 
the limestone, along lines crossing the valley diagonally, 
east of the Schuylkill. These undulations are also de- 
scribed by Prof. Rogers, (Geol. Pa., Vol. I, pp. 159, 160,) 
where he gives cross-sections. Pigs. 10, 11, 12, 13, near Wil- 
low Grove ; and similar undulations are shown in the very 
beautiful and elaborate pictorial cross-section along the 
banks of the Schuylkill, described in Geol. Pa., p. 210. 

It is very evident that such plications of the Valley lime- 
stone formation must exist ; otherwise its thickness here 
would be extravagantly great, in comparison with its thick- 
ness in other parts of the State. In Blair county, indeed, 
the total thickness of the limestones of No. II amounts to 
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between 6000 and 7000 feet ; but in the Cumberland valley- 
it seems to range between 2000 and 3000 feet. Between 
Downingrown and Norristown the Valley is two miles wide, 
with dips of 60° to 80°. If the Valley were here monocli- 
nal, the limestones would be 9000 feet thick ; if simply syn- 
clinal, the thickness would still be more than 4000 feet; 
whereas it is probably not more than 1000, if that much. 
Consequently plications must necessarily be supposed, and 
these must be sharp and closely compressed, as they always 
are at the bottom of a deep trough ; but the smooth erosion 
of the valley, and the scattered nature of the exposures, 
except along the Schuylkill river, makes it impossible to 
define the places and sizes of these plications, and thereby 
to obtain even an ajjproximate thickness for the formation. 
Nor is it possible to tell how many of these folds are snapped 
and faulted, or to what distance such faults run. Some of 
the little anticlinals however are plainly visible, with their 
crests turned so smoothly as to inspire an observer with 
the conviction that the limestone mass was in an eminently 
plastic condition when the folding took place. 

We know positively that the folding did not take place 
since the Mesozoic age, for the Mesozoic red sandstone lies 
undisturbed upon the folded limestones east of Norristown. 
We must refer the folding then to the end of the Coal era, 
when all the rest of Pennsylvania was similarly folded. But 
if so, then the Valley limestones have been covered with 
Hudson river slate formation No. Ill,* and perhaps with 
the still higher Silurian and Devonian formations, which 
have all been subsequently eroded. The plication of the 
Valley limestone then took place under a great weight of 
perhaps 10,000 or 20,000 feet of superincumbent rocks, and 
this would suffice to explain its evident plasticity. And 
this must be true whether Mr. Hall's view of the Hudson 
river age of the South valley hill talc- mica-schists be cor- 
rect or not ; and w^hether or not the Valley limestone once 
spread continuously all over Chester and Lancaster counties. 

MetamorpTiisvi, — ** Throughout this limestone basin, the 

* A portion of which still remains much further south than this, on the Sus- 
quehanna river at the Maryland State line. 
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southern steeply upturned outcrop exhibits a far higher de- 
gree of metaviorphism by heat than the northern, and this 
alteration appears greater where the strata approach most 
nearly the vertical position, and is greater still where they 
are inverted, that is to say, between the Wissahickon and 
the Brandy wine. It is chiefly within these limits that the 
elsewhere bluish and yellowish limestone is in a condition 
of crystalline and granular marble, white, shaded, or mot- 
tled, from the dispersing and segregating action of a high 
temperature upon its changeable ingredients.* An examina- 
tion of the map and sections will show that all the marble 
quarries hitherto opened are included within this steeply 
upturned or overturned outcrop, the best of them lying 
within half a mile of the southern edge of the formation, or 
of some sharp inverted anticlinal like that of the Consho- 
hocken Ridge. It is likewise along this most convulsed 
and cleavage-intersected side of the trough that, from the 
same cause, as will hereafter be explained, nearly all the 
largest, deepest, and richest deposits of brown iron-ore or 
haematite have hitherto been met with. . 

''Throughout the northern half of the basin, especially 
where the limestone observes its usually very regular south- 
ward dip of seldom more than 45°, the rock is in the con- 
dition of a sub-crystalline, and even earthy or purely sed- 
imentary magnesian limestone, and its bedding is for the 
most part very uniform and rather thick. Its color is a 
pale greyish blue, except in neighborhoods like that on the 
Schuylkill below ISoTns^tovjn^vfheYBVipartialmetamoTpMsm 
has approached the northern border, and it is then, very 
frequently, a pale straw-yellow and bluish white. 

'' The interleaved thin layers of argillaceous matter which 
so frequently separate the beds of the limestone are in the 
condition of an indurated clay-slate, but seldom show even 
incipient crystallization. 

"In many instances wide bands of the limestone, along 
its northern outcrop, exhibit numerous cross-joints inter- 

[* It is now felt by geologists that no very high heat is required for meta- 
morphism, but that pressure (with moisture and time) are sufficient, pro- 
vided the constitution of the sediments favor chemical and molecular 
changes.] 
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secting the beds in nearly all directions, and causing the 
rock in certain quarries to break into a mere rubble of small 
angular fragments, assisting much the labors of the quarry- 
man and lime-burner ; but these joints, and the before-men- 
tioned semi-crystalline texture, are the limits to which the 
metamorphism of the rock has reached, a true parallel slaty 
cleavage being seldom or never discernible. 

"But the state in which the very same beds* exist where 
they rise perpendicularly or with inversion to their southern 
outcrop after passing the synclinal turn in the center of the 
basin, is very different from all this, and in striking con- 
trast. The faintly crystalline and earthy limestone is hei:e 
a distinctly crystallized, often a granular, marble. Its color 
is changed to a brilliant white, or to a mottling of purely 
white and dark blue, from the presence of segregated or 
half-developed graphite ; and the dispersed ferruginous mat- 
ter is here in a state of minute solitary crystals of sulphu- 
rate of iron disseminated through the body of the stone. 
The rock, instead of lying in thick, often massive beds, is 
cleft into thin plates by innumerable natural fissures or 
cleavage-planes, not parallel with the stratification, but 
dipping steeply southward or acutely across it, and these 
fissures are filled and lined with distinctly crystalline fiaky 
talcose and micaceous matter, sometimes talc and mica fully 
developed. The partings of slate between the limestone 
layers have been converted to lamincB of talc-slate^ in which 
there is often a cleavage-structure distinctly discernible, 
much more intimate than that in the altered limestone, but 
dipping in parallelism with it. Viewed edgewise, a fresh 
exposure of the most altered limestone, such as is visible 
on the river Schuylkill near Conshohocken, has the aspect 
of a blue and mottled marble, streaked with films of talc, 
and shivered by innumerable cleavage-joints ; but viewed 
face-wise, the layers and fragments have the aspect of a 
talcose or micaceous slate, so copious is the covering of talc 
and mica upon their surfaces. (See sketches of the quar- 
ries. )' ' 

[* If it ooald only be proved beyond a dodbt that they are the very same 
beds.] 
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Marble quarries west of the Schuylkill. 

The following are the only notes which Mr. Rogers' gives 
from the Schuylkill westward. 

'*In that portion of the limestone valley which occupies 
the southern part of Upper Merion township, especially in 
the immediate vicinity of the Schuylkill, there are numer- 
ous and extensive quarries, furnishing a large supply of 
the rock, a portion of which is transported to Philadelphia 
and other places, by the several railroads and the Schuylkill 
navigation ; but a large amount is converted into lime on 
the spot, designed for the same markets. 
• "A large quarry of the limestone is wrought on the west 
side of the Schuylkill, two or three miles below Valley 
Forge, where the rock is tolerably thick-bedded, and of a 
light color. The quarried stone is conveyed to the river by 
a railroad, and thence taken by boats to the various lime- 
kilns. 

" Extensive quarries have also been opened near the Valley 
church where the limestone is very similar to that of the 
last locality, dipping steeply south, being of a light tint, 
and furnishing an excellent lime. 

"On the road from Glassley to A^alley Forge, near the 
county line, there is a small bed of slaty talcose calcareous 
rock extending east and west about three furlongs in length 
towards Valley creek. It constitutes a small hill over the 
east end of which the road passes. 

" Near Valley Forge occurs a stratum of feldspathic rock 
like that seen at Barren hill. It is exposed in the creek, 
and occasionally appears overlying the Primal white sand- 
stone at the foot of the North valley hill, a little east of the 
North valley church. 

''The limestone near the White Horse tavern in East 
Whiteland township is occasionally talcose and slaty. 
Nearer the Steamboat tavern the more usual granular struct- 
ure prevails ; throughout all this range, however, the rock 
yields an excellent lime. 

"At Downington the limestone is chiefly of a light color 
and compact. Several quarries of compact and granular 
limestone have been opened in this vicinity. 
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[Matthew Berry (lessee) and M. Baldwin (owner); blue 
limestone quarry near Downingtown : opened in 1831 ; 
largest block, two yards ; rock stratified, jointing regular ; 
texture fine ; used for building, lime burning, and ballast ; 
on line of Penn. R. R. ; used in building Villanova college, 
Villanova station, railroad bridge, abutments, and piers ; 
cars loaded at the quarry ; two grades of material ; bridge 
stone $2 per yard, or 7i| cents per foot ; foundation stone 
$1 per yard, or 3^^ cents per foot ; no stone dressed at the 
quarry ; no discoloration at the joints ; stripping 2 feet ; no 
rock sawn ; no water in the quarry ; all hand work, with 
derricks, powder, and dynamite ; full time. (Census re- 
port, 1880.)] 

*' The width of the formation near the East Cain church is 
reduced to about three fourths of a mile. It is somewhat 
variable, being dependent, probably, upon the angle of the 
dip, which, however, is pretty constant. 

''At Coatesville it does not exceed three furlongs. 

''At BelPs quarry, Midway, the rock is of a light color. 

"About one mile east of Trueman's mill, we find a small 
bed of white clay^ derived from the decomposition of an 
altered feldspathic slate, lying between the limestone and 
the talc slates. 

'' In the vicinity of Buck's run and Parkesburg the lime- 
stone becomes darker and more slaty. 

" Passing Cloud's mills into Lancaster county, it gradually 
declines in thickness, being at Cooper's fulling-mill, in 
Strasburg township, not more than two furlongs wide. 

''At its termination in Bart township it becomes more than 
usually sandy, especially near its margin. The main belt 
seems to terminate on Eckman's run; but another small 
lenticular belt shows itself a mile and a half farther to the 
west, on the premises of Mrs. Bare, where the rock is 
quarried. 

"The practice of the landholders is to let out the right of 
working' the quarry for a certain period, and the tenant 
during that time may excavate as much stone as he may 
require. Many quarries also are opened and worked by 
the proprietor for his individual supply. No record is 
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therefore kept to enable us to ascertain the number of 
perches annually quarried. 

Of the trap dyke, in Easttown township, Mr. Morely 
says that it is visible in the bed of the Schuylkill river at 
Conshohocken, and "follows the summit of Bethel hill into 
Delaware county, terminating near the road leading from the 
Lancaster turnpike to the King of Prussia village. This is 
by far the longest and widest trap dyke of the valley or it« 
borders, its length being a little more than six miles." 

Marble quarries east of the Schuylkill. 

" The quarrying of marble in this district was commenced 
about 75 years ago by Daniel Hitner. For the last 15 or 16 
years the average quantity sent from the quarries of Mar- 
ble Hall, owned and wrought by the present proprietor, 
Daniel O. Hitner, has been about 25,000 cubic feet. 

"The belt of marble is nearly three fourths of a mile 
wide. Marble Hall, on the Perkiomen turnpike, is the 
easternmost point at which good building marble is 
wrought, though the belt is known to continue further. It 
extends thence to the Schuylkill nearly to the Chester 
county line. 

" The largest quarry of all is that of Marble Hall ; here 
the strata dip to S. 20° E. about 85°, presenting in one or 
two places a flatter inclination. This quarry is not less 
than some 400 feet in length, and at the top is 60 or 70 feet 
wide. The greatest depth to which the quarry has been 
sunk is 203 feet. At this depth were procured the blocks 
of beautiful white marble sent by direction of the State of 
Pennsylvania and by the city of Philadelphia to the great 
monument at Washington. At this depth the stratum of 
white marble, for which this quarry is chiefly wrought, has 
a thickness of five feet ; but the usual thickness of this bed 
of pure white stone is 8 feet, that of the pure and clouded 
white together being generally about 20 feet. 

''Mr. Hitner has quarried blocks 6 feet in thickness, 
though the general thickness of the blocks readily procur- 
able does not exceed 2^ feet. 

" The only saccharoidal or statuary marble in this or any 
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of the quarries is found here at a depth of 120 feet, in a 
layer of only 6 inches in thickness. It is of a yellowish 
white color and remarkable evenness of grain. 

''The white marble is used for monuments and for the 
finer architectural purposes. It now sells for about one 
dollar per cubic foot, (1853.) 

'* To the south of the large quarry of Marble Hall which, 
besides the white marble, yields much beautiful clouded or 
shaded stone, there is a quarry of blue and bl€U5k marble, 
distant about 300 yards. This is owned by Mr. Lentz, but 
now wrought by Daniel O. Hitner. This blue and black 
marble now sells for about 40 cents per cubic foot. It is 
used chiefly for fronts of buildings, for monument bases, 
&c. The thickness of the good blue marble in this quarry 
is 22 feet, and that of the black variety 8 feet. 

" Besides these quarries in the vicinity of Marble Hall, 
there are others about three fourths of a mile north from 
Spring mill; one set owned by Robert T. Potts, another 
adjoining his by Mr. Peter Fritz. The marble of Pott's 
quarry is chiefly of the clouded variety, besides a little 
white and some plain blue. The annual yield of this quarry 
is about 12,000 cubic feet. 

''The quarry owned by Fritz is at present but little 
wrought, (1853.) . 

Marble quarries in Upper Merion^ {1863.) 

" Next in position to the westward, but still seated in the 
same belt, are two quarries westward of the Schuylkill ; 
these are Henderson' s and Brook's, in Upper Merion town- 
ship. 

''Henderson's, the nearest to the Schuylkill, affords a 
plain blue marble, besides a little white. Both of these 
quarries are wrought at present to only' a moderate extent. 

''A little south of the Valley turnpike, about three and a 
half miles E. of Downingtown, is the extensive quarry of 
superior white marble which has for many years supplied 
Philadelphia with the beautiful article employed in so 
many of its private and public edifices. It is on the farm 
of Mr. John R. Thomas. The beds on this quarry are 
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slightly contorted. The portion worked for the marble 
separates into two bands. The rock occurs in massive beds, 
chiefly white, with sometimes a bluish tinge, and is quarried 
with great facility. It has been much used in the construc- 
tion of the Girard College and other public buildings which 
adorn Philadelphia and the neighboring towns. This mar- 
ble is converted into a good lime ; but its crystalline or 
granular structure causes it to crumble in the kiln, making 
it a little difiicult to manage. The lime from this variety 
is much esteemed by masons, being sold in Philadelphia 
under the name of Fish-egg lime, 

'*The blue-mottled limestone or marble of Whitemarsh, 
occurring at the quarries not more than three fourths of a 
mile north of the northorn limit of the Primal Strata, is 
evidently on the south side of the trough or folded syn- 
clinal axis of the district. This is further proved by its 
great steepness of dip, about 80°. It is, moreover, of the 
maximum degree of metamorphism or crystallization ; con- 
tains talcose or micaceous laminae, and crystals of sulphuret 
of iron, &c. 

^'Stro7itfa. — Near Mr. Hitner's house. Marble Hall, there 
occurs a thin bed of very ponderous rock, resembling closely 
a white crystalline marble. It contains, however, but a 
moderate proportion of carbonate of lime, and consists 
chiefly of the carbonate of strontia.* 

Iron ore mines east of the Schuylkill, 

"The first ore ever dug in this valley east of .the Schuyl- 
kill was near Spring mill, on the farm of J. Kirkner, at the 
excavation near the road leading to Barren hill. This was 
about thirty years ago, (say 1820. ) 

^^'Hitnefs hanks ^ near Marble Hall. — Iron ore seems to 
abound in great quantity in the deeper trenches or basins 
upon the limestone or mable north of the Conshohocken 
axis. From one locality near Marble Hall Mr. Hitner 



f * This is another bond of connection between the Valley limestone forma- 
tion of this belt, and the No, II limestone of the valleys of middle Penni^l- 
vania.] 
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drew, in 1852, about 10,000 tons of good ore, and in 1853 
mther more than 12,000 tons. 

"It is estimated by those best informed that from the 
belt of country e?n bracing the ore pits at present wrought 
on this east side of the Schuylkill, the amount now taken 
is about 60,000 tons. This belt has a mean breadth of 
about one mile, extending from the Barren and Edge Hill 
mnge of Primal sandstone, northward to the middle of the 
valley beyond the narrower limit of the crystalline lime- 
stone or marble. Its length, as far as it has been hitherto 
explored by digging, is not less than seven miles. The ore 
is not equally plentiful all across this zone, but seems to 
range in long narrow strips, following, as it were, so many 
deeper troughs of ferruginous soil, covering the undulating 
outcrop of the limestone. The most productive belts seem 
to be one north of the Barren Hill range, and one north of 
the zone of white and clouded marble. 

"Good iron ore occurs in scattered localities north of the 
general margin of the broad belt here mentioned. Thus 
Mr. Wood, about one mile north of Marble Hall, finds a 
shallow deposit of iron ore in soil overlying limestone. 
This limestone would seem to be very thin here, for sand- 
stone is reached at a small depth below it.f 

Iron ores west of the Schuylkill^ {1853.) 

''There are several excavations for iron ore in the Narrow 
Limestone valley south of Bethel hill. Two of these locali- 
ties are east of the gorge by which Gulf creek passes 
through that hill. 

"One group of pits, or that which is nearest the Schuyl- 
kill, is somewhat more than one mile S. W. of it, and al- 
most 150 yards S. of the road along the north side of the 
valley. One of the pits is mined by Mr. Whitehall, and 
the other by Mr. Fisher. The ore, which appears to be ex- 
cellent, is smelted at Merion furnace. 

"The old pit near the fork of the road, at the Baptist 
meeting-house, has a shaft some 76 feet deej), and was soon 
to be reopened by the aid of a steam engine. The ore is 

[t See Mr. Hall's Report, 0«.] 
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declared to be of superior quality. Formerly it partially 
supplied Merion furnace. It is owned by Caldwell & Rob- 
erts. This ore rests on white marble. Another old open- 
ing of ore, now neglected, lies almost 200 feet further east 
on the S. W. side of the road. 

"About 100 yards N. E. of Henderson's marble quarry, 
in Upper Merion, is an ore bank wrought by George Fisher, ' 
It is of considerable size, and until recently (1854) yielded 
good ore ; but at present the brown hydrous oxide of iron 
has more earthy matter mingled with it than formerly. 

"George Fisher has a second ore bank about 1,260 feet 
N E. of the one just named. Here the ore is tolerably 
good, A new opening connected with this supplies ore to 
the iron work of Phcenixville. In these banks the average 
proportion of dirt to ore is about three to one. 

"Thomas Widdart's ore bank, situated like those of 
Fisher's on Henderson's property, is about 800 feet S. of 
Fisher's second opening. The quality of the- ore here does i 
not materially differ from that of the other banks. The 
old bank having nearly failed, a new one has been opened 
within the last two or three years. 

"Milliton's bank, on Jones' land, is situated W. S. W. 
of Fisher's, near the school-house ; the ore is pronounced 
good. It is smelted at Jones' furnace, above Conshohocken. 
In this excavation the proportion of dirt to ore is about 
three to one. 

"Otto's bank, on Potts' farm, contains good ore; but 
this has not yet been obtained in large quantities*. Here 
the proportion of dirt to ore is about two to one. In 1854 
this bank was but newly opened. " Supple and Hampton 
each have ore banks in this vicinity, both of them of me- 
dium extent. 

"Hughes and Jones have several ore-banks in one group 
leased for tpining by sundry persons. No one of these ex- 
cavations is large, though they form a considerable group. 

"The next neighborhood in the valley at which iron ore 
is dug to any extent is in the vicinity of Howelbrille, 
Tredyflfrin township. South of the village there is a small 
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newly-opened ore bank, from which good ore has been ob- 
tained. 

"Another ore bank, owned by Mr. Wilson, lies N. W. of 
Howellville, on the Swede's Ford road, and this was bnt a 
small digging in la^. 

'' Woodman's ore bank, on the land of William Roberts, 
situated about 600 yards W. of the Valley Forge road, and 
600 yards N. of its forking with the Swede's Ford road, 
yields an excellent ore. It contains the unusual proportion 
of two parts ore to one part dirt. The chief drawback is a 
rather copious influx of water. This ore is smelted at Phoe- 
nixville. 

"Nathaniel Jones and Charles Beaver have ore mines 
near the Baptist church, half a mile from Centreville. 
Buck and King have also opened a bank. All these three 
are in considerable excavations. 

"Samuel Beaver has an ore bank near the foot of the 
North Valley, hill, about half a mile S. E. of the head of 
Valley Forge dam. This bank is of considerable size, and 
yields good ore. It is unusual to find so large a deposit 
so near the northern margin of the valley, though unques- 
tionably the lower, more magnesian beds of the Auroral 
limestone are much the most ferruginous, and where they 
support a deep deposit of earth, largely derived from their 
own disintegration, they Constitute one of the main sources 
of the surface brown iron ores. 

"Holland's bank, about one and a half miles N. W. of 
Howellville, yields an excellent ore, which has been smelted 
at Phoenixville. The depth of the excavation in 1854 was 
43 feet. 

" Still further west in the valley, or past the meridian of 
the Paoli, there occurs another district of successful ore 
diggings. The first of these is William Buchanan's ore 
bank, about 400 yards N. of Oakland hotel, on the railroad, 
and 100 yards W. of a cross-road. This is an excellent de- 
posit, portions of the bank yielding two parts ore to one 
part dirt. The ore is taken to Jones' furnace on the Schuyl- 
kill. 

"G. W. Jacobs' bank, situated between the North Val- 
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ley and the Columbia railroad, about two miles E. of Oak- 
land, is a comparatively new excavation, but a promising 
one. The same proprietor has two other banks, about one 
fourth of a mile S. of the Ship tavern, both yielding well. 

"Maguire's bank, on a cross road one mile N. of the Ship, 
is rather a large excavation of good ore. 

*'Mr. Evans has an ore bank three fourths of a mile E. 
of the Ship, which yields ore of a superior quality, and 
gave indications in 1854 of a large deposit. 

"Frederick Neal's ore banks, extending one fourth of a 
mile upon a cross road, include three pits yielding good 
ore. He has a second opening on Lea's estate, near the 
North Valley railroad. When seen it was a small! newly- 
opened digging yielding a good ore. A mile or more N. 
W. of Downingtown there is an ore digging very near the 
foot of the North valley hill, but this has never been ex- 
tensively opened, nor does it promise a large supply. 

'*^ West of Coatesville there have been two or three ex- 
cavations for ore towards the southern side of the valley 
between the West Branch of the Brandy wine and Buck 
run ; but these have never furnished large supplies." 

The notes which follow on pages 217, 218, 219, give some 
very interesting details of the iron mines of Lancaster 
county, all bearing upon the fact of their genesis from and 
in the ferruginous mica schists at the contact of the latter 
with the limestone beds which, as Mr. Rogers thinks, over- 
lie the schists. 



Potsdam sandstone and primal slates in the North valley 

MIL 

The following is Prof. Rogers' description of the Primal 
series along the North valley hill, where the middle mem- 
ber of it, the Potsdam sandstone proper, is best developed. 
(Geol. Penn., Vol. I, p. 173.) 

'' Commencing west of the Schuylkill about one mile east 
of valley Forge, the Primal white sandstone of the North 
Valley hill, so called, emerges into view from beneath the 
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overlapping margin of the Middle Secondary red sandstone 
at the eastern point of the hill known as Mount Sorrow, or 
that upon which Washington and his forces were encamped, 
amid great sufferings and privations, in th^ memorable 
winter of 1777-78. 

"Here the Primal rocks, consisting chiefly of the older 
semi-crystalline slates, cross the East Valley creek in a 
broad contorted belt, not less than half a mile in width. As 
we trace the formation westward, it would seem to expand 
rapidly, and to embrace a much larger portion of the white 
sandstone^ and a less relative amount of the underlying 
slate. 

"This change seems to take place in that section of the 
ridge lyhich is called Mount Joy, for when we reach the 
western point of Tredyffrin township, or the vicinity of 
Ayer's store, the chief rock visible is the white sandstone ; 
indeed, this is the case in the vicinity of Diamond rock, 
though the north flank of the ridge at this latter point in- 
cludes also a considerable thickness of older Primal talcose 
slate. 

" Throughout this part of its length, the belt of the Primal 
rocks is disturbed in dip by two or three closely-folded un- 
dulations, and it is in consequence of these that the sand- 
stone at the Diamond rock is spread over the southern slope 
and summit of the ridge in so broad an outcrop. The lesser 
contortions and fractures connected with these undulations 
are the evident causes of the numerous veins and cavities, 
filled with crystals of quartz, which occur in the compressed 
and fractured . masses of the sandstone at Diamond rock, 
and which have conferred upon this cliff its name. 

' 'A partial interruption in the continuity of the North 
valley ridge occurs at the depression above Ayer's store, 
and it would seem that the outcrop of the Primal rocks 
takes here a sudden offset northward, the result, apparently, 
of the cessation of the undulations prolonged thus far from 
the eastern end of the ridge, and the introduction of one or 
more new anticlinal waves in the strata extending from this 
point westward. 

" It is pretty obvious, that near Ayer's store, almost the 
10 C\ 
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whole of the broad outcrop of the Primal rocks has been 
swept from off the gneiss, and only a single monoclinal line 
of the sandstone left at the base of the hill in contact with 
the limestone of the valley. 

*'From this jog or local change in its course, the Primal 
belt ranges with remarkable straightness towards the west, 
and with no actual interruption, until in Lancaster county 
it coalesces with the range bounding the Limestone Valley 
on the south. 

''It presents, however, several decided fluctuations in its 
breadth, due to changes in the dip, and especially to the 
introduction of a less or greater number of antlclmal vn- 
dulations in it. The structure of this zone is pretty well 
exposed in all the principal gorges through which the tri- 
butaries of the Bandywine and the Octorara drain through 
it in their progi'ess southward. In these natural sections, 
though the edges of the strata are generally much obscured 
by fragmentary rubbish and soil, it is easy to detect the 
presence of usually two, and sometimes even three, closely- 
folded anticlinal plications^ the dip being generally at a 
high angle to the south-east. 

"From the changes which arise in these flexures, the 
breadth of the whole belt varies from a quarter of a mile, 
in some places, to at least three quarters in others. 

''In sundry cases we may detect sharp saddles, or anti- 
clinal uplifts of the subjacent gneiss rocJcs^ sub-dividing 
the whole belt, at least at the level of the beds of these 
transverse valleys, into a succession of parallel, closely- 
folded, synclinal troughs. . ^ 

"In some instances the. lower strata of the Primal series, 
thus brought up on the back of the gneiss, is so crystalline 
and gneissoid from metamorphic action, especially where 
it is contiguous to dykes of intrusive granite, that to de- 
termine always the boundary which separates the two sets 
of rocks is by no means easy. 

"For several miles east of the east branch of the Brandy- 
wine, there seems to be but an insignificant thickness of 
Primal talcose slate associated with the white Primal sand- 
stone ; but approaching the west branch of that stream, or 
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the vicinity of Coatesville, both the upper and lower Primal 
slates appear in the series in rapidly and steadily augment- 
ing force. There is no feature connected with the Primal 
rocks of this district of Pennsylvania so remarkable as their 
appearance and disappearance within the narrow limits of 
a few miles. This fluctation is perhaps most conspicuously 
exhibited in the striking contrast presented in the composi- 
tion of the North and South valley hills between Valley 
Forge and Downingtown, in which district it has been already 
shown that there is on the south side of the limestone even 
a total absence of the white Primal sandstone, or a bed of 
it so thin as generally to escape detection ; while on the 
north side of the valley the formation is developed under a 
thickness of at least 50 feet at Diamond rock and elsewhere. 
Again, to the south of the basin there appears to be a vast 
expansion of the lower Primal slates in their metamorphosed 
condition of talco- micaceous slates ; but to the north of this 
great trough, at a distance no greater than two or three 
miles, there is a great deficiency of this schistose grouj). 
(See Fig. 25, section through Coatesville to mouth of Buck 
run.) 

''It would seem that both the sandstone and the argilla- 
ceous or slaty members of the series had in this part of their 
original area been thrown down in irregular patches, and 
in beds of quite inconstant thickness. 

''When we reach the west branch of the Brandy wine, 
and examine the constitution of the Primal series there, or 
study it in sections still further west, we are struck with a 
marked difference of type compared with that which it pos- 
sesses at or east of Downingtown. Near the latter place, 
at the pass of the Brandywine,' through the North Valley 
hill, the Primal slate is almost wanting; and the white 
sandstone, folded in several successive waves, seems at first, 
until these are recognized, and their influence estimated in 
multiplying the thickness of the belt, to be a formation of 
enormous depth, whereas it nowhere in reality surpasses 
100 feet. 

"The first outcrop of the rock, or that which bounds the 
valley, presents the sandstone in its usual indurated or 
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slightly vitreous condition ; and in this characteristic state 
it contains in the thin partings separating its remarkably 
parallel layers, delicate coatings of pure white talc ; while 
imbedded in the surfaces of the sandstone are numerous 
very small needle-shaped crystals of black schorl, always 
more or less broken, as if from a difference in the law of 
shrinkage, or cooling of the rock and the mineral. 

"The other outcrops or folds of the stratum which lie 
further north, and nearer to the border of the gneiss, and 
which are more injected with igneous granite, show a still 
more advanced stage of metamorphism. There the rock 
consists of an excess of granular quartz, involving specks 
of crystalline feldspar, the presence of which, and of the in- 
cluded talc, renders it sometimes difficult to distinguish the 
altered stratum from some fine-grained white granites. The 
schorl is, however, a' sure guide to the recognition of the 
sandstone, however altered. 

'Mn inspection of the section across the Chester County 
Valley and its north and south bounding hills, one extend- 
ing from PhoBuixville to the Paoli, another along the east 
branch of Brandy wine through Downingtown, and the third 
through Coatesville by the west branch, will serve to show 
the relative development of the different members of the 
Primal series in these different districts, and by comparison, 
exhibit those remarkable fluctuations in their dimensions 
to which we have alluded. This comparison will show that, 
while in the two eastern sections very little Primal talc-slate 
occurs on the north side of the valley, the series embraces 
at Coatesville an enormous preponderance of the slates over 
the white sandstone, the upper Primal slate having a thick- 
ness of at least 700 feet, while the chief bed of the white 
sandstone measures no more than 30 or 35 feet. (See sec- 
tions.) 

" Following the formation westward along the same out- 
crop north of the valley, we find it well exposed near 
Parkesburg, at the passage of Buck run through the ridge. 
Here the belt appears to contain three outcrops, in a de- 
nuded, anticlinal, and synclinal flexure, its whole vridth 
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from the limestone to the gneiss being a little less than one 
third of a mile. In the vicinity of Parkesburg the strata, 
in descending order, are as follows : 

•'1. The upper or newer Primal slates, possessing a total 
thickness of about 700 feet, are sub-divided by an inter- 
calated thin bed of yellow sandstone, situated here very 
near the middle of the group, which may be regarded as the 
upper Primal sandstone of Coatesville and Chickies ridge. 
Above this upper sandstone there are 300 feet of thinly- 
lamin^,ted micaceous slaty strata— internally, olive brown — 
externally, very brown and ferruginous. These contain in 
their lower part thin layers of white sandstone. 

"The yellow sandstone is itself about 200 feet thick, and 
between it and the micaceous slate occurs an alternation of 
thin and slaty layers of sandstone with the ordinary Primal 
slate. Underneath the yellow sandstone there succeeds 
another group of laminated slaty strata, some 350 feet in 
thickness, resting upon the upper beds of the main deposit 
of white Primal' sandstone. 

"2. The middle or white Primal sandstone member of 
the series is in the neighborhood aboufSOfeet thick. In 
its southern or first outcrop, north of Parkesburg, it is 
quajLTied in one or two places, and being very evenly and 
thinly bedded, it affords large slabs, well adapted for build- 
ing and for flagging. On the surface of some of these we 
discern the characteristic broken crystals of black schorl in 
more than usual siz.e and abundance. 

"3. The lower member of the Primal series, a thick groups 
of brown silicious slates, mor^ or less talcose and micaceous, 
is generally too much obscured at its outcrop by a covering 
of fragmentary matter, derived from the sandstone crest of 
the ridge, and from the adjoining gneiss, to enable us ac- 
curately to estimate its thickness ; and this cannot be less 
than 300 or 400 feet. 

''These strata, especially the upper and middle groups, 
are well exposed on the Strasburg turnpike, immediately 
north-west of Parkesburg ; and the middle member, or the 
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white sandstone, conspicuously so in the gorge of Buck run, 
one mile east of the village.* 

^'If^ossils, — The only fossil known to exist in the Primal 
rocks in Pennsylvania, the Scolithtcs linearis, is to be met 
with abundantly in the Primal white sandstone in the line 
of outcrop we have been tracing, especially in that portion 
of it which is embraced between Downingtown and Valley 
Forge. At the foot of the ridge, for a mile east of Ayer's 
store, specimens of this simple cylindrical form, arranged 
perpendicularly to the bedding of the sandstone, are num- 
erous by the roadside, "f 

Mr. Rogers (on page 180) says that the three members of 
his Primal series. Formation No. 1, are all represented in 
the North Valley hill, the upper slates forming its south 
slope, the Potsdam sandstone its crest, and the lower slates 
its north slope, overlying the gneiss. But besides its typ- 
ical beds of white and yellowish white quartzose sandstone, 
it contains coarse loosely aggregated sandstones and tine- 
grained silicious conglomerate beds, merely indurated by 
heat or pressure, and filled with the fossil Scolithus lin- 
earis, 

" These slates (upper and lower Primal) have each a thick- 
ness of several hundred feet, but the sandstone embraced be- 
tween is nowhere of great bulk, indeed seldom exhibiting a 
diameter of a few yards, and nowhere 100 feet. The slates are 
chiefly silico-argillaceous rocks, as may be easily seen, 
where they are in their normal condition in the belts further 
to the N. W. There they are ordinary sandy slates, with 
included beds of argiljaceousi sandstone ; but along these 
more metamorphic southern ranges bordering the Chester 
county valley, their structure and aspect display almost 

»«'* Under about the same type the Primal rocks range forward to the west- 
ward into Lancaster county, and we meet them in approximately the same 
relative development in their next outcrops to the north, namely, in the Mine 
Ridge at its eastern spurs. This narrow regular belt of the Primal strata in 
the North Valley ridge keeps its course insulated between the Auroral lime- 
stone on its south, and the gneiss on its north, the whole way to the western- 
most branch of the Octorara creek, in Bart township, where, by the cessation 
of the gneiss, it coalesces with another and broader belt of Primal rocks, that 
of the Mine ridge/' (H. D. R.) 

t Discovered by Mr. Rogers, in 1858. (See Geol. Penn., Vol. I, p. 181.) 
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the extremest degrees of metamorpliism of which argilla- 
ceous strata are susceptible. 

''The visible boundary of the Auroral limestone, as 
marked by the overlapping edge of the Mesozoic red sand- 
stone, is traceable from Port Kennedy to near the east^n 
point of the North Valley ridge ; but at the foot of Mount 
Sorrow the slates of the Primal series emerge to view in 
contact with the margin of the red sandstone, and from 
this point forward to the W., as far as the point of first ap- 
pearance of the gneiss, the border of the Primal slate is de- 
fined by the undulating boundary of the red rocks — ^namely, 
over the northern flank of Mount Sorrow, and across Valley 
Forge creek at the dam. But from the eastern apex of the 
belt of gneiss near the Baptist church, the margin of altered 
Primal rocks defined from this point onward by that for- 
mation, trends off somewhat more south-westward, assum- 
ing a higher position on the northern slope of the main 
ridge. The precise place of the line of contact of the Primal 
and gneissic rocks is not susceptible, in many parts of the 
ridge, of exact determination ; yet the boundary can be suf- 
ficiently well inferred from the external features, the change 
in the soil, and the surface fragments. Guided by these 
signs, and by occasional outcrops of both formations, we can 
follow the limit along the northern slope the whole way to the 
point in the spur of the ridge where this first breaks down 
at the passage of the road which leads down its flanks into 
the valley, and also at Ayer's store. Prom the Valley 
Forge creek to this gap or depression, the ridge is very 
straight, even, and continuous, and is everywhere crowned 
by the outcrop of the hard, altered Primal sandstone, which 
appears to have been trenched away by a rush of waters 
through this depression. Here, and at the crossing of the 
road from Pickering creek towards the Paoli, it is easy to 
recognize, on the southern slope of the ridge, the upper 
Primal slate in the condition of a talco-chloritic crystalline 
slate ; but it is more difficult to detect the lower Primal 
slate of the northern slope of the hill. This is beautifully 
exposed at Valley Forge creek, is cut in the Pennsylvania 
Mining Company's shaft, and is visible frequently in frag- 
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ments on the Paoli and the other roads over the ridge ; but 
it is not generally discernible in place, being extensively- 
covered by the fragments and the sand of the Primal sand- 
stone of the crest of the ridge, swept over it by retreating 
waters. 

'' The actual constitution of these Primal schists is that of 
talco-chloritic slates, in which the talco-chloritic and quartz 
constituents are distinctly segregated, and in many por- 
tions thoroughly crystallized. Indeed, so completely are 
these masses converted to the structure and composition of 
the talco-chloritic schists of the genuine gneissic family of 
rocks, that they have hitherto been invariably referred to 
that group ; and it is with much difficulty that a geological 
observer, not intimately acquainted with the phenomena of 
metamorphism in the rocks of our Atlantic Slope, can per- 
suade himself that these are genuine Palaeozoic masses, or 
beds of a fossiliferous age, converted by mere igneous 
agency to the antique aspect they present. But a study of 
the gradations or alterations assumed by these strata, as 
they may be traced from the zone of maximum change to 
the districts of least transformation further north-west, puts 
the correctness of this conclusion beyond all doubt. 

Primal white sandstone and slates in Mine hill. 

Commencing in Lancaster county, Prof. Rogers thus de- 
scribes the belt of Primal rocks which enters Chester county 
in Sadsbury township and spreads (colored yellow on Prof. 
Prazer's map) over a large part of West Cain township. 
An inspection of the State geological map of 1858 will show 
how Prof. Rogers constructs the region in anticlinal and 
synclinal belts. 

'' Between the synclinal trough of Auroral limestone ter- 
minating westward in Drumore, or the same basin pro- 
longed through the Primal rocks to the Susquehanna, near 
McCalPs Perry as a southern limit, and the south edge of 
the limestone of the Pequea and Conestoga valley, there 
spreads a broad undulated tract of the Primal rocks, em- 
bracing a number of short, narrow, insulated basins of Au- 
roral limestone, divided from each other by anticlinal waves, 
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which elevate the lower Primal slates to the surface, but 
nowhere bring to view the subjacent gneiss rocks. 

"In this district the more prominent stony ridges consist 
of the Primal white sandstone, but by far the largest extent 
of the surface eastward of Big Beaver creek, a tributary of 
the Pequea, belongs to the Primal slates. There we may 
recognize a series of little limestone basins. This general 
anticlinal zone rapidly contracts as it extends eastward be- 
tween the range of gneiss, which now bounds it on the south 
and the limestone of the Pequea basin on its north. 

" It there begins to take the name of the Mine Ridge, and 
under this title extends until it is opposite the eastern end 
of the Pequea basin. The narrowest and lowest part of 
this ridge is at the notch called the 'Gap,' through which 
the Columbia railroad passes, and where its summit is not 
quite 500 feet above the level of the ocean. The width of 
the ridge, or rather of the belt of Primal rocks, in this vi- 
cinity, does not much exceed half a mile. There, and to 
the westward for some distance, the structure of Mine Ridge 
is very simple ; it is composed of tfte three members of the 
Primal series already described, the white sandstone being 
in considerable relative force, and the whole undulated into 
one synclinal with one anticlinal wave ; or, in other words, 
into three moderately gentle dips. That margin which re- 
poses against the gneiss, dips rather steeply from it, or 
northward ; but this dip is succeeded near the gap, or cen- 
tral crest of the ridge, by an anticlinal flexure making a 
south dip and a second north one, the beds affected by the 
latter descending beneath the limestone at the foot of the 
hill. Advancing westward, the only difference in the struc- 
ture of this elevated zone of the Primal rocks is, that addi- 
tional anticlinal flexures introduce themselves from the 
westward into the belt, until in the longitude of Big Beaver 
creek we may count at least six of these waves. 

"In the opposite direction, or eastward from the * Gap,' 
the structure of the Mine Ridge becomes complicated in a 
different manner by the appearance of a succession of anti- 
clinal spurs north of the main crest. 

" If we trace this main crest out to its eastern termination 
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we shall find it ending west of the West Branch of Brandy- 
wine in a long trough or synclinal point, and north of this we 
may notice a long narrow anticlinal belt of the gneiss rocks 
coming in from the east to divide this spur of the Mine 
Ridge from another basin of Primal strata lying yet further 
north in the center of West Cain township. 

*' Nearly west of this uplift of the gneiss rises an anticli- 
nal spur of the Primal sandstone north of the true Mine 
Ridge, and projecting forward into the south-eastern corner 
of the limestone basin of the Pequea, enclosing, a little 
synclinal cove of that limestone between it and the main 
ridge.* 

•'Still advancing northward to the north boundary of 
Cain and West Brandy wine townships, we reach another 
and much longer synclinal belt, prolonged from the Mine 
Ridge, but quite out of line with it. This is divided in 
part, or towards the east, by a narrow strip of uplifted and 
denuded gneiss, penetrating across the West Branch of 
Brandywine, some three miles, to within a couple of miles 
of the limestone in the neighborhood of Compassville. It 
is probable that the anticlinal wave which uplifts this sec- 
ond belt of gneiss is the same with that which arches into a 
ridge or spur of the Primal rocks a little north of the above- 
named village. In any case it is obvious, from the struc- 
ture and topography of the district, that the two or three 
successive spurs which protrude themselves westward into 
the Limestone valley, to enclose as many lesser valleys or 
synclinal coves of the Auroral strata, are the results of the 
gradual declension in that direction of so many undulations, 
which further eastward are in sufficient force or elevation 
to lift out the gneiss. 

"The most northern of the three synclinal ranges, into 
which that of the Mine hill may be said to expand itself in 
its progress eastward, terminates in a low point west of the 
North Branch of the Brandy wine, near Springtown Method- 
ist church. Traced then westward by the Manor Presby- 
terian church, it extends in a widening belt, and, crossing 
the West Branch of the Brandywine, becomes the broad 
and but little cultivated belt known as the Barren Ridge, 
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the crest line of which follows nearly the boundary between 
West Cain and Honeybrook townships. The northern edge 
of this belt is defined by the southern margin of the gneiss 
from Indian Run valley to the Pequea. 

"Between the western end of this belt, which may be 
viewed as terminating near the line which separates Chester 
and Lancaster counties, and the south-western end of Welsh 
mountain, there extends, nearly in its line of prolongation, 
a narrower outcrop of the Primal rocks intervening between 
the gneiss on the west and north, and the limestone of the 
Pequea basin. It is probable, however, that this strip of 
the sandstone along the margin of the valley is not Every- 
where discernible, for the district presents indications of a 
succession of faults, extending westward from the gneiss 
into the limestone, and bringing these two formations into 
contact by engulfing and hiding from view the interposed 
Primal series." 

Primal white sandstone and slates of the Welsh mountain. 

' ' The third and last principal belt of the Primal strata north 
of the Limestone basin of Chester county, is that of the 
Welsh mountain and its spurs. It commences about four 
miles east of Morgantown, where the Mesozoic red sand- 
stone overlaps the end of the ridge, and extends .in a direc- 
tion a little south of west to a point about two miles south 
of the village of New Holland. 

"In this belt the white sandstone is not as firmly ce- 
mented a rock as it is in the North Valley hill. Advancing 
westward, the ridge assumes a more systematic anticlinal 
fonn (see general section V,) the sandstone dipping in both 
directions beneath the Matinal limestone ; and as the axis 
sinks, the upper slates, which are of a dark-brown color, 
occupy the surface, and hide the sandstone. Where the 
axis is high, as near as the Sorrel Horse inn, two and a half 
miles from Churchtown, the sandstone formation exhibits 
marks of much more igneous action than in other parts of 
the range. It is partially vitrified, very compact, and trav- 
ersed by innumerable planes of cleavage, with imperfect 
crystallization. This is not the result of contact with any 
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igneous rocks, for the nearest trap-dyke is distant more 
than half a mile, and has produced but little alteration in 
the limestone in its immediate neighborhood. 

"In this belt we meet with all the three divisions of the 
Primal series which characterize it in the North Valley hill, 
and in Chickies ridge at the Susquehanna ; but the Primal 
white sandstone member appears to be in yet greater force 
than in any of the outcrops situated to the south-east. The 
general structure of the main Welsh mountain seems to be 
very analogous to that of the Mine ridge near the 'Gap.' 
In other words, it consists of an anticlinal and a synclinal 
wave, and, towards its western end, appears to be still fur- 
ther complicated by the rising of another shorter anticlinal, 
entering it from the gneissic district to the east, to form its 
westward spur. The upper or newer Primal slates, reposing 
upon the white sandstone, are in some places excessively 
ferruginous at their uppermost limit, where they alternate 
with the lower beds of the Auroral magnesian limestone, so 
that large accumulations of iron-ore may be looked for at 
the north base of this ridge, where the limestone of the 
Morgantown or Conestoga valley is in contact with its strata. 
•It is precisely under these relations, both as respects the 
geology and the topography, that the large mine called 
Jones' occurs near the head of that limestone valley, two 
and a half miles north-east of Morgantown. 

" I have intimated in another chapter, that there exists a 
prolongation of this band of Primal rocks, not quite in line 
with the axis of the Welsh mountain, but nearly a mile to 
the north of it. This belt extends from near Jones' mine 
eastward for about three and a half miles to Pine creek, 
terminating about one and a half miles north of the War- 
wick iron mines. Like the Welsh mountain, it has a stony 
surface, a sandy and sterile soil, and is covered almost en- 
tirelv with forest. These two Primal ranges are probably 
connected by a neck of the same strata between Springfield 
and Jones' mines ; but the surface there being low and 
much obscured by the untilled swampy tracts which form 
the water-shed between the Conestoga and the South Branch 
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of French creek, the continuity of the Primal strata cannot 
be easily made out. 

"The extreme western point of the Primal strata of the 
Welsli mountain is ,at Mill creek, near the Old Peters road. 
The Welsh mountain is the north-west boundary of the 
gneissic district of Chester county. From its western spur, 
the view over the fertile and highly-cultivated plains of the 
Conestoga is, in the month of June, when the crops are 
ripening, extremely attractive, for this is one of the most 
fertile and best-tilled of all the grain-fields of the United 
States. The charm of the landscape, in which the middle 
distances abound in all the features of agricultural beauty, 
is not a little enhanced by the contrast between the fer- 
tility of the plain and the wilderness-like aspect of the 
background of forest-covered hills, or mountain-spurs, by 
which the scene both south and north is bounded." 

Primal white sandstone of Black Horse MIL 

"That there should occur in the interior of the gneissic 
district of northern Chester county one or more insulated 
synclinal belts or troughs of the Palaeozoic strata, ought not 
to surprise us after what has been already disclosed of the 
existence of a succession of anticlinal and synclinal undu- 
lations in the western part of the district, and of the series 
of synclinal dislocated basins in the very heart of the re- 
gion, containing long lines of iron ore. The most conspic- 
uous detached basin of newer rocks, resting within the 
gneiss, is one in the west corner of West Vincent township. 

" It is a long belt of Primal white sandstone, which here 
forms a regular ridge elevated above the general rolling 
plain of the gneiss rocks, and known in the neighborhood 
as the Black Horse hill. Its length tis about two miles, and 
its breadth is not less than 2000 feet. From the crumbled 
condition of the sandstone at its outcrops, and in the ab- 
sence of any quarries or good natural exposures, it is im- 
possible to recognize the dip of the strata ; but that these 
constitute a synclinal belt or outlying trough is very obvi- 
ous. It is worthy of note that this tract of Primal sand- 
stone lies nearly in the range of the long synclinal trough 
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of that rock, forming the hilly belt known as the Barren 
Ridge west of the North and W^est Branches of the Brandy- 
wine. 



Prof. Frazer describes three principal and a few very 
subordinate and doubtful areas of the Primal tocks, north 
of the Chester valley, summarily, thus : — 

One area, bounded by the gneiss on the north and the 
limestone on the south, stretches through Cain, East Cain, 
West Whiteland, East Whiteland, and TredyflFrin town- 
ships. 

Another, bounded by the gneiss, stretches from the 
southern part of Honeybrook to Coatesville. Here it bor- 
ders the Valley limestone through Valley township to 
Pomeroy, makes a high northern loop around Pomeroy and 
Sadsburyville and down to Parkesburg, whence it runs 
westward into Lancaster county, between the north and 
south boundery lines of Sadsbury township. 

A third crosses from Lancaster county into West Nant- 
meal near the town of Springfield in contact with the south- 
ern limit of the dolerite mass occurring there. Thence it en- 
ters and turns back from Warwick, and, passing tlirough 
the northwestern part of West Nantmeal and Honey Brook, 
reenters Lfincaster county. 

Some minor areas as those at Guthriesville and Cornog's 
are small, obscure, and of doubtful character. 

*'In mentioning thus the "Primal" the quartzite and 
quartzose sandstone alone are considered here. It will be 
seen further on that abundant evidence sustains the view that 
the greater part if not all of the weathered felcjspar porphy- 
ries, conglomerates, &c., in the townships both north and 
south of the Chester valley are really Lower Potsdam. 
The effect of this would be to add a border of these rocks to 
the area of the (silicious) Potsdam as at present indicated 
on the map, and thus contract by this much the remaining 
area of real Azoic or Hypozoic." 

The so-called Potsdam sandstone exposures seen along 
the eastern feeder of the Brandy wine, north of Downing- 
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town, embarrass the student by changing from quartzite to 
hornblende-gneiss by insensible gradations. Every inter- 
mediate variety of rock can be collected, and it is often im- 
possible to say whether one is looking at a breccia or con- 
glomerate or at a crystalline rock, whether at the original 
sediment simply metamorphosed, or at a subsequent sedi- 
ment made out of its materials and again metamorphosed. 



/ F. The Northern gneiss region. 

The azoic country of Northern Chester is colored pink 
upon the geological map of the county, while the overlying 
Potsdam sandstone is colored yellow. But the reader will 
notice what Prof. Frazer says at the close of the last section 
respecting this coloration, viz: That the yellow color is 
confined to the quartzite and sandstone beds alone, and does 
not include the underlying, much- weathered feldspar-por- 
phyries, conglomerates, &c., which (following Prof. Rogers) 
he regards as part of the Potsdam or primal formation No. 
I ; consequently the area of actually denuded and exposed 
gneiss is not so extensive as the map would make it. His 
description of the gneiss area is as follows : 

"The western border of the Mesozoic sandstone is the 
eastern border of the azoic rocks from Valley Forge as far 
as to the end of the narrow tongue of red sandstone west of 
St. Mary. The azoic border line keeps on west a mile and 
a half further, closing up on the margin of the chlorite. It 
then suddenly breaks off south -eastwardly along the foot of 
the southern branch of French creek. 

"At the junction of this wdth the westwardly branch it 
takes a direction due west along this branch, the Potsdam or 
Primal rocks occupying in both cases the opposite bank of 
each stream. Here it is cut out again by the Primal and a 
broad belt of trap of limited range, which it almost sur- 
rounds, and then runs in a west by south direction between 
Talbotville and the county line, and passes a few miles into 
Lancaster county. 

" Ite returning line follows the county line for a short dis- 



4. NORTHERN GNEISS REGION. C*. 161 

tance, and turns eastward along a road nearly parallel with 
and a little north of the southern border of Honey Brook 
township. Barely enclosing the isolated limestone outcrop 
before referred to, it turns north-east to and follows the 
west branch of the Brandy wine for about four miles. 

'*Here it turns abruptly to north of west in a bay the 
outline of which is not easily described, and includes 
Martin's Corner and Wagontown, and thence to Coates- 
ville, where it commences the eastwardly sinuous course 
marked out by the northern limit of the Potsdam sandstone 
and quartzite. This course presents it in north-western 
Cain, south-eastern East Brandywine, and Lower Uwchlan, 
where it makes a long loop. Coming close to the border 
of West Pikeland without crossing it, it makes two and a 
half waves through Charlestown and four short ones in 
Schuylkill, ending again at Valley Forge. 

** There are two detached areas of these rocks in Sads- 
bury, which together cover more than half of the township, 
but do not pass outside of it. There is some reason to be- 
lieve that the rocks of these latter areas are more nearly 
allied to those south of the Chester valley than to those 
just described. Several sub-divisions of this area of Azoic 
will be found described in my township report." . 

Prof. Rogers' descripfion of the gneiss of northern Clies- 
ter, published in Geol. Penn. 1858, vol. I, pp. 83 to 90, is 
as follows : 

Area and Boundaries: — " The Tior^A^a^^^Ti boundary, 
formed by the southern overlapping edge of the red sand- 
stone, is a gently curving line, commencing at the eastern 
point near Valley Forge, which passes Wheatley's lead mine 
near Pickering creek, crosses it at Kenzie's mill, and then, 
with a gentle sweep convex south-westward, passes imme- 
diately by the little village of Kimberton. From this point 
its course is nearly straight to Coventry village, opposite 
the junction of the two branches of French creek ; crosses 
French creek about two miles northwest of Kimberton, and 
follows the north side of this valley to Coventry, except at 
11 C\ 
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one bend of the stream opposite Pughtown, where the line 
for lialf a mile takes the southern side. 

"From Coventry village the boundary between the gneiss 
and red sandstone, trending first a little north and then 
slightly southward, runs nearly due westward for more 
than seven miles, to the north-eastern point of the main 
ridge of Welsh mountain near the village of Springfield. 
But there is an insulated belt of the gneiss situated a short 
distance to the north of this boundary on the north branch 
of French creek, and this may be more strictly viewed as 
the northern extension of the formation. 

" The north-western limit of the gneiss is traceable from 
the sources of Pine creek, a tributary of the north branch 
of French creek, south-westward along the southern base, 
first of the eastern spur of Welsh mountain to Springfield, 
and from thence along the base of the main Welsh moun- 
tain over the Lancaster county line north of the little vil- 
lage of Cambridge, to within two miles of the western end 
of the ridge. 

"This whole area of gneissic rocks divides itself westward 
into two main spurs or broad fingers, the shorter and more 
northern one terminating at the point just indicated, some 
two miles east of the western end of the Welsh mountain ; 
while the southern and much longer extends forward be- 
tween the North Valley hill and the southern base of Mine 
ridge, to the north-west branch of the Octoraro. 

" This division of the gneissic area into two western 
branches is the result of two wide anticlinal undulations, 
and the reception between them of a broad synclinal belt 
of the Primal strata, penetrating the gneissic region east- 
ward from the head waters of the Pequea in a gradually 
contracting basin, extending as far as the north branch of 
the Brandywine in West Nantmeal township. 

" This synclinal belt of Primal rocks, a prolongation from 
the limestone basin of the beautiful and fertile valley of the 
Pequea, is itself a complex trough, penetrated from the 
eastward by two narrow anticlinal spurs or fingers of the 
gneissic rocks, causing it to branch into three subordinate 
troughs. 
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*'The gneiss may therefore be described as throwing to- 
wards the west two large long anticlinal belts, and be- 
tween these two others, much shorter and narrower. These 
latter start off from the main sonthern division in the neigh- 
borhood of the west branch of Brandy wine, and extend 
for a few miles a little S. of W., the southern one to a point 
about one mile east of the little village of New Italy, and 
the northern one to about two miles E. of Compassville. 

"The gneissic rocks for the most part constitute the val- 
leys ; the Primal strata the ridges between them ; the gneiss 
being easily eroded, and the hard, firmly cemented, and 
even semi-vitreous [Potsdam] sandstone, opposing a superior 
resistance to the excavating action of the waters which 
shaped the surface. 

' ' T*Jie southern limit of the northern belt commences at the 
east branch of Brandy wine, near Ackland' s grist mill, and 
running almost due westward, follows the south side of the 
south branch of Indian run, leaving the Manor Presbyterian 
church to the S. of it about half a mile. Thence, after 
crossing the west branch of Brandy wine near McDuffs grist 
mill, the boundary between the formations coincident nearly 
with the north base of the barren ridge of Primal white 
sandstone, extends along the south edge of the valley of 
Two-log run, beyond which it crosses the county line about 
one mile and a half S. of the village of Cambridge ; and 
now deflecting northward, and in one mile more turning 
again westward across the Pequea, it runs for three miles 
further towards the W. end of the Welsh mountain, to 
unite with the north-western boundary of the same area of 
gneiss, already indicated as ending at this point. This 
wide finger of the gneissic district is bounded in its western 
portion on its southern side bya narrow belt of Primal 
sandstone or slate, separating it from the limestone of the 
basin of the Pequea. 

' ' The northern limit of the sovihern helt we may approx- 
imately define as crossing the west branch of the Brandy- 
wine near Wagontown, and as extending thence towards 
the W. S. W. along the northern side of the valley of Rock 
run till it crosses Buck run north of Morris' grist mill, or 
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more than half a mile N. of the E. Sadsbury Friends' meet- 
ing-house. Thence it ranges more nearly westward to the 
vicinity of the Mine Hill gap, passing near the Black Horse. 

''From the Mine Hill gap the line, coincident throughout 
nearly its entire length with the southern base of Mine 
ridge, pursues a direction somewhat more southwardly, till 
it passes Coi)per Mine run in the vicinity of the old copper 
mine from which the Mine Ridge derives its name. 

''Beyond this point to the western extremity of the visible 
zone of gneiss the northern boundary observes a course 
very nearly south-westward, and unites with the southern 
limit a little west of the north-west branch of Octorara 
creek, where the belt of gneiss thus bounded ends in an 
acute point, inclosed between the North Valley hill and 
the southern spurs of the Copper Mine ridge. 

''A subordinate tract of gneissic rocks on the northern 
branch of French creek is insulated superficially from the 
main area by a long narrow tongue of the Mesozoic red 
sandstone ; and its dykes and ridges of trap-rock extending 
from Rock ran, where it forks away from the main area of 
red sandstone, and runs westward to the county line just 
north of Springfield. The narrow strip of gneissic ground 
thus cut oflf, commences in a point near Rock run, si)reads 
to a width of nearly a mile north of the Warwick Iron 
Mines, and then contracts again, passing the Hopewell Iron 
Mines, till it ends in a western point north of Springfield. 
It is an exceedingly interesting mineral zone. It includes 
the Knauer Town Copper Mine, Steel's Iron Pits, and the 
iron ore mines of the Hopewell furnace. 

^'Character of the g)teiss, — A marked diflference is pre- 
sented between the gneissic region north of the Chester 
County Valley, and that lilready described lying south of 
it. In the latter district there occurs, as we have seen, a 
great diversity in the composition of the rocks of the older 
metamorphic class ; there being an abundance, if not a pre- 
valence, of the softer micaceous varieties, and a general de- 
ficiency of the more massive granitoid kinds. Here, on the 
other hand, we encounter chiefly the granite-like varieties 
of white feldspathic gneiss, with hard homblendic gneiss, 
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such as constitute the typical gneiss rock of the central 
ridges of the South Mountain, or highlands between the 
Delaware and the Schuylkill. By far the most prevalent 
variety is a feldspar-quartz rock, of a grayish white color, 
holding only a subordinate amount of mica, and disposed 
in compjiratively massive beds. Certain of the more mi- 
nutely gi-anulated sorts, of a whitish aspect, resemble so 
nearly some portions of the Primal white sandstone when 
excessively crystalline from metamorphic action, that to 
discriminate between the two formations is by no means 
easy, but demands the closest care. Nor is this to be won- 
dered at, for the composition of the white Primal sandstone 
is often just such as would be derived from a white feldspar 
and quartzose gneiss of this description. Micaceous gneiss 
does occur in the area before us, but nowhere in outcrops 
of any considerable breadth ; and true mica-slate — except 
merely in thin subordinate layers — has been nowhere met 
with. Towards the northern side of the region there would 
seem to be a larger relative amount of massive hard hom- 
blendic gneiss, while centrally, and along the southern bor- 
der, the white f eldspathic sort is by much the most abundant. 
^^ Undulated structure of the gneiss district, — That the 
wide area of gneiss now under description is undulated in 
a succession of anticlinal and synclinal waves, is obvious to 
any practised geological observer who studies its structure 
with due care. Indeed, the evidence furnished by our map 
and sections is even more conclusive, as regards this feature, 
than it is for the gneiss region south of the Limestone Val- 
ley, for in that district the closely folded and convulsed 
condition of the strata renders the detection and tracing of 
. the anticlinals of the gneiss extremely difficult, while here 
the undulations are, in the main, more open, symmetrical, 
and susceptible of continuous tracing. Along the northern 
or north-eastf^rn border of the district, especially south of 
the valley of French creek, the topographical features, of 
themselves, plainly suggest the presence of a succession of 
anticlinals. The present margin of the red sandstone marks 
pretty evidently the' approximate ancient shore-line of that 
wide estuary, which floated the sediments to form the red 
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sandstone ; and this shore-line was determined by the aorth- 
ern sides, and eastern ends, of a succession of hills or anti- 
clinal ridges, which kept off the waters from the country 
further south. It is only necessary to travel down the val- 
ley of French creek, from Knauer Town to Kimberton, to 
recognize the probable truth of this picture. The notion 
of an undulated or folded structure in the gneiss, finds cor- 
roboration in the parallel arrangement of the hills and val- 
leys, and in the sudden changes in the dip of the strata, 
wherever we make a transverse section through the region ; 
but it receives the most positive demonstration when we 
study the topography and distribution of the gneiss on the 
western side of the county. There, as we have already seen, 
several long tapering tongues of the gneiss formation pro- 
ject forward towards the west, including between them 
actual troughs of the Palaeozoic rocks, a feature not attri- 
butable to any other mode of elevation of the gneiss than 
that of an undulation of its general floor, in the manner of 
long anticlinal waves. Some of these waves, no doubt, are 
so closely compressed, or folded, and others are so irregu- 
larly dislocated, as to render the analysis of them obscure 
or even impossible, yet the geology of the country clearly 
establishes their presence. 

^'FavZts, — Even in the more central tracts of the district, 
we are presented with some interesting evidences of these 
crust-undulations. I allude now to a succession of parallel 
dislocated synclinal axes, running through West Pikeland 
and West Vincent townships. Though externally the pres- 
ence of these faults with a synclinal dipping of the strata 
is not recognizable in any exposures of the strata, the arti- 
ficial development of the ground, in a series of excavations • 
for valuable deposits of iron ore, has recently enabled me 
to discover their existence and true structure, and to show 
that all the principal accumulations of ore are seated upon 
them. These faults are all connected with the trough-like 
or synclinal position of the strata supporting the ores. 

''But the most conclusive proof of undulations in the 
gneiss, and one which accounts for the presence of these 
deposits of iron ore, is the occurrence at almost every dis- 
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location of an insulated .patch of the Mesozoic red sand- 
stone. 

"The iron ore usually rests in a cleft or deep narrow 
trough, confined between steeply-dipping beds of gneiss, or 
a wall of granite on the one side, and moderately steep 
south-east dipping strata of the red sandstone, within or 
behind which no ore is ever found, on the other. 

"These strata of red sandstone are invariably highly al- 
tered and crystalline, for they contain frequently minute 
crystals of mica, specular iron ore, graphite, and even feld- 
spar. Yet, in other layers of mottled and half-baked red 
shale, in close alternation Avith these more altered ones, we 
see proof of their unquestionable identity in composition 
and origin with the red sandstone formation, from the gen- 
eral southern margin of which some of them are separated 
by an interval of four miles. 

"It seems highly probable that, at the completion of the 
deposit, there were several very narrow troughs of it, re- 
posing within some of the deeper valleys lying between the 
hills of the basin of Pickering creek ; and that at the time 
of the elevation of the formation, or possibly, contempora- 
neously with the movements which accompanied the injec- 
tion of the mineral veins of the Phcenixville and Perkiomen 
district, these troughs were dislocated longitudinally, and 
all the superficial red sandstone washed away, except those 
narrow strips which were caught or nipped within the broken 
synclinals between the sides of the faults. 

"We may account for the existence of these outlying 
narrow belts of the red sandstone, and for the presence of 
the deep and rich deposits of hematite iron ore whicli they 
contain, and which have evidently been derived by percola- 
tion from thin strata, by'the long-continued trickling of the 
surface-waters in the line of fracture. 

"Above the Friends' Meeting House, abed of a singular, 
hard, homblendic rock crosses the road, appearing also on 
the road leading from the Yellow Springs to the Red Lion, 
two miles above the latter place. 

" Pipe-clay occurs in Uwchlan township, in considerable 
abundance. 
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" Graphite is said to occur in West Nantraeal, dissemi- 
nated through blue quartz, but none was met with. 

* ^Iron ores of the gneiss, — ^Allusion has already been made 
to the deposits of brown hematitic iron-ore in West Pike- 
land and West Vincent townships in the valley of Picker- 
ing creek ; and it was stated that these, with very few ex- 
ceptions, are in close relation with lines of sudden fracture, 
or parallel longitudinal faults, ranging along the lesser val- 
leys of the district ; it was intimated, also, that these dislo- 
cations are only so many ruptured synclinal troughs^ en- 
closing narrow belts or outcrops of a material which, by all 
lithological analogy, can only be referred to the Middle 
Secondary red sandstone, altered more or less by some ig- 
neous metamorphic agency. I shall now offer to the reader 
some sketches of the three or four principal deposits in the 
neighborhood of the Yellow Springs, which have been de- 
veloped by mining, and which serve best to disclose the 
law which seems to regulate the distribution of the ore. 

''Commencing with the most north-eastern principal ex- 
cavation, the first which we meet with is one about a mile 
and a half north-east of the Yellow Springs on the new 
road to Kimberton, and on land owned by Mr. Lewis. 

^'Lewis's ore bank. — This deposit, of which a considerable 
quantity of good brown hematite is sent (1853) to the iron- 
works at Phoenixville, rests in a triangular cleft or narrow 
trough between steeply-dipping gneiss rock on its S. E., 
and more gently-i)itching altered red sandstone and shale, 
declining south-eastward at an angle of 45° on its N. W. 
White feldspathic granite occurs near the southern wall of 
the fissure. The ore itself is confined almost entirely to the 
loose efirthy matter occupying this long open trench, very 
little of it penetrating the adjoining rocks. It is a some- 
what sandy variety of ordinary brown iron-ore. The exca- 
vations here, all of them open to the day, extend to a depth 
of between 30 and 40 feet below the level of the soil, and 
their longitudinal distribution is N. E. and S. W., for this 
is the direction of the trough which includes the ore. Some 
of the more altered, or highly crystalline fragments of the 
red sandstone, contain numerous flat plates or spangles of 
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plumbago, besides crystals of specular oxide of iron. The 
more argillaceous layers of this outlying fragment of the 
red sandstone formation, exhibit a less degree of altemtion 
from the normal aspect of the red shale, though they are 
generally mottled and much discolored, and even sub-crys- 
talline, and speckled with minute centers of segregation. 

"The topographical relations of this guK in the stmta, 
containing ore, are just such, it should be observed, as wo 
might look for upon the assumption of a synclinal flexure 
in the strata, with or without a disruption. In other words 
the line of the fault or fissure is centrally along the bed of a 
narrow but quite extended valley ; and it should be men- 
tioned, that such are the external conditions under which 
we find nearly all the larger deposits of iron ore in this dis- 
trict. 

''It may not be amiss to state here, that it is in this 
same line of valley that we find another collection of hema- 
titic ore a little more than one mile to the N. W. of the 
Yellow Springs ; and it is an interesting fact that the bed 
of ore, a little S. of Kimberton, lies almost exactly in the 
same line. I would not, however, here wish to intimate, 
that either of these two last-mentioned deposits can be re- 
cognized as occupying the line of fault in the strata in which 
we recognize the loose ore. It seems probable, indeed, that 
the western deposit is not connected with any synclinal 
trough in the rocks, but is the result of an extensive de- 
composition of very ferruginous beds of the gneiss. Possi- 
bly, however, this part of the valley, like that at the Lewis 
mine, may once have been overspread by a narrow thin 
capping of ferruginous red shale and red sandstone [of Mes- 
ozoic age]. 

^^Fegeley's ore heds^ near Yellow Springs. — About half a 
mile N. E. of the Yellow Springs, two rather extensive ex- 
cavations have developed a large deposit of the brown iron- 
ore ; one of which is known as Pegeley' s mine. They occur 
in the bed of a little narrow valley which runs just N. or 
back of the high hill, at the S. base of which the Yellow 
Springs are situated, and which is separated from the val- 
ley containing the Lewis ore bed by a narrow belt of gneissic 
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hills. Both of the ore pits at Fegeley's lie within one long 
trough or trench in the strata. This is embraced by steeply- 
dipping and twisted beds of micaceous gneiss on one side, 
and by a narrow outcrop of altered red sandstone on the 
opposite or N. W. side. This sandstone dips south-east- 
ward, at an average inclination of about 40°, to abut appar- 
ently against the wall of gneiss rock, making with it a long, 
deep, narrow trough or trench, 100 feet or less in width at 
the surface, and in many j^laces perhaps as deep. Irregular 
injections of half -decomposed feldspathic granite penetrate 
the gneiss of the southern wall of the basin. Ore occurs, 
confusedly mingled in with the rotted materials of the 
gneiss and granite ; but the main body of the ore is in loose 
earth resting against the N. sloping wall of red sandstone. 
The principal excavation at Fegeley's mine is about 200 feet 
long, 100 feet wide, and 50 feet deep ; but ore is known to 
exist in many places in the bottom of the pit. The irregu- 
lar bed of ore itself is about 40 feet wide. 

"The outcrop of red sandstone which bounds this line of 
iron-ore on the N. W. forms a low ridge, not more than 200 
yards broad, traceable, at intervals at least, by the soil and 
surface fragments for half a mile or more N. E. and S. W. 
All topogmphical indications suggest that exploration 
should be made for ore in the line of prolongation of this 
ore-deposit of Fegeley's. 

*'A short distance to the N. E. of Fegeley's chief ore-pit, 
there is a yet larger one in the next field, accompanied by 
corresponding geological features, and where likewise the 
ore dips to the S. E., reposing against a slanting wall of 
altered [Mesozoic] red sandstone. In the bottom of this pit 
the bed of ore has a thickness or width of about 12 feet. 

*'A careful inspection of the ore and all the attendant 
phenomena disclosed in these excavations, cannot fail to 
suggest the notion, that the [Mesozoic] red sandstone is 
the source of the iron ore, and that it has yielded it up by 
a process of filtration and percolation of the surface waters, 
by which it has been carried down into the cleft between 
the rocks, and left there to concrete. 
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' ' The average annual yield of Fegeley' s mine is about 2400 
tons. It is conveyed to the furnaces at Phoenixville (1853). 

'* The mine adjoining Fegeley's yields about 2000 tons. 

' 'Latschaw mine. — A third line or narrow belt of iron-ore 
occurs to the S. W. of the Yellow Springs, commencing 
probably in the meadows of the valley of Pickering creek. 
S. E. of this- attractive place of public resort, two principal 
mines are seated along this line ; one about three fourths of 
a mile further S. W. of the springs, known as the Latschaw 
mine ; the other, about three fourths of a mile further S. W., 
called generally the Steitler ore bank, owned by Reeves, 
Buck & Co., of Phoenixville. These are seated apparently 
on one line of fault, which brings in contact in a narrow 
trough, a long narrow outcrop of Middle Secondary red 
sandstone and steeply-dipping beds of gneiss. Nearly the 
same geological conditions prevail at both of these mines, 
namely, crushed beds of red shale or sandstone dipping to 
the S. E., and abutting against nearly perpendicular strata 
of gneiss, with generally an intervening vertical wall of 
white feldspathic granite in a more or less decomposed state. 

*' In the Latschaw mine, the stratum of red sandstone seems 
to have been caught in a deep fracture in the gneiss, and 
greatly squeezed and crushed. The iron ore reposes on the 
slanting face of this compressed mass of sandstone and of 
shale, and is even dispersed. or mingled through its frag- 
mentary materials along the line of the fault. So crystal- 
line is the red shale and sandstone, and so full of scales of 
segregated mica and plumbago, that the observer is some- 
times at a loss to decide, from hand specimens, whether the 
rock is really an altered sandstone or a variety of gneiss. 

'''The Steitler ore bank. — This valuable deposit of iron- 
ore, evidently lying in the same great fissure in the gneiss 
which contains the Latschaw deposit, fills a deep triangular 
trough between beds of crushed red sandst-one on the N. 
side, dipping S., and a perpendicular dyke of white feld- 
spathic granite, which bounds the gneiss and forms the 
southern wall of the fissure. Except in the existence here 
of a more regular and massive dyke of granite, the geolog- 
ical conditions under which the ore occurs are almost iden- 



4. NORTHERN GNEIS8 REGION. C*. 173 

tical with those which prevail at the Fegeley and Lewis 
mines in the basins N, E. of the Yellow Springs. The an- 
nexed sketch represents the relations of the ore, and of the 
different strata to each other. 

" The Steitler ore bank has been wrought for the past eight 
years without interruption, yielding annually from 3000 to 
5000 tons. It was first worked some fifty years ago by a 
Mr. Vanleer. The ore from this mine is rich, and generally 
of excellent quality. A little black oxide of manganese, 
and also a little sulphuret of iron, are occasionally found 
with the ore. Very beautiful masses of fibrous hsematite, 
some of them delicately stalactitic, are frequently niet with 
in this mine, which contains a more than usual abundance 
of those hollow geodes, which are sometimes called Bomb- 
shell ore. It is not uncommon in this and other kindred 
deposits to meet with beautifully white plumose mica, en- 
closed within these and other cavities of the ore. The 
source of such mica, so insulated, is a point of much inter- 
est in the theory of the origin of crystalline veins and min- 
erals, and every occurrence of this sort may furnish food 
for chemico-geological speculation. 

^'Jones^ mine, near Yellow Sprfvgs. — This small exca- 
vation for iron-ore is near the Latschaw mine, but not upon 
the same line with it, being seated upon another rupture in 
the strata, about one eighth of a mile S. of that. At this 
pit there seems to be a line of fault in the strata, filled with 
fragments of gneiss, of intrusive white granite, and of highly - 
altered crystalline red sandstone. The iron ore, in a crude 
and sandy state, is interspersed through this confused mass, 
which it serves more or less to cement. On the south side 
of the trench containing the ore, we meet, as usual, with 
steep strata of gneiss, and on the north side with south-east 
dipping beds of a rock which, from its highly crystalline 
condition, and its abounding in mica and in specular iron- 
ore, greatly puzzles the observer to determine whether it 
also is gneiss, or a highly-metamorphosed form of the ar- 
gillaceous red sandstone. This mine is not at present deep 
enough to exhibit the geological phenomena in that dis- 
tinctness under which wo witness them at the Steitler and 
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the Fegeley mines, and some doubt must remain whether 
we have here another outlying narrow belt of the red sand- 
stone or not. Here is a little sketch, which is deemed to 
represent correctly what is actually visible at this opening 
in the strata. 

^^Iron ore in Uwchlan township. — Iron ore occurs on the 
West Chester and Pottsgrove State road, one fourth of a 
mile N. of the Little Eagle tavern in Uwchlan township. 
It occurs in gneiss, and evidently at a fault in the strata, 
and some of the fragmentary rock adjoining. The ore re- 
sembles much the altered red sandstone of other ore locali- 
ties. This ore has not been much explored, and the two 
or three pits here dug are very superficial. On nearly the 
same line or strike, similar iron-ore may be recognized near 
the Morgan town road, on a farm of Morgan Hoffman, and 
a small ore-pit has exposed good ore in a field, owned by 
William Parker, nearly in the same line, which coincides 
almost precisely with the strike of a narrow belt of sparry 
limestone^ which ranges through Morgan Hoffman's farm 
to George Downing' s. Whether this limestone is a true 
igneous dyke or vein of carbonate of lime, or a closely- 
compressed synclinal trough of sedimentary limestone met- 
amorphosed by heat, I will not undertake to say. It ex- 
tends about a mile and a half in a straight line. It is an 
interesting fact, having some bearing perhaps upon the 
question of the origin of the iron-ores I have been describ- 
ing, that several of these deposits adjoin, if they are not 
closely connected with, outcrops or outbursts of limestone. 

" This is the case at the Lewis ore bank, where, it is said, 
a narrow strip of limestone has been uncovered in the ex- 
cavations for ore. 

*'It is likewise true of the locality of Kimberton, where 
a small exposure of highly-crystalline sparry limestone with 
spangles of plumbago, occurs within 100 or 200 feet of the 
limestone, and we have seen that it obtains also in regard 
to the ore at William Parker's, which is evidently adjacent 
to the limestone belt of Morgan Hoffman's farm." 

The description of the Yellow Springs brown hematite 
ore belt by Prof. Rogers, in 1853-4, given in the preceding 
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pages, is all the more valuable because a number of the 
mines thus described have been abandoned, and new ones 
opened, some by the Phoenix Iron Company, and others 
by other parties. i 

The principal mines now wrought are the Stauflfer, the 
Pussel, the Jones, (hematite, not the Jones magnetic, of 
Berks county,) the aMonocacy (Old Prizer) and the Monocacy 
(Tustin) mines. These were visited by Mr. Andrew S. Mc- 
Creath, the chemist of the survey, in 1882, who sampled 
their ores, and afterwards analyzed them in the laboratory 
of the survey at Harrisburg. See analyses A, -B, C, D, and 
B below. 

The situation of these mines, as well as of those described 
by Prof. Rogers, is shown in the page plate map. Tlieir de- 
scription will be found in the township report. See Index. 

Slauffer mine^ owned by the Phoenix Iron Company, situ- 
ated 2 miles north of Chester Springs, in West Vincent 
township. 

283 pieces of brown hematite iron ore were selected from 
all parts of the ore pile, mixed and analyzed. See analy- 
sis A. 

Fnssel mine^ Phoenix Iron Company, 1 mile north of 
Chester Springs, West Pikeland township. 

15 pounds of fine ore (brown hematite, screened but not 
washed) taken from various places in ore pile. See analy- 
sis B. 

Jones mine^ worked by James Harvey, half a mile north- 
west of Chester Springs, W. Pikeland township. Ore goes 
to Phoenix Iron Company' s furnaces. 

223 pieces of brown hematite taken from the ore pile. 
See analysis C. 

Monocacy {Old Prizer) mine^ one quarter mile north from 
Chester Springs railroad depot, W. Pikeland township. 

270 pieces of brown hematite taken from the ore pile. 
See analysis D. 

Monocdcy {Tustin) mine^ adjoining the Monocacy (Old 
Prizer) mine. 

255 pieces of brown hematite taken from the ore pile. 

See analysis E. 
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Iron ore mines near Chester Springs. 

A. B. C, D. JE. 

Bisnlphide of iron, None. None. None. None. None. 

Protoxide of iron, . . ... .082 None. None. None. None. 

Sesquioxide of iron, 57.750 52.867 58.178 67.857 68.714 

Sesquioxide of manganeee, . .728 .128 2.141 .091 .091 

Sesquioxide of oobait, 070 .030 .100 .300 .810 

Oxide of zinc, 050 None. .050 .090 .090 

Alumina, 1.185 4.675 2.656 1.816 1.835 

Lime, 980 .730 1.610 1.130 1.070 

Magnesia, 287 .318 .680 .868 .358 

Sulpiiurio acid, 200 .135 .030 .050 .060 

Phosphoric add, 290 .398 1.777 1.587 1.511 

Carbonic acid, None. None. None. None. None* 

Waterandoarbonaceousmatter, 11.491 11.590 15.818 14.294 14.444 

Silidous matter, 26.590 29.^00 17.190 12.650 11.420 

Totai, 99.596 100.351 99.679 100.168 99.898 

Metailic iron, 40.450 37.000 40.725 47.500 48.100 

Metaliic Manganese, 504 .086 1.491 .064 .064 

Sulphur, 080 .054 .012 .020 .024 

Phosphorus, 127 .174 .776 .671 660 

<< in 100 parts iron, .313 .470 1.904 1.412 1.372 
Remarlcs : All dried at 2120 Fahrenheit. 

In order to keep Mr. McCreath' s analyses together, the 
following analysis of the ore of the Hopewell miiie, of the 
French creek mine^ (both in Warwick township,) and of 
magnetic ore found in the gneiss of Honeybrook township, 
are inserted here. See analyses F, G, and H. 

Hopewell mine^ about li miles north of Warwick. 
20 lbs. of ore sampled from different parts of the ore pile.* 
See analysis F. 

French creek mine^ at the falls of French creek, about 
one mile north of Knauertown, in Warwick township. 

20 lbs. of ore sampled from the ore pile at the furnace in 
Phoenixville. * See analysis G. 

Metallic iron, 87.860 60.000 

Metailic copper, 260 .608 

Sulphur, 1.496 4.189 

Phosphorus,. 066 .002 

Lime, (chiefly as carbonate,) 9.480 

Magnesia, • 1.452 

Silica. 28.190 6.690 

Phosphorus in 100 parts iron, 145 .004 

•Dried at 2120 Fahrenheit. 

^Samples made by Mr. A. S. MoCreath himself. 
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Magnetic iron ore in the gneiss of Honey Brook town- 
ship, on Mr. A. S. Bare's farm, about one mile from the 
junction of the East Brandy wine and Wilmington and 
Northern railroads. 

Sample sent to the laboratory of the survey at Harris- 
burg, by Mr. J. Rife, of Lancaster, and analysed by Mr. A. 
S. McCreath, (1882.) 

Partial analysis* 

H. 

MetaUio iron, 49.600 

Sulphur, 018 

Phosphorus, 092 

Titanic add, 21.440 

Silica, 6.790 



F. The Mesozoic red sandstone region. 

The description of the Mesozoic formation as a whole will 
be reserved for another report, but as its lower beds invade 
Chester county, (see page 27 above,) and as some of its most 
interesting features are exhibited west of Valley Forge and 
at Phoenixville, within the limits of Chester county, a gen- 
eral statement of its geological character is here in place. 

Prof. Rogers, in 1835, showed that this formation had 
nothing to do with the Old Red sandstone of Scotland ; but 
consists of sediments deposited after all the Palaeozoic for- 
mations (including the Coal Measures) had been elevated 
and folded into what are now the Appalachian and Alle- 
gheny mountains. 

Then an arm of the ocean stretched across New Jersey, 
and through Bucks, Montgomery, Chester, Berks, Lancas- 
ter, York, and Adams counties into Maryland and Virginia, 
and in this estuary many thousand feet of stratified muds 
and sands were deposited which Mr. Rogers named 3reso- 
zoic (Middle age) red sandstone. 

These strata in America were supposed at first to repre- 
sent the great Permian red sandstone formation of Russia. 
Afterwards they were suspected to be the Triassic red 



6. MESOZOIC REGION. C\ 17& 

sandstone of England. Then reasons were assigned why 
they should be considered the equivalents of the lower 
strata of the Jura mountains. 

American geologists now write habitually of the Trias- 
sic red sandstone of the Connecticut valley and of North 
Carolina ; but Prof. Cook has recently found what seemed 
to be Permian plants in the lower beds near Amboy. 

For the purpose of this report it is only necessary to say 
that these Schuylkill Valley rocks are virtually the latest 
which were laid down in Pennsylvania, in a part of the 
State left sunken beneath sea level after all other parts of 
the State had been elevated high into the air ; and that they 
were deposited in some places on gneiss, in other places on 
Primal slates and Potsdam sandstone, and in other places 
on the Valley limestone. 

The absence of limestone and sandstone along the edge 
of the Mesozoic in Chester county, (referred to on pages 21, 
22, above,) shows that an a^e of erosion had elapsed since 
the uplift of the continent, before the first Mesozoic sediments 
began to fill the estuary. But this compels us to believe 
that the estuary was not at that time under water. Conse- 
quently there must have been a subsidence of the continent 
(or elevation of the sea level) in order to fill what had up 
to that time been an aerial valley or plain. If, as is proba- 
ble, the Primal slates, Potsdam sandstone and Valley lime- 
stone formations had been deposited over all south-eastern 
Pennsylvania, then we owe the great estuary valley or plain 
to the gradual removal of a part of these deposits by atmos- 
pheric erosion during long ages subsequent to the Coal age. 

The first sediments deposited in the estuary, when it had 
become established by the invasion of the sea, were shore 
gravels or conglomerates, the materials being derived from 
the neighboring gneiss country. Over these conglomerates 
were then deposited many thousands of feet of fine sand 
and mud, in alternate layers, until the estuary was filled 
from shore to shore, that is, from the Philadelphia gneiss 
hills across to the Reading hills. Lastly, the whole forma- 
tion was completed by a top-conglomerate deposited along 
the Reading hills, and along the south foot of the South 



180 C* REPORT OF PROGRESS. P. FRAZER. 

mountains in York and Adams county : a conglomerate of 
a very peculiar character, called tlie Potomac marble which 
does not appear any where in Chester county, and there- 
fore requires no description in this report. 

The Mesozoic sand and mud deposits laid down upon a 
wide floor of Valley limestone and against a shore of gneiss, 
ought to have been approximately horizontal ; for it can 
hardly be supposed that the previous erosion had gone far 
enough to make the estuary very deep ; and although the 
rivers which brought in the sediments seemingly traversed 
a continental area to the south of the estuary, the tides 
must have been rapid and powerful, and must have distri- 
buted the sediments with some evenness, considering the 
fine texture of the floating materials. 

But the fact is, they are not horizontal, and there is no 
more difficult question in American geology than that raised 
by the constant north-north-west dip of the Mesozoic red 
sandstones and shales all the way up the Schuylkill river 
from Norristown to within ten miles of Reading. 

This dip is so considerable, varying from 5° to 15°, as to 
give by calculation an altogether incredible thickness to the 
Mesozoic formation as a whole in Montgomery and Berks 
counties. The distance across the formation from Willow 
Grove to Coopersburg in Lehigh county is about 25 miles ; 
a constant dip of only 5° for this distance would give us 
10,500' of strata ; but the dip being often much higher than 
5°, a thickness of 20,000 feet might be assigned to the 
formation. * 

"f hat such a thickness is quite incredible appears from 
the fact that on the Delaware river above Lambertsville the 



» The average north north-west dip of the Meaozolo formation \s placed by 
Prof. Rogers (page 670) as high as ISO.or 20°. *• Perhaps it nowhere ezoeeds 
250, nor is it ever met with lower than l(P or 120. ♦ • ♦ ♦ Through- 
out a breadth of nearly thirty miles, whore the Delaware river crosses the 
strata, it preserves, a uniform inclination of about 20°, although It is pene- 
trated and overflowed In several places by masses of eruptive trap-rock," 
which although often of "enormous magnitude, have soaroely caused any 
sensible difference in the inclination of the opposite walls of the fissures." 
This statement greatly increases the difficulty of accounting for the general 
northward dip of the Mesozoic fonnjition ; for 30 miles of breadth, at 20° dip, 
would give the clearly impossible thickness of 55,000'. 
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limestone floor appears at the surface with Potsdam sand- 
stone, brought uj) indeed by a fault, but certainly not from 
any great depth. Again, in Lancaster county the Mesozoic 
is evidently thin, the limestone floor appearing through it. 
In Chester county the distance from French creek across to 
the Schuylkill at Pottstown is only 6 miles, and the thick- 
ness calculated from the dip only about 2,000 feet. 

One might imagine a succession of faults, which repeat 
the stratification at intervals across the belt. 

That there are such faults is rendered probable 1, by the 
discovery of such in the southern part of England, by which 
the thickness of the Mesozoic there has been much reduced ; 
2, by the frequent occurrence of trap dykes, and 3, by the 
actual occurrence of the great fault north of Lambertsville. 

If the reader will turn back to the description of the ore 
mines on page 166, he will see what importance Prof. Rog- 
ers assigns to faults in the underlying gneiss floor in break- 
ing the edge of the Mesozoic formation into separate flakes, 
and thus creating angular trenches in which deposits of 
brown hematite ore were afterwards accumulated. He will 
notice also that trap dykes play an important role in this 
faulting. How far the whole floor of the Mesozoic area is 
thus faulted, and to what height above the floor such faults 
break the Mesozoic deposits themselves, cannot be told ; 
but the great outbursts of trap which form high ridges in 
the present eroded surface of the Mesozoic country probably 
issue from the largest of these faults ; while the trap which 
issued from the smaller ones was unable to reach the pres- 
ent surface. * 

Prof. Rogers thought that he could overcome the diffi- 
culty of accounting for the almost universal northerly dip 
by a theory of false bedding. He supposed the Mesozoic 
strata to be deposited like the cart loads at the end of a 
railroad embankment, or the slag heap of an iron furnace, 
the material all coming from the south. 

One of the most important contributions to our knowledge 
of %\xc\i false-bedding was published by the late Prof. Ed. 
Desor, in a letter to M. A. Falsan, entitled ^'Svr les deltas 

•For a description of trap dykes, see a few pages farther on. 
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torrent iels^ anciens et modernes^^^ (Nice, 1880.) In this 
study of the remarkable deposits along the Nicean shore 
of the Mediterranean M. Desor gives cross-sections of beds 
of sand and gravel shot from the mountains into very deep 
water, and resting on each other, not horizontally, but at 
angles of 25°. Similar instances are adduced from the ob- 
servations of MM. Martins and Bravais, in Switzerland, on 
the beds of the delta of the Aar, which extend 1,200 metei*s 
into the lake of Brienz, the dip being at first 30°, gradually 
decreasing (at 300 meters out) to 20°. M. Dausse studied 
similar delta deposits in the lake of Geneva. The cross-sec- 
tions of MM. CoUadon and Falsan show alternate gravel 
and sand beds dipping 45° In all these cases there can be 
no question of subsequent uplifting. The simple explana- 
tion is that the materials have been shot by mountain tor- 
rents into deep water close to the shore. 

The recent survey of the Durham hills and Reading 
mountains by Professor Prime and Mr. D'Invilliers (see 
Report D', now in press,) has furnished some new and im- 
portant data for settling the question of the Mesozoic de- 
posits. 

While it is true that in the southern and middle region 
in Bucks, Montgomery, . and Chester counties the dip is 
constantly north-west, it now appears that along the Schuyl- 
kill, within ten miles of Reading, there are numerous ex- 
posures dipping towards the south. East of the Schuylkill 
river, along the foot of the South mountains, there is a gen- 
eral south dip^ not only of the Mesozoic conglomerate 
(Potomac marble) but of the Mesozoic red shales and sand- 
stones; and this dip is a little west (not east) of south. 
Moreover, in the neighborhood of the Berks and Lehigh 
county line an extensive district of Mesozoic rocks, at the 
foot of the mountains, is full of exposures all dipping 
towards the south south-west and south-west. These dips 
range from 30° and 40° up to 60° and 70°, and even 75° ! 

How far this state of things may continue towards the 
Delaware river cannot be made out, on account of the char- 
acter of the surface. But so far as the district in question 
is concerned it is evident that we must imagine: either, 1, 
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an immense depth to the northern part of the estuary, with 
steep mountain shore slopes, on which the conglomerate was 
deposited at .high angles ; or, 2, a depression of the middle 
belt of the estuary floor after the Mesozoic deposits had 
been spread upon it ; and this depression would have been 
very deep in the absence of anticlinals and faults. 

We may hope that in the course of time the Mesozoic 
problem wijl be solved by artesian borings, giving the actual 
depth of the limestone (or sandstone or gneiss) floor at vari- 
ous places. A bore-hole at Phoenixville, another at Potts- 
town, and a third at Sellersville in Bucks county, would 
suffice to solve the mystery. 



The south boundary of the Mesozoic rocks, says Prof. 
Rogers, (Geol. Pa., Vol. II, p. 668,) from Trenton to Willow 
Grove, overlaps the gneiss ; from Willow Grove to Valley 
Forge it overlaps Potsdam sandstone, and especially the 
Valley limestone ; from Valley Forge to and along French 
creek as far as Warwick furnace it overlaps the gneiss, and 
from Warwick furnace into Berks county the Primal slate 
and Potsdam sandstone of the Welsh mountain range. 

The composition of the rock he describes (page 669) as 
mainly a reddish brown shale, alternating with brownish 
clay sandstones. Some beds are merely a homogeneous, 
consolidated, laminated clay. Other beds are gritty sand- 
stones, but always with enough red ferruginous clay to 
make the color a pale reddish brown.* Occasionally there 

*The ooarse brown grit, or silioeons conglomerate, has long been employed 
as a material for the hearths of charooal Iron farnaoes. It will not bear the 
anthracite heat. The hills west of the Schuylkill have furnifihed hearthstones 
for many fUmaces. This rook, which is generally gathered from the surface, 
where it is often foimd hi large detached blocks, is harder and coarser than 
the variety procured in Rockland county, N. Y., known as Haverstraw stone. 

(Goel. Pa. II, 674.) 

It is a general fact well worthy of notice, as bearing upon the question of 
the nature of the currents and the condition of the surface at the origin of the 
Mesozoic formation that not only these coarser grits, but indeed all the strata, 
viewed individually, are comparatively limited in their extent. We cannot 
trace any of the single layers over a wide area, but each bed appears to thin 
away at no great distance, and the whole mass therefore to be made up of 



184 C*. REPORT OF PROGRESS. P. FRAZER. 

is a nearly white sandstone layer, composed entirely of 
loosely compacted sand. 

The middle mass of the formation has but little sand in it. 

The sandstone layers are chiefly in the lower part next 
the Philadelphia rocks, or in the upper part next the Read- 
ing rocks. These furnish the beautiful brown-stone build- 
ing material so much used in the cities. 

" In the central and upper parts we not unfrequently meet 
with dark gray and blue shales, containing much carbona- 
ceous matter in a partially pulverulent state, and here and 
there a chunk of true compact lignite^ more or less bitumi- 
nous, but retaining distinctly the fibrous structure of the 
wood. This lignite is even occasionally in continuous layers 
of 2 or 3 inches' thickness, extending for several yards." 

' ' The base of the formation^ especially near the Dela- 
ware, is a mass of coarse pinkish and grayish sandstones, 
composed of rather angular fragments of quartz, felspar, 
and a little mica, the constituents of the neighboring gneiss, 
these graduate upward into the soft red argillaceous sand- 
stones. ' ' West of the Susquehanna this hotiom conglomerate 
is made up of fragments of Valley limestone and Potsdam 
sandstone, some of them 6'' thick, in a cement of brownish 
red clay. 

The top conglomerate or Potomac marble consists of 
water- worn pebbles (from the size of a pea to that of a 
man's head) of gneiss, Potsdam sandstone and Valley lime- 
stone in a calcareous, red clay cement. 

On the Schuylkill the formation presents very little de- 
parture from its typical character on the Delaware, tlie 
great mass being red shale and soft red sandstone, with oc- 
casional beds of more sandy grits and a few of siliceous 
conglomerate. Perhaps there is on the whole a larger pro- 
portion of grey feldspathic sandstone in the series, (some 
of them building stones,) differing little in composition 
from the red and brown sandstones, except in that the ce- 

narrow, overlapping, wedcr^-ahaped strata, like many estaary forinationa, 
where we may witness in the oircarascribed extent and oonstant alternations 
of the smaller mib-divisions of the deposit the ever-shifting operation of river 
ourrents and of the still more inconstant tides. (Geoi. Pa. II, 675.) 
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ment is a whitish clay (decomposed feldspar) and not red 
shale. In these grey rocks occur the bluish coaly shale 
layers, lignite and fibrous charcoal. In Lancaster county 
by Litiz, Manheim, Mount Joy and Elizabethtown these 
grey beds form almost a continuous belt. (Geol. Pa. II, 
675.) 



The boundary line of the Mesozoic formation in Chester 
county is thus described by Prof. Frazer : — 

"Passing in a gently meandering line, generally follow- 
ing the road from Valley Forge in Schuylkill township to 
Pickering P. O. in Charlestown township, for two thirds of 
that distance ; then branching to the north-Westward it cuts 
the township of East Pikeland in almost equal parts by a 
line deviating but little from straight. It cuts oflf the north- 
eastern end of West Vincent and, following up the creek 
dividing East and West Vincent townships, it passes 
through the lower end of South Coventry township a short 
distance to the south of Pughtown and into Warwick, where 
having similarly skirted Knauertown, it is prolonged in a nar- 
row strip between a large dolerite region and the mica-schists 
south of French creek. This narrow strip does not pass 
the county line but dies away, being cut out by the trap and 
schists, a very short distance west of St. Mary's. The 
boundary of the larger mass skirts the above-mentioned 
doleritic area, makes an abrupt angle at the point of the 
thin neck which projects north-east of Harmonyville, en- 
closes the latter hamlet, and passes west almost to the 
county line, when it suddenly turns, being met by a mass 
of Primal and, altering its course to one east of north for a 
couple of miles, turns abruptly again and passes into Berks 
in a westwardly course. ' ' 



The boundary line of the Mesozoic formation in the lead- 
mining district west of Valley Forge, is described by Prof. 
Rogers, in Geol. Pa. 1858, II, p. 675, with great minuteness ; 
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and the local colored geological map which he gives there 
to illustrate his text is singularly suggestive to the mind of 
the speculative geologist, apart from its intrinsic value as 
showing the respective inter-relationships of the different 
formations : Gneiss, Potsdam sandstone, Valley limestone, 
Mesozoic conglomerate and metalliferous veins. 

The Schuylkill river, after meandering from Reading 
south-eastward across the whole width of the Mesozoic area, 
nearly reaches its southern edge at Valley Forge. But 
here, instead of keeping on through the gap of Valley creek 
into the Chester county limestone valley, and coming out 
at Spring mill or Conshohocken, the Schuylkill turns east 
and flows between Mesozoic hills of considerable height for 
seven miles to and beyond Norristown ; where it turns 
south and makes its thorough cut across the limestone at 
Conshohocken, and across the whole gneiss belt to the Del- 
aware below Philadelphia. 

Thus a ridge of gently north-dipping Mesozoic beds is 
left to the south of the river. This ridge overlooks the lime- 
stone valley to the south of it. A gap in the ridge at Port 
Kennedy shows the limestone of the valley underlying the 
Mesozoic beds, the basset edges of which face the south. * It 
is plain therefore that the Mesozoic beds once covered the 
limestone valley entirely across to the South Valley hill, 
from Paoli to Conshohocken. But when these Mesozoic 
beds were laid down slanting upon the limestone in the val- 
ley, the floor of the valley could not have been at its present 
level, but must have been much higher. It has been re- 
duced to its present level by erosion during the long Creta- 
ceous and Tertiary ages, since the elevation of the Mesozoic 
deposits and the consequent draining away of the waters 
of the Mesozoic estuarv. 

But during this long course of time the Mesozoic strata 
must also have been suffering erosion. Limestone erosion, 
being chiefly .chemical and accomplished underground, is 
necessarily more rapid than sandstone erosion, which *is 

*It is interesting to notioe the little uplift of limestone on both sides of the 
Beading railroad at Port Kennedy, at the north foot of the Meisozoio ridge. 
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chiefly mechanical and accomplished at the surface. * Con- 
sequently while the Schuylkill drainage was moi'e slowly 
sculpturing the Mesozoic ai'ea into a rolling country, the 
valleys of which were always getting nearer and nearer to 
sea level, the limestone area was being undermined beneath 
its Mesozoic covering, myriads of caverns large and small 
being forftied, which, falling in one by one, let down the 
Mesozoic strata ; underground torrents meanwhile reduced 
the fragments to sand and mud and in time carried away 
the whole out to sea. 

This accounts for two things : 1. Why there is now not a 
trace of Mesozoic rocks in the Chester county valley, f nor 
on any part of the gneiss and sandstone country which we 
may suppose to have been once covered by Valley lime- 
stone strata, that is previous to the deposit of the Mesozoic ; 
and 2. Why the present surface of the limestone valley 
south of Port Kennedy is overlooked by a bluff of out- 
cropping Mesozoic beds. 

*Fo88iH/erou8 cavern at JPbrt Kennedy, The underground erosipn of the 
Valley limestone is beautifully illustrated by the discovery of a fissure oav. 
ern, uncovered In quarrying for limestone In 1870. The fissure was exposed 
for a depth of 40 feet from the surface ; how much deeper it goes beneath the 
quarry floor is unknown. Its width was 16 feet. It was merelj' the chimney 
connection of some cavern at a greater depth with the surface above. Into 
this chimney had been carried by the drainage waters the sand and mud wash 
of the Mesozoic hill slopes ; and with the sand and mud was washed into the 
tiissure plants and animals of many kinds, mammals, reptiles, birds, insects, 
and leaves. 

Of the 30 specles'of vertibrate animals examined by Prof. E. D. Cope (see 
Proc. Amer. Philosoph. Soc« XII, p. 16, Feb. 3, 1871) there were serpents 
(mostly harmless) and tortoises of several species. Among the birds were a 
turkey and a snipe. Among the rodents were beaver, rabbit, mice, &c., 
(hesperomysj fiber, aciurua, and lepvts,) Among the ruminants were 8ev_ 
eral tapirs and a small horse. Among the camivora was a cat of large size 
(panther?) and a large bear (Leidy*8 Ur8U8 priatinus) entirely distinct from 
the cave bear or living species of Europe and America. Three species of 
sloths were found, mostly gigantic ; one was new and named by Prof. Cope 
Megalonyx wheatleyi ; two were Mylodons, and one of these was probably 
new. Teeth and tusks of a mastodon (TVi/opAodon oAio^ieu^), which had 
fallen into the fissure or been swept into it, were also found. None of the 
bones were gnawed, and the fissure had never been used by or known to the 
aborigines or predacious beasts, being completely concealed until exposed 
by the quarry men. 

t Mr. Hall however thinks that the materials filling an ancient water course 
at King cf Prussia are from broken up Mesozoic strata. 
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There is no Potsdam sandstone seen along the south foot 
of the ridge, where the. Mesozoic lies on the limestone. 
Why ? If the valley were here (at Port KetinMy) a syncli- 
nal, the Potsdam would come up and form a ridge along 
the south bank of the river. In other words the ridge 
would not be Mesozoic but Potsdam. The limestone must 
certainly therefore turn over and go down northward under 
the Mesozoic country north of the river (Wetherill, Shan- 
nonville, Perkiomen, &c. ;) and the steep slope at which it 
thus descends has determined the steep north dip of the 
Mesozoic dumped (from the south) upon it.* • 

This supposition is confirmed by what appears at Valley 
Forge. 

At Valley Forge the west end of the Mesozoic ridge (of 
Port Kennedy) is a mass of Potsdam sandstone. The only 
Mesozoic there is a narrow strip at the north foot of the 
ridge, (here called Mt. Sorrow,) along the south bank of the 
river. Moreover, the ridge is broadened to double its width 
at Port Kennedy, and is also much higher. In fact we have 
two anficlinal axes of Potsdam, nosing down eastward under 
the limestone of the valley. As the limestone laps round 
the southern anticlinal and forms a little cove at the east 
foot of Mt. Sorrow ; so it must lap round the northern 
one, beneath the Mesozoic ridge, and so descend steeply be- 
neath Lower Providence township north of Valley Forge. 

For half a mile east and a little more than half a mile 
west of Valley Forge, the Mesozoic beds rest upon an eroded 
ancient surface of Potsdam sandstone. The junction may 
be seen at the abutment of the mill dam 800 feet south of 
the river bank at Valley Forge. The last place going west 
where the Mesozoic lies upon Potsdam is at the brook, west 
of the Baptist church, {i mile W. of Valley Forge,) and 700 
feet south of the road to Pickering bridge. 

From this point westward the Mesozoic bottom grits and 
conglomerates rest upon gneiss ; fo'r the Potsdam has been 
eroded from the gneiss north of a line which starts here and 
runs south-westward, whereas the edge of the Mesozoic 
ranges off west north-westward. The triangular area thus 

*See foot note respecting the limestone on the railroad, above, p. 186. 
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left between the Mesozoic and the Potsdam is the sharp 
east end of the xiorthern gneiss region of Chester county, 
itself much eroded (but how much cannot be told) since it 
lost its covering of Potsdam. 

It is impossible to conjecture the ancient height above 
sea level of this gneiss region ; but the steepness of the 
Mesozoic beds on its northern flank suggests that it was a 
high mountain country with steep slopes towards the north. *•'* 

It is impossible to say whether it was ever entirely cov- 
ered with Potsdam or with both Potsdam and Valley lime- 
stone ; but it is quite certain that if either or both of these 
formations covered it they were entirely swept from off it 
previous to the formation of the Mesozoic estuary ; other- 
wise 1, the Mesozoic bottom grits and conglomerates would 
not be composed of gneissoid materials, but be a limestone 
breccia; [and 2, strips of these formations would appear 
along the edge of the Mesozoic area. Mr. Rogers thinks 
that part of the materials of the grits is Potsdam ; if so, 
there must have been patches of Potsdam left in the higher 
parts of the mountain mass up to the beginning of the Mes- 
ozoic deposits, and these patches have subsequently dis- 
appeared in the long process of the erosion of the gneiss 

region down to its present low elevation in regard to tide.f 

_^ ■ 

* In speaking of the Mesozoic border west of VaUey Forge Prof. Rogers ex- 
presses the foHowIng opinion : ** It does not appear that the red sandstone 
formation originally extended more than a very trivial distance south of Its 
present oonglomerltlc and sandstone margin ; for no wide denudation of a re- 
gion so Irregular oould haye shaved off the whole southern border so evenly 
as to stop over so long a line just at the base of this thin conglomerate. Un- 
doubtedly this south edge was greatly eroded and wasted in the district fur- 
ther west : but not in this tract from Valley Forge oreek to the neighborhood 
of Charlestown, where the south barrier of hills was in feet too adjacent to 
give space for the waters of the formation to spread beyond the limits it there 
occupies." (Geol. Pa. II, 677.) That would depend, however, on many con- 
siderations. The erosion problem is very complicated. 

t Speculations of this kind are not useless ; for in the Arst place they form 
an essential and most usefUl part of the discipline of the geological mind ; and 
secondly they lead to practical results. In this insUnoo they lead directly to 
the conclusion tiiat deep shafts at Paulding's bridge, Lumberville, Phoenix- 
ville, at on other places on the Schuylkill would inevitably penetrate an 
underlying ancient surface of Valley limestone. How deep these shafts would 
have to be must of course depend on what value we assign to the dip of the 
Mesozoic strata between the edge of the gneiss and the river, as seen along 
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For it must be remembered that the gneiss region of 
northern Chester not only has a less elevated surface than 
the Potsdam crest of the North Valley hill, but a less ele- 
vated surface than the Mesozoic hill country between it and 
the river.* Its erosion was easier, owing to the molder- 

PiokeriDg and French creeks. From the edge of the gneiss square across to 
the month of Pickering creek is 1| milesssay 6,500 feet, which at an average 
dip of 20O (if normal and not false bedding) would give a depth of say 2,300 
feet for the surface of limestone beneath the river at the mouth of Pickering 
creek. But as the dip is not strong at Valley Forge and Port Kennedy, and 
is in a north-north-west direction, the actual depth may not be half that given 
above. 

*Mevation above tide of the Mesozoie country east of JfVench ereek, along 
the Ridge road.—Mr. E. B. Harden, in 1882, determined by aneroid a number 
of points along the ridge road from Phoenixvilie through Vincent, Bucktown, 
and Coventry, Harmony and St. Peter's, and St. Mary's to Springfield Station, 
in West Nantmeal township, near the Berks county line. (The elevations 
are only approximately correct, the probable maximum error being 10 feet.) 

0. French Creek railroad station, (^true elevation^) . . A. T. 128' 

1. Crossing of Schuylkill road and the road to Snyder's 

mill, in East Pi keland township, 212' 

2. Ridge road ^ mile before reaching E. Vincent town- 

ship line, 278' 

8. Ridge road at £. Vincent township line, 282' 

4. Ridge road at D. Wismer's lane, | mile beyond E. 

Vincent township line, 405' 

6. Ridge road ^ mile south of Vincent P. O., 393' 

6. Ridge road at Vincent P. O. road crossing, 899' 

7. Ridge road f mile N. of Vincent P. O., in E. Coven- 

try, 448' 

8. Ridge road forks at L. E. Fuimer's, in E. Vincent, . 493' 

9. Ridge road cross-roads at Davis Frock's, in E. Vin- 

cent. . . 467' 

10. Ridge road S. Coventry township line, 628' 

11. Ridge road, Bucktown cross-roads, S. Coventry, . . 418' 

12. Ridg^ road, Lewis Stubblebine's, S. Coventry, . . 377' 
18. Ridge road, north to Coventry school No. 1, S. Cov- 
entry, 870' 

14. Ridge road, lane before reaching Rock run, .... 863' 

15. Ridge road, \ mile beyond Warwick townsnip line, 472' 

16. Ridg^ road, Seventh Day Baptist grave-yard, War- 

wick, 476' 

17. Cross-roads, (Jacob Root,) l\ mile N. of 16, .... 649' 

18. Road ; half way between 17 and 19, 648' 

19. Harmonyvilie cross-roads, Warwick, 582' 

20. On N. branch of French Creek road, \ mile N. of 

Knauer A Kime's forge, and 1^ miles N. of St. 
Peter's, 625' 
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ing process to which its feldspathic rocks have been for 
ages subjected ; and owing the to lack of homogeneousness 
in the wholel hiass. 

Mr. Rogers' description continues substantially thus : 

From the west abutment of the Valley Forge dam, the 
edge of the Mesozoic ascends a little slope of Primal slates, 
parallel with the road leading from Valley Forge westward, 
and never more than a hundred feet from it, (to the south,) 
until it gains the general level of the country at the north 
foot of the North Valley hill. It passes 260' south of the 
Valley Forge hotel. At the brook west of the Baptist 
church it is 700' south of the road. Here the gneiss appears, 
as already said. 

The line now undulates westward and then north-west- 
ward, over the hill and the next brook, a little below Vander- 
slice's machine shop ; swings south of the next knoll ; crosses 
the main Pickering and Valley Forge road ; re-crosses the 
road a few hundred feet further on,* (just west of the abor- 
tive Napoleon mine shaft) ; and ranges on south of the road, 
250 feet south of Krause's/jorner ; and by the north margin 
of the meadow, (south of W. Miller's); this it follows, 
nearly touching Friends' meeting-house, to the junction of 
the Pickering-Paoli and Rapp's roads. 

From this place to Wheatley's gate it is marked by a line 
of conglomerate knolls ; thence by the base of the knoll 
north-west of his garden, and by the north slope of the hill 
on which stands the Wheatley lead mine office. 

Swinging always northward down the ravines, and return- 
ing southward over the divides, past the Chester Coxinty 
lead mine^ it crosses Brookdale brook, and ascends to the 
stack of the smelting works ; then through the fields next 
north of the Montgomery lead mine to Kinsey's mill. 

West of Pickering creek, it runs north of the Charles- 

21. French oreek falls, 474' T 

22. Ridge road at St. Peter's, (Knaaertown,) at road 

forksjust west of the grist-mill foot race, 870'? 

28. Ridge road at forks at Warwick (St. Mary's) iron 

mine, 640' T 

24. Ridge road , 670' T 

25. Ridge road, Springfield R. station, {trut elevation,) 887' 
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town mine shafts near the office, and then along the west 
bank of the next ravine to the Buckwalier experimental 
opening. 

Crossing the road, and through the north-west comer of 
J. Davis' field (north-west of his house,) it is seen on the 
road a mile north-north-east of Charlestown. 

Here a dyke of coarse feldspathic granite runs just south 
of the Mesozoic edge. 

Most of the distance above described the Mesozoic edge 
is more or less a conglomerate of quartz and sandstone peb- 
bles, from grains up to hens' eggs, in a cement of red clay 
shale ; but in some places too fine to attract attention as a 
conglomerate, or to influence the topography. But between 
the Baptist Church brook and the Wheatley mine, (especi- 
ally between the Pennsylvania mine brook and the Napo- 
leon mine,) may be seen two massive conglomerate beds 
forming by their outcrops (200 feet apart) two lines of little 
knolls or ridges. Along the under one runs the road to the 
Friends' meeting-house.* 

They are almost identical in composition, being evidently 
derived from the older formations (especially the Potsdam 
sandstone) of the North Valley hill. ''Much material of 
the adjacent gneiss, its granite veins inclusive, enters into 
the substance of all these lower beds of the red-shale series. 

Mineral veins along the edge of the Mesozoic west of 
Valley Forge. — The elaborate description of these interest- 
ing exhibitions by Prof. Rogers, written in 1853 and pub- 
lished in 1858 (Geol. Pa. II, 699,) will be given in another 
place in this report. Some of these veins are confined to 
the gneiss, others penetrate the Mesozoic border. It is re- 
markable that the metalliferous character of the veins seems 
to be determined by the rock which they cut. 



The trap dykes of Pennsylvania, New Jersey, New Eng- 
land, and the southern Atlantic States, are not confined to 

* <* The two evidently suggest two earthquake oonouasions, with a pause be- 
tween them, early in the formation of the red sandstone deposits." (H. D. 
Rogers, Qeol. Fa. II, 077.) 
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the Mesozoic formation, for they cut tranversely all the for- 
mations from the gneiss up to the sub-carboniferous. But 
the principal exhibitions of trap are certainly, for some un- 
known reason, confined to the areas occupied by Mesozoic 
rocks, both in the Connecticut Valley, in Middle New Jer- 
sey, and in south-eastern Pennsylvania. In the midst of 
the open rolling country of red shale and sandstone rise 
high isolated hills of trap, the eroded outcrops of outbursts 
of igneous rock along cracks which go down to great depths 
beneath the floor of older rocks to some profounder reser- 
voir of lava, now extinct, but similar to that which at the 
present time underspreads the western part of the United 
States, feeding active volcanoes and geysers, and producing 
earthquakes and fractures of the crust of the earth. An- 
cient volcanoes and geysers do not seem to have existed on 
the Atlantic border, but outbursts of lava took place tlirough 
and between the layers of the Mesozoic strata, and these 
now constitute the trap hills of the Mesozoic region. 

The composition of the trap is sometimes more acid, some- 
times more basic ; it is sometimes a dioriteand sometimes a 
dolerite. Its old name was basalt^ and gigantic rudely 
prismatic columns can be discerned in many of these hills. 
Prof. Rogers calls it (p. 671) "a union of augite, feldspar 
and titaniferous iron," the augite predominating. "In 
some dykes, however, the rock embraces much hornblende, 
replacing the augite . . a true greenstone trap . . but this is 
less common. It is of all degrees of relative fineness of 
crystallization, from a coarse aggregate . . to an almost 
homogeneous mass." Its few minerals (chiefly amygda- 
loidal) "exist near the borders of certain of the larger dykes, 
or more properly in immediate contact with the altered red 
shale . , epidote^ prehnite^ zeolite^ stilblte^ • analcime^ and 
dathoUte. ' ' 

Omitting from this report Prof. Rogers' chapter on Trap 
dyJces (Geol. Pa. II, 684 flf.) which takes a range far beyond 
the limits of Chester county, it is only necessary here to 
repeat his observations of the fact that trap appears in the 
most noted iron mines, such as the Warwick mine in north- 
em Chester, the Jones' mine in southern Berks, the Com- 
13 C*. 



194 C*. REPORT OF PROGRESS. P. FRAZER. 

wall mine in Lebanon, and the Dillsbiirg mines in York 
county.* 

It is remarked by Prof. Rogers, (Geol. Pa., II, 699,) that 
greenstone trap dykes are invariably ^' small and obscure" 
in the metamorphic (gneissoid) districts of southern and 
northern Chester, but extend so as to cut the Priinal slates 
and Valley limestone formations ; whereas the dykes or 
veins of granite are never seen except in typical gneiss 
rock. Hence it might be inferred, that the granite injections 
all took place in the most ancient ages, previous to the 
Primal deposits. But, he adds, there is some reason to 
doubt the accuracy of this generalization ; for, dykes of 
rotten granite occur in gneiss near Yellow Springs in con- 
tact with the Mesozoic red sandstone and iron ore, appar- 
ently occupying fissures of Mesozoic age, isolating patches 
of the red sandstone from the main body. The question in 
these instances, is whether the "rotten granite dyke" be 
not really portions of the Lower Primal slate formation, 
formed out of and imitating the gneissic mother rock. 

The insignificant size of the trap dykes in the gneiss 
regions, contrasted with the huge outbursts of trap in the 
Mesozoic country, is explicable by the fact, that the gneiss 
country offered no facilities for wide fissures, whereas, the 
the Mesozoic strata could be lifted like the lid of a box 
and allow of any quantity of outflow. But another expla- 
nation also is at hand ; for, some of the Mesozoic tramps were 
evidently overflows, happening after the lower part of the 
formation only had been deposited, so that the upper strata 
were deposited afterwards upon the trap overflow. This is 
proved in well known localities by the fact that only the 
Mesozoic sandstones and shales beneath the trap are baked 
and altered, wliile those overlying the trap are in their 
usual condition. 



The lead and copper lodes of the Pickering creeks at the 

* The Jones* iron mine wlU be desoribed in the report of Berks county ; 
with an iUustrative map, surveyed and drawn in 1882, by J. H. and E. B. 
Harden. 
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edge of the Mesozoic formation west of Valley Forge, are 
of ah age still later than that of the trwp dykes, * 

This is proved by the fact that the Wheatley and Brook- 
dale lead hearing lode (see local map) cuts no less than 
thre6 of the small trap dykes of that district. 

The trap is line grained and bluish, and the direction of 
the trap dykes approximately east and west. Mr. Rogers' 
description of these three dykes, (G. P., II, 703,) and his 
deductions from the data, are well worth recording : 

^''Dyke No. 1, — From the engine-shaft cross cut, S. W. 
in the 10-fathom level 399 feet, there is a trap dyke (No. 1) 
ending against the lode on its N. W. side or foot wall ; it 
is about 3i feet thick, its course is E. and W. , and its dips 
N. abont 18 inches per fathom. Between this N. part of 
the dyke and its S. half, which abuts in like manner against 
the S. E. side or hanging wall, there is a space of 56 feet. 
This has the same course, but its dip N. is not more than 
12 or 16 inches per fathom. 

*''Dyke No, 2, — There is another smaller dyke composed 
of close-grained trap ; it also abuts against the lode on its 
N. W. side about 93 feet from the S. W. half dyke of No. 1, 
or 555 feet from the engine-shaft cross-cut. This dyke is 
about one foot thick ; its coarse is about N. 70° W., and it 
dips almost perpendicularly. The other part of this dyke 
meets the lode on its S. E. or opposite side, at a distance of 
18 feet, presenting the same nearly vertical dip; and hold- 
ing about the same thickness as its counterpart. 

^^Dyke No. <?.— Another dyke, 3 feet or more in thickness, 
occurs at a distance of 30 feet from the S. E. half of dyke 
No. 2. As this lode has not yet been driven on this level 
beyond the dyke, or even entirely through it, it is not pos- 
sible to state definitely its dimensions, or even its course 
and dip, though the latter appears to be N., like the other 
two dykes above described. It would seem to be heaved, 
but to what extent remains to be seen hereafter. 

'^Adverting to the very different distances to which the 

* But earlier than the Gretaoeous age, for the Cretaoeous rooks of New Jersey- 
overlap the new red and its dykes ; and no minerals are found in the Greta, 
ceous. 
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two dykes, Nos. 1 and 2, are heaved in this level — viz : 56 
feet and 18 feet respectively — it is obvious that the displace- 
ment of these divided portions cannot be the result of an 
exclusively horizontal movement of the walls or cheeks of 
the fissure filled by the lode, but must be due, in part, at 
least to a vertical dislocation or shifting. The conditions 
of the case seem plainly to indicate that the throw of the 
N. W. side of the fissure has been upward and forward 
towards the N. E., or that of the S. E. side downward and 
backward towards the S. W. The exact direction and 
amonnt of this oblique displacement of the walls of the lode 
cannot be computed from the limited data at present fur- 
nished by the mine. It seems, however, to have amounted 
to at least some 3 fathoms in a horizontal direction, and to 
not less than 12 or 15 fathoms in a vertical one. So heavy 
a dislocation or throw, when viewed in connection with the 
great length of the vein, is certainly a very encouraging 
feature ; for it is plain that a crack, whose sides have been 
so much displaced, cannot pinch itself to very small dimen- 
sions, but must remain the same open well-defined fissure 
which we see it in the mine for a great depth beneath the 
present workings. Thus the trap dykes, or cross courses, 
by disclosing to us an extensive displacement of the cheeks 
of the vein, confirm in an interesting manner the inferences 
already derivable from the lode itself, that, compared with 
the others of its district, it is an injection of mineral matter 
of more than ordinary regularity, extent, and richness." 

* 
Pickering creek Taineral veins. 

{Detailed description by Prof, H, D, Rogers^ 1853.)^ 

"It will be seen, upon consulting the map of the mining 
district of Montgomery and Chester counties, that the me- 
talliferous lodes or veins extending from the Perkiomen 
mines in Montgomery county to the Charlestown mines in 
Chester county occur not far from the boundary which 
separates the gneissic rocks of this region from the Middle 
Secondary formation of red shale and sandstone. Some of 

*aeoi. Penn. II, 699 ff. 1858. 
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them would seem to lie entirely in the one set of sti-ata, and 
some of them in the other ; while others again, especially 
the interesting group of the Pickering creek veins — on the 
economical prospects of which I propose to venture some 
opinions — are partly within the gneiss and partly within 
the red shale, penetrating the latter, however, to apparently 
a trivial extent. It would seem to be a pretty general fact, 
that such of these veins as are confined entirely or chiefly 
to the gneiss bear lead as their principal metal, whereas 
those which are included solely within the red shale are 
characterized by containing the ores of copper. But the zinc 
ores, viz: zinc-blende and calamine, prevail in greater or 
less proportions in both set of veins, existing, perhaps, in a 
rather larger relative amount in the copper-bearing lodes of 
the red shale. Thus the Perkiomen and Ecton lode, the United 
Mine lode, the Shannonville South lode, a small lode on 
French creek, a lode at Port Kennedy, and the Morris lode 
near Phoenixville, are genuine copper veins, and-they are 
all, without exception, in the red-shale formation. 

"On the other hand, the Wheatly and Brookdale lode, 
the Chester county lode, the Montgomery lode, and the 
Charlestown lode, with other adjoining ones of the same 
group at present more imperfectly developed, all lying 
within the gneissic rocks, or if extending into the red shale 
not explored beyond its mere margin, are equally genuine 
lead veins. This interesting general fact is not presented, 
however, as an invariable law, unattended by exceptions, 
for it must be observed that several of the lead veins of the 
gneiss actually enter the red shale ; two of them, the Wheat- 
ley and the Chester county lodes, carrying their ores of 
lead and the usually accompanying vein-stones into this 
rock, while some of the others enumerated are traceable 
still farther within its boundary by their characteristic sur- 
face-fragments. Nevertheless, in all these cases the red- 
shale formation which they penetrate is a very thin and su- 
perficial capping, or unconformable covering to the gneissic 
strata, within which, even here, the chief body of the veins 
must be contained below this shallow depth. Thus, even 
in these instances, the exceptions to the rule are more ap- 
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parent than real. But partial deviations from the law, of 
another sort, are met with ; some of the lead veins of the 
gneissic strata contain traces more or less abundant of the 
ores of copper, and, more strikingly, very considerable 
proportions of lead ore are occasionally associated with the 
copper ores, in the copper veins of the red shale, esj^ecially 
in the lodes of the Ecton and United mines. Yet even in 
these last-mentioned instances, which are the most con- 
spicuous exceptions to the general rule hitherto brought to 
light in the district, the proportions of lead ore to copper 
ore are quite subordinate, when estimated for each entire 
lode. 

*' The gneissic strata of the tract embracing this group of 
lead-bearing veins seem to differ in no essential features 
from the rest of the formation ranging E. and W. through 
this belt of country. Here, as elsewhere, they consist 
consist chiefly of soft, thin-bedded micaceous gneiss, a more 
dense and feiTuginous hornblendic gneiss, and a thick-bed- 
ded granitic gneiss, composed not unfrequently of little 
else than the two minerals, quartz and feldspar. 

"A soft, white, and partially -decomposed granite is a very 
frequent associate of the stronger lead-hearing veins, par- 
ticularly in their more productive portions ; but this mate- 
rial belongs, in all probability, not to the ancient granitic 
injections of the gneiss, but to those much later metallifer- 
ous intrusions which filled long pamllel rents in that for- 
mation with the lead ores and their associated minerals. It 
appears to be, in fact, of the same date of origin with these 
metalliferous lodes, and may be viewed as derived in part 
or altogether from the fusion of the intersected gneiss, by 
the intensely hot mineral matter of the vein brought into 
close contact with the walla of the fissure. The melted con- 
stituents of the gneiss have thus floated up along the sides 
of the true vein, and re-crystallized, upon cooling, in chief 
» abundance upon the exterior of the lode. Soft granitic 
matter of this sort very frequently adjoins the hanging 
walls of the less steeply pitching lodes of magnetic iron-ore 
in New Jersey and New York ; and it would naturally tend 
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to place itself in this position, from its superior lightness 
compared with the metallic matters. 

"Thegneissic strata and their granitic injections through- 
out this district, display a softened, partially decomposed 
condition, extending in many places to a depth of several 
fathoms. This rotted state does not, however, pervade these 
materials to as great a depth as it does in the belt of gneiss 
lying S. of the Chester county valley and nearer the level 
of the tide. To its influence we must impute the fertility 
of the soils resting on the formation, and the soft lines of 
the landscape. Its origin is due, in part, at least, I think, 
to the action of the sea-water, which once evidently rested 
over all this S. edge of the low Atlantic slope of the coun- 
try, dissolving by chemical forces the more soluble ingredi- 
ents of the feldspar, hornblende, and mica. 

'^ Immediately adjoining some of the mineral veins at the 
Wheatley and Chester county lodes, the gneiss is softened 
and decomposed to a very considerable depth, and, in some 
places, in a very thorough manner ; the more micaceous beds 
being converted into a crumbling, purplish-red, unctuous, 
and clayey material, easily crushed in the hand, though 
taken from a depth of many fathoms. This condition, 
w^hich has much facilitated the cutting of the upper adits 
of these lodes, is the result, in all probability, of a chemical 
influence exerted on the materials of the strata by some of 
the elements which belong to the veins, or which passed up 
through the fissures they fill at the time of their injection. 
Highly -heated steam and other volcanic vapors have mani- 
festly been the agents of many of the changes we witness 
in the walls of our igneous veins. At the same time, it 
must be borne in mind that, near the surface, the penetra- 
tion of external water and its carbonic acid, and free oxygen 
along the sides of the lodes, may have assisted this decom- 
position ; and there can be no doubt that these elements, 
thus introduced, by leading to chemical changes and re- 
placements in the constituents of the lodes, have caused the 
formation of several of the minerals we find — the carbonates 
and sulphates, for example, which are usually met with in 
the cavities and nests of the veins. 
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* ' The dip of the gneiss throughout this district is generally 
about S. 20° E.j and seldom at any high angle, the most 
common being 30° — 40° ; but this direction and inclination 
are, in some cases, much affected by contact with the veins. 
These cid or intersect the beds of the gneiss, both in strike 
and dip, even where they seem, by the violence of the dis- 
ruption at the formation of the vein, to have twisted the 
strata from their ordinary bearings. This intei-section or 
cutting shows these to be true lodes. 

'• Of the general relations of tlie mineral veins of the dis- 
trict to each other, enough is already known to convince 
us that these lodes are physicallj'- associated as members of 
one natural group of igneous injections, indicating that this 
is a genuine mineral region, and that the distribution of its 
metallic wealth is controlled by definite and ascertainable 
laws. 

' ' Of the one dozen or more lead and copper lodes of greater 
or less size brought to light in this quite limited region of 
five or six miles in length, and two or three miles breadth, 
the greater number are remarkably similar in their course, 
ranging N. 32°-3o° E. and S. 32°— 35° W. ; and what is 
equally worthy of note, they dij), with scarcely an exception, 
towards the same quarter, (S. E.), though in some instances 
so steeply as to approach the perpendicular. Those which 
do not observe this direction seem, as far as traced, to range 
N. 52°— 54° E., and S. 52°— 54° \V., and by their mutual 
parallelism to each other to constitute, as it were, a second 
subordinate group or system of veins. There are one or two 
other lodes, such as the counter-lode of the United mine, 
which range at even a less angle to the meridian than the 
first or principal set, namely about N. 2(3° E. 

"The i^oint of chief interest is the wonderfully close parel- 
lelism of the more numerous group, embracing the larger 
and more promising veins of the district. 

'' There is no marked difference in the general character of 
the vein-stones of the several mineral lodes, nor any features 
to distinguish as a class those of the red shale from those 
of the gneiss, nor, again, those observing the normal direc- 
tion of N. 34° E. from those of the more exceptional direc- 
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tion of N. 63° E. Yet each vein posesses certain special 
subordinate characteristics in both its non-metallic minerals 
and its ores, and even in its surface vein-stones and gossans, 
by which the initiated observer may recognize its individu- 
ality. 

"The predominant material in all these lodes is quartz, 
then sulphuret of iron ; next to this, perhaps, the suli)hate 
of baryta ; though this is a much more variable ingredient, 
being scarcely seen in the Wheatley and Chester County 
veins, while in others, as in the Charlestown, Morris, and 
United mines, it is in great abundance. Besides these there 
occur frequently the materials of the walls of the veins, but 
in a more or less altered condition. Such are the soft, white, 
felspathic granites in some of the lead-veins, conspicuous, 
for example, in parts of the Wheatley mine ; and he altered 
shale and sandstone fragments involved with the ore in the 
Morris lode. These veins are recognized and traced on their 
"backs" or outcrops by fragments of indestructible vein- 
stones, chiefly cellular quartz and sulphate of baryta, and 
by their gossans or inasses of pulverulent oxide of iron and 
ochreous earth, interlaced with quartz, or filling cavities in 
the lumps of this mineral ; and still more definitely by the 
presence of the metallic ores, sometimes well preserved in 
the cavities or in the body of these fragments ; or oftener 
only in stains and surface coatings of tho phosphate of lead 
or the carbonate of copper. 

"The different lodes differ more, perhaps, in the amount 
and distinctness of the gossan which they show on their 
backs and in their higher levels, than in almost any other 
particulars. In this excellent indication of a good and re- 
munerative metalliferous vein — an abundance of soft brown 
gossan — perhaps none of the lodes of the region will com- 
pare with that of the Wheatley mine. This material, the 
product evidently of the decomposition of the sulphuret of 
iron of the vein, often contains, in this Wheatley lode, es- 
pecially at some depth below the surface, a verj' appreciable 
trace of silver, derived, most probably, from the decomposi- 
tion of argentiferous galena, which is one of the character- 
istic ores of the vein. Sundry assays of its gossans show 
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an average proportion of about ten ounces of silver to a ton 
of the material. 

"The metalliferous and other minerals found in these 
veins form quite a numerous list. 

" Selecting the Wheatley lode as presenting, perhaps, the 
greatest diversity of species, and as that which has received 
altogether the closest study, we find tlie mineralogy of these 
veins represented by the following large and interesting 
catalogue : Sulphate of lead, carbonate of lead, phosphate 
of lead, arseniate of lead, molybdate of lead, chromate of 
lead, chromo-molybdate of lead, arsenio-phosphate of lead, 
sulphuret of lead, antimonial sulphuret of lead and silver, 
sulphuret of zinc, carbonate of zinc, silicate of zinc, sul- 
phuret of copper, green malachite, blue malachite, black 
oxide of copper, native copper, oxide of manganese, native 
sulphur, native silver, quartz, cellular quartz, oxide of iron 
containing silver, liflematite iron, brown spar, sulphate of 
bary tes, iron pyrites, and two or three other species. 

The Wlieatley lode and its mines, 

"A prolongation of the Wheatley Vein, entitled the 
*' Brook dale lode," is really but the extension of the first- 
named vein, as is apparent from its lying precisely in its 
course, the line connecting them not deviating, in fact, the 
amount of half a degree in a distance from the N. E. end of 
the Wheatley levels of more than 3,000 feet to the engine- 
shaft on the back of the Brookdale portion. It is further- 
more confirmed by the correspondence in the direction of 
the dip of the two veins, but especially by the close agree- 
ment, ampunting to identity, between the vein-stones and 
ores of the respective lodes. 

" This remarkably regular silver-lead vein, already one of 
the most extensive, as respects its developed length in the 
country, has been opened and mined at intervals along a 
I'ange of about 3,072 feet. It is first approached from near 
the water level, from the S. W. side of Pickering creek, by 
an adit cross-cut of 410 feet through the Red shale ; the 
distance from this point, where the adit turns into the lode 
to the cross-cut leading from the vein to the main or engine 
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shaft, is 540 feet ; thence along the vein to the most western 
point now reached in the Wheat ley mine, which is, in the 
10-fathom level, 571 feet ; making a total length here wrought 

to the date of the 1st of May, 1853, of 1,111 feet. The main 
,adit level, including the part in the red shale, is 1,279 feet 
long. Between the Wheatley and Brookdale engine shafts 
the distance on the lode is 2,076 feet, and at the Brookdale 
mine the lode has been opened by an adit level a further 
length of 456 feet, making in all the develoj^ed length al- 
ready specified of 3,072 feet. That the lode is prolonged 
several hundred feet beyond the present tarmination of the 
adit of the Brookdale mine, is evident to any careful ob- 
server ; for the surface is marked in the vicinity of the 
course of the vein for this space, by lumps of cellular quartz, 
containing the well-known gossan of the vein, and its dis- 
tinctive ores and minerals. It is certainly an encouraging 
feature in the vein that it thus so well i)reserves all its char- 
acters over so considerable a length. Although there inter- 
venes a space of about 1,501 feet between the S. W. work- 
ings of the Wheatley mine and the N. E. openings of the 
Brookdale, within which the lode has not yet been sought 
for nor proved, there cannot be much doubt that it main- 
tains itself continuously through this interval, and is a re- 
gular persistent vein. 

" In width this vein varies from 1 foot to 2 or 2^ feet, its 
average size in the Wheatley mine being about 18 inches, 
and in the Brookdale adit nearly 2 feet. Thus far it gives 
all the indications of being about as productive in ore in 
the latter mine, at an equal depth, as it is in the former. 
While the Brookdale end is somewhat thicker than the 
other, it is rather more full of quartz ; yet the adit there, 
which is only some 30 feet below the surface, and is at pres- 
ent rather more than 456 feet long, presents for 400 feet 
what miners would call a ''kindly lode for ore," with 
quartz, gossan, phosphate of lead, carbonate of lead, and 
galena, growing somewhat poorer, however, farther towards • 
the S. W. end. The Brookdale shaft, descending on the 
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lode, is only 75 feet deep as yet ; but the lode seems grad- 
ually to improve as the sinking advances.* 

''The dip of the lode in the Wheatley mine is about 2J 
feet to the fathom, or 68° ; while it is steeper in the Brook- 
dale end, being there about 18 inches per fathom, or 76°. 
Its mineralogical characters have been sufficiently described 
already, when alluding topt as the type of the more promis- 
ing lead-bearing lodes of this district. It may be well 
enough, however, in this place, to call attention to what has 
been said under the head of ''General Remarks" upon 
these veins, respecting the prevalence of a soft feldspathic 
granite on its walls, a soft rich gossan in its upper levels 
containing silver, and the gradual reduction in the propor- 
tion of the phosphate and carbonate of lead, with a cor- 
responding increase of that of the galena in descending from 
level to level in the Wheatley mine. This last fact, show- 
ing a progressive replacement of the more easily vaporized 
ores — condensable only in the upper cooler parts of the 
vein — by other ores requiring a higher heat to sublime them, 
gives us, as already intimated in a former statenient, aright 
to anticipate a somewhat further augmentation in the quan- 
tity of galena as the mine descends. By indicating the 
energy of the igneous action which attended the injection 
of the metalliferous materials in the fissure, these more 
readily sublimated compounds are in themselves an assur- 
ance of the probable permanency and constancy in size of 
the lode. That this vein is the product of true igneous or 
volcanic agency from a deep source within the earth, is not 
only clearly implied by all that has been here stated of its 
geological and mineralogical features, but is plainly demon- 
strated by the occurrence of pure volcanic or crystalline 
sulphur in the cavities of the less compact masses of the 
galena or sulphuret of lead. Were a conclusive proof of an 
igneous origin really needed, it would be furnished, I con- 
ceive, by this interesting fact. Other and equally striking 
evidences of the force with which the vein was injected will 



*At date of Aa^at 1, 1858, the shaft wm down 110 feet; and a level, at 90 
feet depth and 20 fathoms long, exhibited a muoh rioher condition than the 
adit-level above. 
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present themselves in the cross courses of trap-rock, inter- 
sected and displaced by the lode. 

Extent and condition of the Wheatley mine in 1853, 

" The Adit-Level. — The adit or water level lies at an aver- 
age depth beneath the surface of about 8 fathoms. Its total 
length is 1279 feet. ' Of this space, 410 feet are through red 
shale from the adit mouth to the lode. From this oblique 
cross-cut it is 540 feet long the lode to the short cross-cut at 
the engine-shaft. Thence to the W. whim-shaft it is 194 
feet, and beyond this the adit extends 135 feet farther. 

" The 10' Fathom Leoel, — This level has a total length at 
the present date, May 1, 1853 of 935 feet from the end of 
the engine-shaft cross-cut to its present S. W. terminus. It 
has now been driven 604 feet ; and from the same point to 
its N. E. end it is 331 feet long. It extends, therefore, 
about 275 feet past the S. W. end of the adit-level. 

" The W'Faihom Level. — Up to the same date, the 1st of 
May, this level had been driven S. W. from the engine- 
shaft cross cut 465 feet, and N. E. from the same point 
about 95 feet, being a total length of 560 feet. 

^^Of the Shafts and Winzes. — There are five external 
shafts and six shorter interior ones — called winzes by 
miners — connecting the different levels. 

" The EngirteShaft. — The main shaft of the mine, by 
which all the water is lifted, and a portion of the ore also, 
has a present depth of 234 feet. It is perpendicular, and 
enters the gneiss rocks at a point 122 feet S. E. from the 
lode at the surface. At the adit-level, its distance from the 
lode, in consequence of this being nearly perpendicular in 
its upper portion, is still 120 feet ; opposite the 10-fathom 
level its distance is 103 feet, and at the 20-fathom level the 
space is 76 feet. On the assumption that the present very 
regular rate of dip of the lode will continue, the shaft will 
be off from the 20-fathom level — ^not yet quite reached — 
about 51 feet, and 26 feet from the 40-fathom, and only 1 
foot from the 60-fathom level, a little beneath which it will 
• enter the lode. This shaft is, in regular-dipping gneissic 
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Strata, penetrated here and there with injections of granite 
and sienite. 

" The S. W. whim-shaft^ 194 feet S. W. from the engine- 
shaft, descends in the lode, and has a depth of 174 feet. 

" The N. E. whim-shaft^ 311 feet from the engine-shaft, 
is not in the lode, bnt in the gneiss rocks, and is so placed 
that it will cat the lode at the 20-fathom level. Its present 
depth is about 100 feet. 

^' The two adit' shafts meet the lode at the adit-level, and 
are only for ventilation. They both are to the N. E. of the 
engine- shaft- the first at 201 feet from it, with a depth of 
67 feet ; the second at 530 feet from it, having a depth of 40 
feet. 

^' Of the winzes within the mine, there are two which de- 
scend from the adit-level to the 10-fathom level ; one of them 
situated to the N. E. of the engine-shaft cross cut, and the 
other to the S. W. of it. 

"The other four descend from the 10-fathom level to the 
20-fathom level ; and of these, one is N. E. of the engine- 
shaft cross-cut ; one lies between this cross-cut and the W. 
whim-shaft, while the remaining two are to the S. W. of 
this whim-shaft. 

.^^JVote. — Subsequently the 10-fathom level has been ex- 
tended 72 feet, and the 20-fathom level 168 feet. 

Product of the mine in ore. 

"I will now present some notes of the past productive- 
ness of the mine, with my views of its prospective yield. 

'* Good ore has been extracted in stoppings even between 
the surface and the adit-level : for example, near the engine- 
shaft cross-cut, for a length of about 40 feet. In the next 
lift, or between the adit-level and the 10-fathom level, the 
mine has yielded good ore in three stoppings : one, N. E. 
of the engine cross-cut, 40 feet long and 30 feet high ; an- 
other, just S. W. of the cross-cut, 80 feet long and nearly 
up to the adit-level, or about 56 feet high ; while the third 
or largest was both N. E. and 8. W. of the W. whim-shaft, 
and had a length of 214 feet, and an average height of some 
36 feet. 
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"In addition to this portion already taken out, I would 
observe that there was in 1853 a mass of ore still above the 
10-fathom level, at its extreme W. end, some 35 feet in 
length. 

''Between the 10-fathom and the 20*fathom levels there 
has been very little ore removed as yet, the chief piece of 
stopping being a little S. W. of the engine- shaft cross-cut. 
Another mass, about 50 feet long and only 9 feet high, has 
been taken chiefly from the S. W. of the whim-shaft ; and 
there is yet a third stopping, on the main lode at the S. W. 
end of the aO-fathom level, 46 feet in length, but carried up 
at present no more than some 12 feet on an average. 

''In the portions of the main lode which seem to promise 
a profitable future yield, there remains some ore above a 
long stopping near the W. whim-shaft above the 10-fathom 
level. The ground S. W. of this old stopping is dead, and 
beyond it we find 36 feet of good stopping-ground to the 
present end of the level. 

"Prom the 20-fathom level on the N. E. end, N. E. of the 
engine-shaft, occurs a piece of good ground, almost 40 feet 
long, near the winze S. W. of the engine-shaft cross-cut. 
This first piece is 66 feet long between the cross-cut and 
winze. A second piece, beginning 60 feet N. E. of the whim- 
shaft, and extending for some 260 feet to the present 6nd 
of this level, though in places quite lean, will pay well for 
stopping. At the S. W. end of the workings, the lode ap- 
pears of average richness. On the 10-fathom level there is 
a cross trap-dyke 3 or 4 feet thick, and beyond this the vein 
is resumed, but is at present thin, being only jast at the 
dyke. The 20-fathom level is not as far forward within 150 
feet. Xt ends in a very fair lode, and has very recently in- 
creased both in size and richness, the ore part being estima- 
ted to be 2 feet thick, and to yield 3 tons of ore per fathom. 

BrancTies /rom the main lode in the Wlieatley mine. 

"An interesting and encouraging feature in this vein, be- 
traying the energy and extent of the rupturing and injecting 
force, is the presence of several branch lodes which fork off 
at an acute angle from the main mass, and for the most 
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part, re-enter it again at a similar obliquity, insulating at 
the same level, at least, a thicker or thinner mass of the ad- 
joining rock. These enclosed ''horses," as the miners call 
them, are sometimes entirely insulated in certain mines, 
sometimes only partially so. In the Wheatley lode, the 
principal one points oflf to nothing upwards, and feathers 
off in both directions horizontally, by the branch veins run- 
ning into the main lode upwards as well as horizontally ; 
but whether it is thus surrounded in the downward direc- 
tion cannot be known, since it is growing progressively 
thicker from level to level descending. That this branch 
lode will eventually enclose the " horse " in the downward 
direction, seems altogether probable, from its appearing to 
be so essentially a true branch shot upward and laterally 
from the main injection of ore. 

' ' The branch veins, as now developed, are — 

' ' First. A branch vein or offset from the main lode, which 
turns out and re-enters it, insulating* a horse. This branch 
at the 10- fathom level is 80 feet between its two junctions 
with tlie main lode, and at this level it recedes 9 feet at the 
thickest part of the horse. The horse contains strings of 
phosphate and carbonate of lead. This branch joins the 
main lode about 20 feet above, back of the 10-fathom level. 
It dips steeper than the main lode, underlying not more 
than 6 inches in a fathom ; for, at 16 feet below the 10- 
fathom level, the cross-cut to it is 12 feet long, and it will 
be 20 feet at the 20-fathom level. 

"This branch yields good ore throughout, chieiiy galena. 
Its average thickness is about 9 inches, and it is richest 
where the horse is widest, and thins at its junction with the 
main lode. 

"Opposite this branch the main lode contains galena and 
phosphate of lead as on the 10-fathom level — good ore, say 
about 13 inches in thickness. 

"There is another branch also on the N". W. or underlying 
side of the lode, visible in the 10-fathom level, but opened 
and mined from the 20-fathom level. It has been mined 60 
feet from the S. W. point of the horse N. E. to where the 
workings now are ; but it has not been worked round into 
the lode. 
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''This branch, like the other, is nearly perpendicular, un- 
derlying not more than 9 inches per fathom. The horse, at 
the thickest, is about 12 feet, and at the present end of the 
workings, 6 feet thick, the biimch now approaching the 
main lode. 

"The horse is streaked with thin veins, and has chunks 
and strings of galena, carbonate of lead, &c. There are 
symptoms of other branches or turn-outs of the vein, some of 
them on its S. E. side ; but these two, here mentioned, are 
the only ones now working. 

' ' These branches, it will be seen, promise to contribute 
quite a considerable auxiliary amount of ore to that derived 
from the main lode, and they deserve to be very carefully 
sought and pursued. 

"Of the other or productive half, a careful study of the 
Wheatley mine induces me to believe that the average yield 
in good ore, calculated to the square fathom, is from IJ to 
li tons. 

"It is in the power of any person, from these data, and 
from the other elements of length and depth already pre- 
sented, to estimate for himself, on the reasonable assump- 
tion of a permanency in the averages I have ventured to 
give, the total future yield of the whole lode, embraced be- 
tween the limits within which it has been opened, and is 
now being wrought, in the Wheatley and Brookdale mines. 

"In support of the general accuracy of my estimate of 
February, 1852,'of the quantity and aggregate value of the 
ore then accessible in the mine, I beg leave to mention, that 
I learn from the books of the company, that the quantity 
of marketable ore actually extracted from those workings 
and sold, proved to be almost exactly what I at that time 
computed it, as it lay unbroken in the mine. 

" The Brookdale lode^ or, more strictly, the Brookdale end 
of the Wheatley lode — for every indication implies that the 
two mines are situated on one and the same metalliferous 
vein — has been already sufficiently described in referring to 
the features of the whole under the name of the Wheatley 
lode. There would seem to be very little room to doubt 
14 C\ 
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that tliis assumed continuity of the vein really exists ; for 
though both the Wheatley and the Brookdale portions, in 
certain sections of their length, deviate considerably from 
the direction of the line joining the most distant shafts, yet 
the vein appears to return again to this general average 
course, the departures being neither very wide nor long. 
The same undulation in its course is noticeable at the Brook- 
dale end which we witness in the Wheatley portion. Though 
the actual distance on the lode between the S. W. end of 
the present workings in the Wheatley mine, and the near- 
est positively proved point in the Brookdale mine, is about 
1308 feet, yet the coincidence in direction in the surface 
vein-stones, and in the ores, and all their accompaniments, 
is so striking as to convince every attentive observer that 
the two mines are seated upon one and the same lode. Re- 
ferring to the general statements given in the preceding 
sketch of the geological and mineral features of this vein, 
and its relations to the other veins of the district, I proceed 
to offer a few notes and observations respecting the Brook- 
dale mine. 

'' The length of lode opened by the adit-level is about 456 
feet, but there are decided indications on the surface along 
the course of it, even a few hundred feet beyond the point 
at which the adit at present terminates, that the vein still 
continues. The lode through much of the Brookdale ground 
or sett, outcrops near the bed of the little transverse valley 
which descends N. from a range of higher kmd ; as a conse- 
quence, the adit-level is not deep beneath the surface, being 
nowhere lower than 6 fathoms, and, on an average, only 4 
fathoms. 

'* In this adit-level, the lode is stained with spots of carbo- 
nate and phosphate of lead, and with galena, for a length 
of about 400 feet, or within some 60 feet of the end of the 
level. The gossans, vein-stones, and ores of the Brookdale 
mine are identical with those of the Wheatley, and it ex- 
hibits in its hanging wall precisely the same variety of soft 
white feldspar and quartzose granite which distinguished 
the same wall of the latter, and which I have so very often 
noticed to be the accompaniment of our richest metalliferous 
veins. 
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"Above this adit, several tons of marketable ore were pro- 
cured at no greater depth than some 20 feet ; and below this 
level the vein steadily improves in richness in the shaft. 

' ' On the whole, the indications of a productive vein in the 
lower levels of this mine seem encouraging ; but to open the 
lode satisfactorily, a powerful pumping-engine is indispens- 
able. The position of the vein so near the bed of a ravine 
will render this mine a wet one ; and although the present 
excellent engine of 60 horse power will be competent to the 
drainage of the first upper levels, it can never grapple with 
the burden of water to be lifted when the workings grow 
deep and extensive." 



Granite, greenstone, and augitic trap dykes penetrate the 
gneiss in various parts of northern Chester ; and with them 
occur veins of magnetic iron, and copper and zinc ore, which 
will be described in the following township report, on pages 
to be found by reference to the '* Index to Chester county." 

The granite injections are for the most part a coarse binary 
mixture of white opaque feldspar and quartz, tending to 
surface decomposition. The dykes are narrow, with nearly 
parallel walls and ramifying veins, sometimes cutting the 
gneiss rocks perpendicularly ; in other cases running be- 
tween and dying out in tortuous branches among the con- 
torted layers. A somewhat common variety consists of 
quartz, greenish semi-translucent feldspar, and a small pro- 
portion of hornblende. The white f eldspathic granites seem 
most to abound in southern half of the district where the 
gneiss rocks resemble them. The hornblende augitic vari- 
ety (with its minerals) prevail in the northern part, where 
the mother rocks are also more of this kind. The prevail- 
ing direction of the granite dykes is N. 55° or 60° E., and 
the dip, where not vertical, is steeply S. E. 

The trap dyJces are narrow, closely crystalline, fine-grained, 
bluish, hornblendic in all directions, but usually E. K E. 
Small trap dykes are common in Vincent and East and 
West Nantmeal. The two high hills near Warwick furnace 
are the largest masses of trap in the township. (H. D. R.) 
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Fossils of the Mesozoic red shale and sandstone. — In 
the Connecticut valley immense numbers of foot-prints, 
mostly of three-toed animals, have been found in the quar- 
ries, and preserved in the great museum at Amherst, and 
in other lesser collections. These animals were at first sup- 
posed to be birds, and a few of them gigantic batrachians 
(frogs) ; but subsequent discoveries in many parts of the 
world, and especially in the western territories of the United 
States, have proved them to be large sauroid (lizard-like) 
animals with certain bird-like features. The foot-prints 
are pictured in a quarto memoir by the late Dr. Hitchcock, 
Geologist of Massachusetts and President of Amherst Col- 
lege. Some of these foot prints may have been made by 
early forms of birds ^ such as are known to have lived in 
that early age, and to have had their mandibles set with 
fine teeth; but the majority of them were undoubtedly 
made by reptiles^ some of which were furnished with wings. 
This is proved by the sudden commencement and termina- 
tion of the rows of foot prints, showing that the creatures 
alighted on and again rose from the shore mud into the air. 

In Lehigh county, Pennsylvania, saurian bones were 
found, described by Dr. Isaac Lea, under the name of Clep- 
sisaurus pennsylvanicus* 

At Phoenixville, while the tunnel was made, many fossil 
bones, teeth, and plants were thrown out, and collected by 
Mr. Charles M. Wheatley. Prof. Rogers found here a tooth, 
which he figures, Greol. Pa. , II, page 693. Dr. Lea supposed 
this tooth to have belonged either to a Clepsisaurus^ or to 
another lizard called Centemodon sulcatus^ found in New 
Jersey, t 

Clepsysaurus Leai was afterwards found in Pennsyl- 
vania. 

* So named beoauae of the resemblanoe of the vertebral bones to an hour- 
glass. 

t Proo. Amer. Aoad. N. S., Philada., June 2, 1857, Dr. Leidy's discussion 
of the TMynAheeodont character the teeth of OlepsiaauruBf dtc, la to be found 
in Proo. A. Acad. N. S., Phil., June 9, 1857» 
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Oanoid fish scales have also been found at Phoenixville. 
Several species of Catopterus occur in other States ; and an 
Ischypterus in New Jersey. » 

In Virginia Prof. W. B. Rogers, in 1842, found other 
fossils, which he communicated to the Boston Soc. Nat. 
Hist., in 1854. 

In North Carolina, Dr. Emmons found other reptiles 
which he named Rutiodon Caroliniensis^ Palceosaurus 
CaroUnensis^ and Palceosaurus sulcatus. 

Another reptile, BaUiygnaihus borealls, was found in 
Prince Edward' s Island. 

Prof. Frazer found large bones in York county, which 
Prof. Cope pronounced reptilian. 

Of small crustaceans, several species of Oypris and Es- 
therea have been found in Pennsylvania. 

No mollusJcs (shells) and no radiates (star fish) as Prof. 
Dana says (1880) have been found in our eastern Mesozoic 
rocks ; a fact which points to their having been fresh or 
brackish water deposits. 

The only fossil insect^ a larva of some Neuropterid (Ephe- 
mera ?) about three quarters of an inch long, was found in 
the Connecticut river valley; but Prof. Hitchcock * named 
nearly thirty species of unknown animals from rows of 
small foot tracks, the impressions of which have been left 
in the soft red shales. Some of these tracks may have been 
made by the larvae of insects ; others by the small crusta- 
ceans. 

Plants are numerous at one or two horizons in the Meso- 
zoic formation ; referable to Equisetes (horse-tails) ; Za- 
mites^ therefore Triassic ; with lignitic fragments of conifers. 

Plants have been recently found by Prof. Cook in the 
lower part of the formation in New Jersey which have a 
Permian aspect. 

Recent memoirs, by Prof. Fontaine of the University of 
Virginia, and by Prof. O. J. Heinrich, on the Mesozoic of 
Virginia and its fossil plants, throw a flood of light upon 
its constitution, showing clearly that it can be divided into 
sub-formations. 
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Chapter III. 

Oeological notes in the several TownsJiips of 

Chester county* 



By PERSIFOR FRAZER. 



Preliminary Remarks. 

Varieties of Rock in Chester County, 

There are nine distinct groups of rocks recognizable within 
the limits of Chester county, but it is not easy to arrange 
them in any exact chronological scale at present, owing to 
certain vexed questions of structure to which allusion must 
be continually made. So far as they have been made out 
they are as follows, beginning at what are presumed to be 
the lowest : 

a. Certain syenites and feldspar porphyries, which by an 
unusual paragenesis occur frequently together. The feld- 
spar porphyry is a coarsely crystallized rock, made up of 
potash feldspar and white or sometimes amethystine quartz, 
and also occasionally containing enough mica to entitle it 
to be called a coarse porphyritic granite. 

The syenite is a dark compound of hornblende and white 
feldspar, having in the ruts of the roads which cut through 
it iron stains, weathering into the familiar "nigger-head" 
bowlders, and producing also an impure clay. Some rocks 

* Most of the obseryations recorded in the foUowlng pages were made in 1879. 

(216 C*.) 
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resembling this syenite have been analysed by Dr. Gtenth 
and found to contain labradorite and audesite with pyroxene. 
They will be alluded to in another place, but the occurrence 
is interesting. 

6. Next to these come their imitations — often difficult to 
distinguish from the originals, and where the juxtaposition 
of syenite and feldspar porphyries has in all probability 
been inferred. Thin sections of the gneisses in this area 
show a marked increase in potash, feldspar, and micro- 
cline. 

c. Next come the mica-schists, which in one form or an- 
other cover the larger part of the area of the county. In the 
south-east and north-west these rocks are crystallized, and 
shed their mica on the fields and roads as do the gneisses 
of the Philadelphia region. Towards the south-west margin 
of the county the detached mica is also conspicuous, but in 
the massive rock it is much convoluted and more crystal^ 
line in clmracter. The only portions which are really argil- 
litic and almost cryp to-crystalline are those immediately 
south of the Chester valley and in the eastern part of the 
county. 

d. Throughout an area widening from the east from one 
mile near Eagle Station to fourteen miles or more along the 
Octorara creek and touching the northern outcrop lines of 
most of the limestone and serpentine patches which extend 
along this belt, there occur thin mica-schists of more foliated 
and crystalline character which cannot be otherwise desig- 
nated and yet are in all probability different in age, as they 
are in texture, from the true mica-schists of the Delaware 
and Delaware county border. Part of these are undoubt- 
edly above the limestones which lie in detached masses over 
the southern part of the county, and part of them are equally 
certainly below. Some of them are garnetiferous. 

€, Within this triangular area just referred to are irregular 
included areas of more or less chloritic rock, and some of ar- 
gillitic or hydra-mica-schists. It was intended to separate 
these areas from the general mica-schist region and from 
each other ; but this attempt, when reduced to paper, had to 
be abandoned, so impossible to suppose as the results of 
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natural divisions were the boundaries thereby produced. 
This part of the mica-schist then is distinguished from the 
coarsely crystalline mica-schist by the fineness of its com- 
ponent parts, the occurrence within it of chloritic and ar- 
gillitic areas, its proximity to and apparent connection with 
the largest limestone area, and the abundance of the milk 
quartz which it contains. 

/. Next in order of age come the limestones. The plural 
number is preferred in speaking of them because it is not 
certain that they all belong to one age. That they formed 
most important "benches" in the stratigraphy will suffi- 
ciently appear from the frequency with which they have 
been named already. Limestones generally imply clay ; and 
whatever may be the cause, they are too frequently joined 
with limonite and other mineral occurrences to permit of 
the explanation that these connections are merely apparent 
or fortuitous. Admitting that the limestone of the Ches- 
ter valley is contemporaneous and in fact continuous with 
that of the Lancaster deposit, the same by no means follows 
for the outlying patches of southern Chester county. Their 
dip is usually south. Some of them are clearly imbedded 
between crystalline rocks when cropping out at high angles, 
and sometimes this is the case under the former condi- 
tions. 

It has been elsewhere said that the freedom of these south- 
ern small patches of limestone from magnesia was enough 
greater than that of the main mass to imply for them a sep- 
arate genesis. 

Towards the east in the Chester valley limestone and very 
generally in the small basins the limestone is partly highly 
crystalline, in fact a marble. There are two colors which 
distinguish it. That of the valley rock is generally blue, 
striped with thin or thick layers of white limestone ; that 
of the others more generally lighter blue to gray. Both 
weather alike into irregular pits and honeycomb texture 
when exposed. 

One isolated patch of limestone — the only one observed 
north of the Chester valley — deserves mention on account of 
its resemblance to the isolated patches so frequently alluded 
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to above, south of that marked median belt. It occurs near 
the south-east corner of Honey Brook township, and near 
to but not actually touching the border line between the 
mica-schists and the quartzite and sandstones which there 
form a large peninsula. It forms a narrow strip of small 
extent. 

g. Perhaps before the limestones the serpentine should 
have been mentioned, especially as this rock, everywhere 
causing its outcrops to be named "Barrens," has been 
utilized in Chester county for building stone, and its pro- 
duction has built up a large industry. 

The serpentine, originally supposed to be of igneous origin 
and very generally now assumed to be a separate and dis- 
tinct formation, allows neither of these characters to be dis- 
tinctly proven. As a general rule, where exposed it is so 
fractured and broken as to make the determination of its 
dip very difficult or altogether impossible. But its strike 
cannot unfrequentlybe pursued, in almost straight lines, for 
miles, though these lines have not always any ^certainable 
relation with the strike of the rocks near which it occurs. 
There seem to be two different positions in which it occurs : 
one as the margin of the chloritic schists, and one among the 
mica-schists themselves away from any other rock. As an 
example of the first case it is found in Easttown township, 
between the argillitic mica-schists, and north of a dyke of 
trap, on the other side of which however it very soon ap- 
pears to the westward. Of the second case are the occur- 
rences in East Goshen and Westtown townships. 

It is most largely developed in the extreme south-western 
extremity of the county, in Elk and West Nottingham 
townships, where it joins the deposit described in the Re- 
port on Lancaster county, and crosses the Maryland border 
and the Susquehanna river, forming the mines of Verd 
Antique, which has been noticed in a previous volume. 

It is difficult to assign an age to this rock on stratigraphi- 
cal grounds, or to give a satisfactory account of its origin. 
The hypothesis that it is a layer of magnesian schists al- 
tered in place, while the most satisfactory in many respects, 
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does not account for all that may be observed with regard 
to it. 

h. The New Red sandstone or Mesozoio sandstone has 
been too often described and is too uniform to need ex- 
tended comment. It covers the extreme northern part 
of the county, and, as is generally the case in Pennsylvania 
its dips are in the N. W. quadrant, with moderate strength. 
Its constituent strata are either brick red or grayish drab 
with some greenish shales. 

Its various layers are minutely set forth in the York 
county report, and what was said of its character there is 
applicable here. It is loosely compacted, most frequently 
arenaceous ; it produces a thin and poor soil except for cer- 
tain plants which thrive on a light soil, well manured ; it 
contains occasional belts more or less spangled with mica- 
ceous* iron ; it carries its usual trap-dykes ; and it is di- 
vided by numerous cleavage planes. It is not known to 
contain any valuable deposits in Chester county except the 
fossil remains found in the cutting for a tunnel near Phoe- 
nixville. But on or near the contact of this with the under- 
lying formation many valuable mineral deposits have been 
found, to be mentioned in their proper place. 

L Next come the trap-dykes, of which there is no lack 
even in the comparatively small area covered by the New 
Red in Chester county. These are capricious, of irregular 
form, and one at least recalls those lens-shaped masses in 
York county, which seem to have been caused by overflows 
of molten material pouring up through a rift in the earth's 
crust much smaller than tlie area they now cover. 

These traps have b^en collected and thin sections of them 
have been prepared for the microscope similarly to those of 
the counties of Lancaster, York, Adams, which have been 
partially described. They are generally dolerites, which 
have now and then a syenitic texture and appearance, but 
contain as a base pritcipally augite, labradorite and mag- 
netic iron ore octahedra^ which latter are usually to be found 
in the road gutter for some distance from the descent from 
the dolerite areas. 

y. Finally are to be mentioned the gravels of various re- 
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cent periods which have been studied by Prof. Henry Carvill 
Lewis, first mentioned in some papers included in the pub- 
lished proceedings of the Mineralogical and Geological Sec- 
tion of the Academy of Natural Sciences of Philadelphia for 
1877-1879, and soon to be fully described in his special Re- 
port on the Glacial Moraine in Pennsylvania (Z). 



1. North Coventry. 

This township is the extreme northern of Chester county, 
and lies on the bank of the Schuylkill river opposite Mont- 
gomery county and Pottstown. The hills which border the 
river and which run into Berks county on the N. W. are 
comparatively high masses of more or less disintegrated 
loose friable sand very generally deprived of coloring mat- 
ter by constant leaching of the rains, and from this fact 
do not closely resemble the typical Mesozoic or Red sand- 
stones, but present to the eye an uncultivated area of yel- 
low sand over which for the most part spreads a scanty 
vegetation of stunted pines. 

There is an outcrop of red-shale on the river road about 
450 meters (or yards) west of the residence of Jacob Neiman 
on the township map. It passes south from the river 
along the western border of the township from Lewis Bach- 
man'stoand beyond the German Reformed church; and 
this is true also of that portion of this formation further 
east, where rocks of the same character occur from a little 
south of Henry Ecker's to John Haldeman's, within half a 
mile of the E. Coventry line. 

There is no part of this township in which other rocks 
than those characteristic of the Mesozoic formation occur, 
although it is necessary to include under these the doleritic 
traps of which a narrow tongue from* the large mass in the 
adjoining township of Warwick penetrates the extreme 
southern and western border, on the place of David Smith. 

Nothing of interest was observed with reference to these 
Mesozoic rocks in North Coventry, which , have the well 
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known dip, strike and physical characteristics of the mem- 
bers of this formation. 



S. Sovth Coventry. 

This adjoins North Coventry on the south from which it 
is separated partly by Pigeon ci;eek and partly by artificial 
boundaries. The same Mesozoic rocks just described con- 
tinue south over the greater part of the township down to 
French creek, which forms the boundary between them and 
the Azoic series alluded to already in a previous page. 

In the northern part of the township these rocks are yellow 
and red sandstones and shales, showing wherever exposed 
in place the dip usual to this part of the Mesozoic sand- 
stones ; but towards the S. W. margin of the formation 
there occurs at many places large numbers of fragments and 

m 

debris of the older and adjacent rocks including the quartz- 
ites, and the rock of doubtful signification called alternately 
conglomerate, feldspar porphyry, &c. Besides this there 
are small detached collections of dolorite fragments, sug- 
gesting the presence of a dyke, of which the course and 
features are hidden beneath the soil. 

Near the place of John Reagan a coarse quartzose gneiss 
appears to dip S. E. at a moderate angle ; and this is the 
character of the material and its position north, on the 
same roaH, past RicharA Williams and Joseph Reignor, to 
the intersection of a road leading into the adjoining town- 
ship of East Nantmeal. About 700 yards west, on this road, 
occurs coarse rotten gneiss, with a considerable quantity 
of kaoline^ which seems to dip ±40"^ to the N. E. All this 
is in the extreme southern corner of the township. 

[A plumbago vein runs through the gneiss, three quarters 
of a mile north of Reagen's, or a quarter of a mile south- 
west of Pughtown, of which Prof. Rogers says, in the final 
report of 1858 : 

*' Near the junction of Beaver creek with French creek, 
or a short distance to the S. W. of Pughtown, there is a 
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vein of impure plambago on the farm of Jesse Hawley. It 
occurs between beds of gneiss, is about 3 feet in thick- 
ness, and dips with the strata to the S. E. about 45°. The 
plumbago is pulverulent, and mixed somewhat with foraga 
matters, especially oxide of iron, oxide of manganese, and 
some of the minerals of the gneiss, in a state oi disintegra- 
tion. The excavation exposing it is a very superficial one, 
being merely a drift, of the length of a few fathoms, pene- 
trating the vein at the water level. After being mined, the 
material is broken, screened, and washed, when it is packed 
and sent to West Chester, there to be converted into a fire- 
proof mineral paint for railroad cars, houses, barns, and 
other structures. This paint is prepared dry, and also 
ground in oil. It has been found very useful in resisting 
atmospheric exposure, though it has been employed as yet 
to a very limited extent." 

The occurrence of veins of plumbago like this one, and 
the two others to be mentioned in West Pikeland and 
Upper Uwchlan townships stand for what they are worth in 
evidence of the Lauren tian age of the gneiss,] 



5. Bast Cotentry, 

This lies immediately to the eastward of the two to\vn- 
ships just described and wholly wifcliin the Mesoz^ic rocks. 
It is sejmrated from Montgomery county by the Schuylkill 
river. What has been said above will apply to the rocks 
of this township. 



^. East YinceuL 

This lies S. E. of East Coventry township along the right 
bank of the Schuylkill and wholly within the Mesozoic 
series. 

French creek which forms its S. W. boundary separates 
very sharply these rocks which make up its entire area from 
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the Azoic rocks. A large part of the western half of this 
township is covered by loose sand. 

The river shore of the township is broken by two short 
curves of the stream, which make a narrow point of land 
pointing nearly due north, indicating the place where the 
river, having encountered a layer of more than average re- 
sistance, alters its course by 180° and descends again nearly 
due south to the borough of Springville, which forms the 
eastern edge of the township on the river. This same to- 
pography is repeated, once above, and twice below this point, 
between it and Valley Forge. 



5. Hast Pikeland. 

This adjoins East Vincent but unlike the latter it is di- 
vided into two parts by a line of which the general direction 
is N. W. and S. E. 

The upper (N. E.) and longer portion is composed wholly 
of the Mesozoic sandstones and shales ; the lower (S. W.) 
part wholly of the Azoic series. 

The line of demarcation crosses the township line near 
Gottlieb Keebler's house in West Vincent township, and 
after curving N. E. to Kimberton station on the Pickering 
Valley R. R., turns S. E. near Samuel Bartollett's house, 
crosses a branch of French creek and the road between 
Kimberton and Pickering P. O., and runs nearly parallel to 
and a short distance S. W. of the road till it passes the 
border into Charlestown township. 

For a part of this distance the Mesozoic measures are rep- 
resented by gravel and the Azoic covered by an abundance 
of milk quartz and quartzose sandstone fragments. 

[The Baby mine of brown hematite iron ore, situated one 
mile south-west of Kimberton railroad station, and an eighth 
of a mile oflf the railway line to the north-west, is owned by 
the Rev. Mr. Raby. Several hundred tons of ore have been 
stripped, most of it going to S. Til ton's Plymouth furnace, 
at Conshohocken. The mine is still worked, (Nov. 1882,) 
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yielding about six tons per day. The washing is done by 
horse-power.] 



6. Schuylkill. 

This joins East Pikeland on the S. E. and along the river 
in its descending course. The upper part of the township is 
covered by the Mesozoic series and includes a locality in the 
vicinity of PhoBnixville celebrated for the discovery by Mr. 
Charles M. Wheatley of many mineral species and fossil 
forms, most of the latter having been studied and classified 
by the labors of Prof. E. D. Cope. The Eeading E. R. 
cuts through a long hill by means of a tunnel about half a 
mile long and between certain beds in this tunnel were 
found the fossils just mentioned. 

The southern margin of the Mesozoic is a waved line 
which divides it from the Azoic to the south and meets the 
river at a point a short distance south of Valley Forge.* 

The direction of dip of the Mesozoic shales at this point 
forms a curious exception to the ordinary rule of N. W. 
dip. It is E. 30° S.-45° ; but inasmuch as this is on the 
extreme border line of the formation it may easily be as- 
cribed to a sagging or bending downward of the upturned 
basset edges of the rocks where they have been left unsup- 
ported by the crumbling of the underlying rocks. 

This line passes near the house of John Kane in Charles- 
town, and runs a little north of east, again descending near 
the residence of John .Christman, and nearly through the 
'* Chester County mine," skirting the mine of the "N. Y. 
and Boston Silver Lead Co.," crossing a branch of Pick- 
ering creek in a direction a little north of east and close by 
the school-house ; it follows very closely the Valley Forge 
road to its last deiiection northward, and maintains its 
course straight across the long Valley Forge dam. 

The southern boundary line between the Azoic rocks and 
those of evident Potsdam age is much more irregular and 
waved. It enters the township near its extremest southern 

* For a minute description of this border see pp. 183 and 101 of this report. 
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corner, and runs N. E. for over a mile at an acate angle with 
the State road, which it crosses and bends southward 
slightly till it passes a fork from the State road leading to 
Valley Forge. It then runs N. E. nearly parallel to the 
fork, leaving a high and rather abrupt hill, of which the 
top is mainly composed of a yellow sand, while the con- 
tiguous Azoic rocks are represented by pink and blue crys- 
talline quartz fragments (conglomerate) and hornblendic 
gneiss, (or syenite.) 

After following this road to a point a short distance west 
of Wm. Rossi ter's house the boundary line again turns 
south, passing near the residence of Jas. McGivene, when 
it bends again northward, and after a few similar waves 
joins the boundary of the New Red west of the Baptist 
Church. 

These waves are formed by the interlocking noses of hills 
of Potsdam and hornblendic gneiss or quartzose conglomer- 
ate. From the N. Y. & Boston Silver Lead Co.'s mine on 
the west to John G. Crawford's house, and thence east to 
the Forge dam, the Azoic measures are composed of success- 
ive alternations of hornblendic gneiss and quartz con- 
glomerate or feldspar porphyry. 

[There is nothing of importance to remark about three 
fourths of the township occupied by Mesozoic rocks. But 
the border of this Mesozoic area is made extremely inter- 
esting by the range of lead and copper mines east of Pick- 
ering creek, of which the old Wheatley inine (now the New 
York and Boston Silver Lead Company's mine) is the 
principal. These have been minutely described on pages 
196 and following pages of this report, as they were to be 
seen in the years of their most active exploitation, where 
their character and value could be best studied. 

The local map to illustrate this range, constructed for 
Prof. Rogers, will serve as a useful and suggestive illustra- 
tion also of the great defects of our maps. Let the reader- 
compare it with the tovraship map of Schuylkill in the 
Chester county atlas, and he will be astonished at the in- 
congruities. 

The gneiss area south of* the Pickering creek mineral 
16 C\ 
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range has also been sufficiently described on pages 160 ff ; 
and the strip of Potsdam sandstone along the southern 
border of the township on pages 151, 152, of this report.] 



7. C harUstown. 

This lies west and a little south of Schuylkill, and like 
the latter has representatives of the three principal forma- 
tions hitherto described within its borders. 

The line which divides the Mesozoic sandstone (of which 
there is only a very small strip in Charlestown township) 
from the Azoic rocks passes the township's eastern border 
a little north of its crossing by the State road,* and after 
two narrow and deep folds near Buckwalter's house, passes 
in a sinuous line west of George Snyder's and Jacob Wag- 
oner's houses and crosses into East Pikeland half a mile 
north of Joseph Wagoner's house. 

The southern border of the Azoic measures follows with a 
very curved line the general direction of the Chester valley; 
but there is a constant deviation from the line of the axis 
of this valley which is constantly restored, so that the trace 
on paper resembles a series of curves of which the N. E. 
faces are more nearly normal to the Chester valley axis than 
the N. W. faces. In fact if this structure were represented 
on a sufficiently large scale it would represent a series of 
anticlinal axes, oblique to the axis of the Chester valley, but 
parallel and in echelon with each other, the whole giving 
the most patent exhibition of nonconformity. 

The Potsdam rocks which form the lower edge of the 
township are mainly white quartz and very strikingly dis- 
similar from those against which they abut. 

The Azoic rocks are either the quartz conglomerate (feld- 
spar i)orphyries) previously mentioned, or homblendic 
gneiss (or syenite.) The manner in which these alterna- 
tions take place may be better understood by following out 
a course along designated roads. 

* Whioh foUowB the left bank of Plokering oreek. 
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Commencing for this purpose then with the short road 
on which are the houses of John H. Tholen and. Simon 
Smith in the south-eastern part of the township, this road 
is mainly filled with quartzose sandstone, except at one 
point a short distance east of the house of Jos. M. Faulkner 
where a very small area is filled with the conglomerate hold- 
ing bluish quartz — evidently the point of a small wave of 
the Azoic measures penetrating south into the area of the 
Potsdam. 

Prom Charles Warren' s house (on the road forming the 
eastern boundary of the township) north to near the house 
of Thos. J. Grover the fragments of Azoic rocks are almost 
exclusively confined to the conglomerate with tinted quartz. 

Here they appear to change to hornblendic gneiss to and 
west along the White Horse road to J. S. Rapp's, and 
thence south about 300 yards. 

South of this point to Paulkner's the predominating rock 
is the ' ' conglomerate. ' ' 

Between the two formations, north of Paulkner's house, 
milk quartz and sand occur. 

Pursuing the White Horse road further westward the 
gneiss and syenite seem to disappear near the house of 
Henry Frock, and the conglomerate with blue quartz to 
take their place, as if a dying anticlinal of the dark rocks 
crossed the border from Schuylkill county as a nose barely 
reaching and enclosing this part of the White Horse road. 

All the rocks observed between this road and the Tredyflf- 
rin township line, and as far north as Mrs. Margaret Hart- 
man's house, belongs to the class of which the oft-men- 
tioned conglomerate is the type ; but about the neighbor- 
hood of her house and that of James Weedon's, fragments 
of syenite are seen, which a short distance to the north are 
mingled with dolerite fragments. No conglomerate is visible 
from here in a north-east direction, through the town of 
Charlestown to the northern boundary of the township. 

From the locality above referred to, viz : the residences 
of Jas. Weedon and Mrs. Hartman, north to the Mennonite 
grave-yard (about 1 mile) and westwardly and northerly 
over the rest of the township, the conglomerate is the pre- 
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dominant rock, except for about a mile and a quarter S. W. 
from tUe East Pikeland line, along the West Pikeland bor- 
der, and f mile S. E. from this line, where coarse, crystal- 
line gneiss, syenite, and dolerite fragments are found. 

Near Amos Reese's house, on the line between Charles- 
town and East Pikeland, the walls between the fields are of 
fresh stone resembling dolerite in fracture and weathering ; 
like 07'tho/els He porphyry in the white blotches on a dark 
ground ; and like syenite in the glistening of the minute 
black spots of hornblende. The feldspar seems to be pla- 
gioclase. 

[In the eastern corner of this township we have an area 
which seems to throw light on a difficult question in Penn- 
sylvania geology, viz : how the two great formations of the 
South mountains west of the Susquehanna river are repre- 
sented in the Schuylkill country. The South mountains 
do not show the fundamental azoic gneiss or syenite rocks 
any where at the surface, because these are covered by a 
great thickness of Huronian rocks^ on which rest at least two 
thousand feet of Potsdam sandstone. The thinness of the 
Potsdam in Chester county has been noted ; and also the 
fact of its often resting directly upon the gneiss. The ques- 
tion arises in all such cases : where is the Huronian form- 
ation^ which in Adams and Cumberland counties comes 
between the Potsdam and the floor of the gneiss ? The only 
answer — a very doubtful one — is furnished by the strip of 
conglomeritic porphyritic petrosilex rocks described in the 
above notes to Charlestown township as intervening between 
the Potsdam quartzite sandstone of the North Valley hill, 
and the tongue of hornblendic gneiss along the White Horse 
road. — J. P. L.] 



8, West Pikeland, 

This lies S. W. of East Pikeland and N. W. of Charles- 
town. It is principally filled by the feldspathic rocks so 
often mentioned and its rocks are azoic only. There are a 
number of kaoline mines here of which the origin is to be 
ascribed to the weathering of the abundant feldspar. There 
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are also numerous iron mines along the line of the Picker- 
ing Valley R. R., which bisects the township, the geological 
relations of which seem to be the same as those of the town- 
ships to the west and north-west. 

On the road which crosses the S. E. line of the township 
near its middle point, and passes through the Chester 
Springs to the Vincent Baptist church, on the north-west 
line, the rocks are principally quartz or gneiss. 

The same is true S. W. of this road, except that the bed- 
ding becomes more obscure and the fragments resemble 
rather those of a feldspathic granite, whose weathering 
leaves a rich red soil. 

[The hrown hematite iron-ore mines of this township, as 
seen by Prof. Rogers in 1863 '4 are described in foregoing 
pages 168 to 174 ; such as the Fussel^ the Prizer^ the Tkis- 
tin, the Stiteler, the Latshaw, the Fegley, and the Jones, 
Some of these mines have been worked at intervals ever 
since. The Orner mine has been opened. Exploring pits 
have been dug in various places in superficial deposits of 
ore, all of which are probably referable to the same original 
source, the former spread of the ferruginous Mesozoic shales 
and sandstones over the surface of the gneiss region, from 
which they have been almost entirely removed by erosion. 

The Fegley mine, on the north-east township line, three 
furlongs north-west of where the Pickering Valley R. R. 
crosses the line, belongs to Samuel Fegley & Bros, and 
George Deery ; was leased by the Phcenix Iron Company, 
Feb. 25, 1865. Large excavations were made, but all work 
in them has been abandoned for a number of years. 

The Orner farm mine lies half a mile due west of the old 
Fegley mine. It is owned by the Phcenixville Iron Com- 
pany, and bids fair to exhibit a large body of ore. Plum- 
bago has been found here. 

The Morris Fusselmine, on the road from Chester Springs 
to Birchrunville, just one mile north-west of Chester Springs, 
and within a furlong from the W. Vincent line, was leased 
' by Dr. Moms Fussel to the Phoenix Iron Company, July 
16, 1880, but only furnished 250 tons of brown hematite 
ore, which exhausted the deposit. 
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The analysis of this ore by Mr. J. Creagh Smith, fur- 
nished by Mr. J. H. Harden, is as follows : — 

Peroxide of iron, 71.51 

Alumina, 2.72 

Silica, Il.e7 

Sulphur, 08 

Phosphorus, 15 

with traces of lime and magnesia ; which gives iron, 50.69. 
The phosphoric acid was 0.36 ; the volatile matter, 14.56. 

A deposit of ore has also been proved at a place half a 
mile east of the Morris Fussel mine. 

South of Chester Springs are the following brown hema- 
tite ore deposits : — 

The Isaac Txistin mine^ a quarter of a mQe south of 
Chester Springs, was first explored in 1851, and leased to 
the Monocacy Furnace Company. It was afterwards, March 
18, 1864, leased to the Phoenix Iron Company. Several 
hundred tons of surface ore were taken from the excava- 
tion, which was then abandoned because the ore did not 
extend to any depth. Mr. McCreath' s analysis of this ore 
is given on page 176 of this report, as analysis E. 

The Prizer mine^ a furlong south-west of the Tustin, was 
formerly worked by the Phoenix Iron Company, who leased 
it in July, 1856. Latterly it was leased by the Monocacy 
Furnace Company, who took out a large quantity of ore 
from it, but abandoned it for just the opposite reason from 
that which caused the abandonment of the Tustin mine ; 
the ore here lying deeper than they found convenient to 
strip. It is now owned by Stiteler. McCreath's analysis 
of this ore is given on page 176, above, as analysis D. 

The Jacob B. Latshaw mine is an abandoned excavation 
half a mile due west of the Tustin mine, and west south- 
west from Chester Springs, a furlong north from the Lat- 
shaw residence. Two or three thousand tons of ore were 
taken from it by the Phoenix Iron Company, after their 
lease of it October 18, 1873. 

The Harvey mine, on the Jones' estate, is seven eighths of 
a mile south-west by west of Chester Springs. The road 
from Moses' grist-mill north-west to Nantmeal bends around 
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it a furlong west of the Latshaw residence. It belongs both 
to the Enoch Jones' estate and the Phoenix Iron Com- 
pany, the dividing property line passing through the center 
of the excavation. About 1,000 tons of ore were taken out 
in 1881 by James Harvey, lessee from the Jones' estate. 
Mr. McCreath's analysis C of this ore will be found on page 
176 above. 

Exposures of azoic slates occur in this mine, dipping to- 
wards the south-east. These possess a high geological in- 
terest for any theory of the origin of these brown hematites 
in the gneiss region at a distance from the border of the 
Mesozoic region, as they throw some doubt upon Prof. 
Rogers' theory that the ores come from Mesozoic rocks 
which have been removed by erosion. It is possible to 
imagine these slates the representatives of his Primal slates. 
It must be remembered that the brown hematite deposits 
along the north flank of the Reading and Easton hills and 
in the included vales of the South mountains have originated 
from slates mostly overlying the Potsdam sandstone. 

In Prof. Rogers' description of this Harvey mine, which 
he calls Latshaw mine, (see page 172 above,) he points to 
the fact that the Tustin, Prizer, Harvey, and Stiteler mines 
lie along an east and west straight line, which he considers 
a line of fracture, in the jaws of which a strip of Mesozoic 
rocks have been caught, and the ores deposited by segrega- 
tion. 

The Stiteler mine^ owned by the Phoenix Iron Company, 
is situated a quarter of a mile east of the Conestoga turn- 
pike, five eighths of a mile from the W. Vincent line, and a 
mile and a quarter west by south from Chester Springs. 

It is about 300 yards long by 200 wide, and is therefore 
one of the largest open ore quarries in the region, yielding 
at one time from 5000 to 8000 tons of ore annually ; but is 
now abandoned. 

In 1853-4 it was in full operation and was examined by 
Prof. H. D. Rogers, whose description of it will be found 
on page 172 above. 

The Acker {Enoch Jones) mine^ a quarter of a mile due 
south of the Harvey (Latshaw) mine, was formerly worked 
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by the Phoenix Iron Company, under a lease dated Jan. 1, 
1863. Large quantities of ore were taken out. The de- 
posit is now worked by Mr. Acker for the Monocacy fur- 
nace. The yield of late, that is, in the summer and autumn 
of 1882, has been from 20, to 30 tons per day ; and the old 
Phoenix Iron Company's hole is being pumped out for fur- 
ther exploration, as the present surface workings do not 
promise a sufficiency. Prof. Rogers examined the mine in 
1863-4, before it was well opened up ; but his description of 
it then is interesting ; see Jones mine, page 173, above. 

The ore from all these mines is carted one, two or three 
furlongs to the Pickering Valley railroad which follows the 
right or south bank of Pickering creek, and then crosses 
the divide and descends French creek to Phoenixville where 
it joins the Reading railroad. 

The Chester Springs Plumbago mining and manufac- 
turing company's mine, is situated in the eastern quarter 
of the township, a quarter of a mile due west of the Mt. 
Vernon school-house, just a mile due south-east of the rail- 
road bridge over Pickering creek. All that can be said 
about this is that the company are prospecting with a reas- 
onable hope of finding a workable vein. No good reason 
can be assigned why valuable graphite beds should not be 
numerous in the Laurentian gneiss of Pennsylvania, as 
well as in the Laurentian gneiss of Canada. 

A Kaolin deposit has been exploited in the north corner 
of the township just three quarters of a mile in a straight 
line due north from Chester Springs. This porcelain clay 
bed is of course a surface concentration at the outcrop of a 
band of very feldspathio gneiss.] 



9. West Vincent. 

This township shows on its extremest N. E. border where 
two right angled bends of French creek give the lower 
branch of that stream a direction nearly parallel to its upper 
course, but about f mile N. E. of it a band of Mesozoic 
rocks connected with the beds which cover the northern 
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part of the county. The rest of the township is entirely 
covered by azoic rocks, among which the feldspathic granite 
predominates, but is replaced by hornblendic gneiss and 
syenite fragments for | mile south of BirchrunviUe ; and for 
half that distance east and west of the covered bridge over 
French creek, from near Stauflfer's mill, to the road leading 
to Robert Grier's residence. 

[The John Mosteller mine of brown hematite iron ore, 
situated a furlong south of the Eagle and Kimberton road, 
exactly one mile a little south of east from Pughtown, is 
leased by the Phoenix Iron Company, mining and washing 
surface ore at the rate of about 15 tons per day. Mr. J. C. 
Smith's analysis of this ore, Sept. 22, 1880, gave: — Silica, 
23.07; Phosphoric acid, 1.06; Iron, 41.64; Phosphorus, 0.46. 

The John B, Stavffer mine of brown hematite, situated 
three eighths of a mile south-west of the Hosteller, and 
seven eighths of a mile south-east* of Pughtown, was leased 
by the PhcBnix Iron Company, Oct., 1880, and then aban- 
doned. They exhausted the deposit by taking out about 
4000 tons. Mr. McCreath's analysis of the ore is given, as 
analysis A, on page 176 above.] 



10. East Nantmeal. 

This lies south of the South Branch of French creek and 
is covered exclusively by Azoic rocks. The feldspathic 
granite from South Coventry township extends a short dis- 
tance over the border where it is replaced as is that from 
West Vincent more immediately by coarse sand followed by 
syenites and coarse hornblendic gneiss. 

These rocks impart their character to the entire area of 
the township and are indeed the only rocks observed therein 
except some loose fragments of dolerite near Franklin 
Seidel's hear Marsh creek, three fourths of a mile south 
east of Marsh P. 0. 
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11. Warwick. 

This is one of the most interesting townships in the county 
on account of the great variety of the rocks exposed within 
its area and also because of the important iron ore mines 
which it contains. 

Two areas of Mesozoic rocks cross it from the main body 
of that formation westward. 

One is a very narrow strip bounded on the south from 
Knauertown eastward, by the north branch of French creek 
and on the north by the great outburst of trap which covera 
about a third of the whole township. 

This thin strip penetrates with a width of barely a hun- 
dred meters (or yards) almost to the extreme western limit 
of the township, but is cut off and obscured by the Potsdam 
a short distance west of St. Mary's (Warwick P. O.) and of 
the house of D. B. Manger, a quarter of a mile south west 
of the forks of the road, at the west end of St. Mary's. 

The other belt of Mesozoic measures fills the entire area 
of the township north of the North Branch of French creek 
(west of Hannonyville) which marks its boundary all the 
way to and into Berks county. 

This great area of trap is of irregular lenticular shape and 
is not itself perfectly uniform as to character. The southern 
half appears to be doleritic — typically so ; the fragments 
often being of great size ; but whether large or small they 
exhibit the rough striation on a conchoidal surface so char- 
acteristic of dolerite and are in general very little weathered. 

Tlie northern half of the area however is more syenitic in 
character and shows in places very well-defined syenite, as 
do the large areas of similar igneous rock in Adams and 
York counties. 

This is especially to be observed of the fragments in the 
bend of the North Branch of French creek from Jacob 
Churk's to Wm. Swinehart's, two miles north west of 
Knauertown. 

The feldspathic granite or conglomerate rock is found in 
the neighborhood of the Hopewell iron mines, in the extreme 
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west, in juxtaposition both to the syenite and to the 
quartzose rocks of the Potsdam sandstone, all of which come 
together in this vicinity. 

Near the house of Eliza Robinson, and nearly two miles 
west of Knauerton, is found a crystallized rock containing 
pegmatite, and a dark green mica (not certainly determined), 
together with muscovite. 

Along this road to St. Mary's P. 0. the rocks show signs 
of being crystallized, but not without inducing the suspi- 
cion that they may be debris of the old crystalline rocks 
compacted together during the Trias- Jura period. Pegma- 
tite is found everywhere abundantly^ 

Half a mile south of Knauerton the rocks are composed 
of crystals of a green mineral, not determined, and Pegma- 
tite. The weathering and fracture of these rocks resemble 
those of re-compacted Mesozoic measures, and again, as so 
often in this region, suggests the possibility of the experience 
of Mr. Heinrich of the granites of the Midlothian coal basin 
in Virginia being repeated here. The appearance is much 
as if the Mesozoic estuary had broken up the older rocks 
which formed its basin, and recemented them, without much 
decomposition, so as to form in many respects similar rocks. 

The Hopewell mines are situated in the extreme western 
part of the township. 

The Hopewell Middle mine, under the charge of Captain 
Wm. Gay, of Pottstown, was running Oct. 1, 1879. At 
that time the old workings were entirely abandoned. The 
new mine was 160 feet deep, and worked by drifts and 
slopes. There were four levels. They commenced sinking 
the shaft in December, 1877. There were only five men at 
work in the shaft. The water was not troublesome, and 
was easily managed by one Cornish pump. The 'Wein'* 
of ore was said to be 40 feet thick, with no bottom to it 
yet found. But this is in all probability a measurement 
diagonally across it, as it is said to average 10 feet thick. 

The ore lies in ''hard blue rock" or i^ther between a 
hanging wall of the conglomerate with blue or amethys- 
tine quartz and a foot wall of syenite or dolerite, the hard 
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blue rock referred to. The ore resembles quite closely the 
Cornwall ore, and is to some extent magnetic. 

The dumps around the mines show a great deal of epi- 
dotic rock mixed with a great deal of micaceous iron ore, 
dolerite, and syenite fragments. The latter come in from 
about half a mile west of here. 

The Hopewell or Middle mines belong to the Pottstown 
Iron Company since about 1873. They had been actively 
working them for three years, to December 1880. The ore 
is said to lie in bands like veins, the foot wall dipping 35° 
to the W. 20° N. 

The outcrop was worked out by open cut for about 200 
feet E. 20 S. of the present shaft. This was done by the ori- 
ginal owner, Mr. Hopewell, and prosecuted until the work- 
ings got too deep to continue by open cut. He then sunk a 
shaft about 100 feet W. 20° N. of the outcrop cut. This is 
now covered by the dump. 

The Pottstown Iron Company then sunk the present shaft, 
which gets through the ore at a depth of 160 feet. The ore 
is here about 12 to 14 feet thick, dipping 35°, but swelling 
and pinching ; in the main averaging about 12 feet. Most 
of the ore goes to Pottstown and the rest to Bakelyville, in 
both cases to the use of the company mining it. The foot 
wall is hard compact syenite, and the hanging wall is red- 
dish shale. 

[ The principal ore body is considered exhausted, and the 
miners are now (Oct. 1882) robbing the old pillars, which 
yield about thirty tons per day, which is sent by a branch 
railroad (terminating at Harmonyville) to the Springfield 
station, and thence by the Wilmington and Northern rail- 
road to the furnace at Pottstown. 

. The early history of the Hopewell mine is given by Prof. 
Rogers in his final report of 1868.' His observations date 
about 1854. 

'^Hopewdl Furnace Ore Pits, — Proceeding westward 
along this strip of gneiss, the next and last important min- 
eral injection which we meet with is that of the iron mines 
of Hopewell furnace. These are situated about one and a 
half miles N. W. of St. Mary's, or the Warwick iron mine, 
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and near the N". edge of the belt of gneiss, where it is mar- 
gined by a range of white Primal sandstone, forming a spur 
in prolongation of the Welsh mountains, called Thomas' 
hill. This mine has been wrought for very many years. There 
are in all four ore pits here, only two of which, however, 
are now wrought ; both of the new pits, or those at present 
worked, are drained by one engine shaft. This ore is a 
highly crystalline variety of the magnetic oxide of iron, 
presenting many specimens of beautiful octahedral crystals. 
The ore is in two veins, both dipping at a moderate angle 
of about 30° towards the N. W. One of these, the under- 
most, varies in thickness from 15 to 25 feet ; the other over- 
lying vein has an average thickness of some 7 feet. A 
thick dyke of close-grained, gray trap rock cuts and par- 
tially shifts the ore. Its course is about S. E. and N. W., 
while that of the veins of iron ore is N. about 65° E, or, as 
usual, nearer E. and W. than the trappean dyke. Unfor- 
tunately the engine shaft has been sunk thus far almost 
entirely within the trap-rock, a mistake entailing great 
delay and much unnecessary expense. It is designed to 
intercept the veins or beds of ore at a good depth below the 
surface in their dip to the N. W.''] 

The Warwick large mine is cut in a gravel made up of 
loose fragments of syenite granite, quartz conglomerate, and 
a mud rock* together with sand and clay. The public road 
runs through the middle of the area occupied by the mine. 

The new opening, or SmiiK s Warwick miiie^ was made in 
the spring of 1879. It was being worked by the aid of a 
steam engine of 10 horse power. 

[These St, Mary's mines are owned in part by the Phoe- 
nix Iron Company, the E. & G. Brooke Iron Company, 
Colonel Smith, and others. The Brooke company are the 
principal operators, (Oct. 1882.) The mining is done by 
shafts, and the yield of magnetic ore is about twenty tons 
per day. 

The past history of the famous Warwick Mine is very in- 
teresting. Its aspect in 1854 is thus described by Prof. 
Rogers : 
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" Warwick Iron Mine Proper. — This extensive and inter- 
esting body of iron ore, situated just S. E. of St. Mary's 
Episcopal church, is in reality not a genuine lode or igneous 
intrusive vein, though the ore derives some of its characters 
from intrusive igneous action ; but it is a bed or deposit at 
the base, or very near the base, of the middle secondary 
red sandstone, which here laps upon the gneiss. The ex- 
plored extent of this bed, hitherto penetrated only near 
its outcrop, or where the overlying strata are shallow, is 
already very great, amounting to many acres. The ore de- 
posit observes everywhere a very gentle dip, and seems to 
undulate in two or three waves across the tract which in- 
cludes it. A somewhat conspicuous anticlinal change in 
the dip occurs to the S. and S. W. of the present main en- 
gine shaft by wliich the mines are dried, and there is every 
indication that the ore basins, both S. and N. of this saddle. 
Though the basin to the S. of it is intersected, and the ore 
in one place cut oflf or thrown out to the surface by the in- 
trusion of a wide dyke of tmp rock, there is strong reason 
to infer that the ore occupies a comparatively wide though 
perhaps shallow basin N. and N". E. of the engine shaft. 

''Besides this intrusion of trap there seem to exist here 
injections of serpentine and other mineral matters, and at 
one point, just by the S. W. margin of the ore bed, there 
exists a very singular intrusion of mineral matter penetrat- 
ing the ore, and altering, in a remarkable manner, the con- 
glomeritic layers which here constitute the S. E. border of 
the red sandstone formation. This rock is greatly baked 
and changed in aspect, includes numerous spheroidal 
bunches of segregated crystalline mineral matters — some of 
them in the form of hollow geodes— and is intersected be- 
sides with numerous strings or little veins. In these spher- 
oidal nests occur beautiful linings of crystallized epidote 
and other minerals, and bunches of large crystals of the fine 
variety of garnet called Melenite. The list of the minerals 
occurring here is not extensive. The conditions under which 
they present themselves are such as strongly to impress the 
geological observer with the notion of their having been in- 
troduced chiefly in a vaporous state, or by sublimation, for 
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in many of these hollow spheroids we can detect no connec- 
tion whatever between the interior or even the exterior walls 
of the geodes, and any external veins or filaments of injected 
matter, such as any other theory would demand, for the in- 
troduction of the materials of the crystalline minerals here 
so curiously insulated. 

"The bed of iron ore for which this locality is chiefly 
noted is of very variable thickness, fluctuating from 1 or 2 to 
9 or even 1 7 feet. As illustrating the general leveluess of this 
undulating deposit, it may be stated that in no place has it 
been required to sink deeper than about 60 feet to reach the 
ore, while generally the covering is so thin that the ore is 
conveniently procured by merely stripping off a thickness 
of a few feet or yards of loose disintegrated rock. The 
average richness of this ore may be stated at about forty- 
five per cent, of metallic iron, though much of it exceeds 
fifty per cent. It is somewhat sulphurous, and when care 
is not employed in selecting it for smelting, and in the after- 
processes, it tends to produce a hot short or red short iron, 
but when carefully manufactured it yields an excellent 
metal. The annual product of the Warwick iron mines 
for fifteen years was not less than 4,000 tons, and the aver- 
age yield for the past twenty years has been 6,000 tons. In 
the year 1853 the amount mined reached 12,000 toDs. These 
ore pits have been wrought for the last 120 years, and there 
would seem to be at present really more ore within sight 
than there has ever been before at any one time. The pres- 
ent average cost of mining this ore is about one dollar and 
fifty cents per ton. 

''Annexed is a little section — not the result of any critical 
measurements however — of this valuable and interesting 
mass of iron ore. 

"This ore is intermediate in its physical characters and 
aspect between the true brown hfiematite and the magnetic 
oxide of iron. As, on the view of its having been originally 
a hsematite, but subsequntly altered by igneous action, we 
might naturally anticipate, those portions of it which have 
undergone the highest degree of metamorphic infiuence are 
of a grey grey color, quite crystalline, and partially en- 
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do wed with magnetic force, whereas the less altered parts 
are nearly in the condition of a compact, closely "cemented 
haematite. Minutely in terstra tilled with this ore, there oc- 
curs more or less earthy matter, apparently lamina of in- 
durated slate or shale ; and when the layers of this rock are 
thick, and they disperse the ore, they interfere materially 
with the economical prosecution of the mine. This slaty* or 
earthy matter tends furthermore, by intimately mixing it- 
self in with the finer granular ore, seriously to reduce the 
richness of the mingled mass in iron." 

Mr. Rogers adds the following : 

^^SteeVs Iron Ore Pits. — The next metalliferous vein of 
the tract of any note or present promise is one situated 
about half a mile N. of the village of St. Mary's. This has 
not been wrought for many years, and very little precise 
information is derivable respecting it beyond that furnished 
by observation of the old surface diggings and by vague 
tradition. There is obviously here a true lode or vein of 
magnetic iron ore, containing much of the octahedral va- 
riety. A wide surface pit and an adit suggest that the ore 
was in some abundance here, and such is the tradition of 
the neighborhood ; but what the precise geological charac- 
ters of the vein may be, or what promise it may have held 
out of some day proving profitable, there are no suflBicient 
data for determining. It occurs in gneiss, a little N. of a 
heady dyke of trap rock, and seems to have an E. and W. 
direction." 

^'LeiffJiton Iron Ore Mine, — A little south of the village 
of St. Mary's, just outside of the margin of the shallow de- 
posit of the red sandstone, and its fringing lower layers of 
conglomerate, is situated the Leighton iron mine. A large 
surface- excavation, embracing two veins of igneous mag- 
netic iron ore ; these range N. E. and S. W., and to the N. 
W., at an angle of about 33°. The overlying vein, when 
first opened at the surface, measured 15 feet transversely ; 
but, pursued for 2o feet below the water level towards the 
S. W., it has dwindled to a thickness of only 16 inches. 

*'The other, or lower vein, distant from the first from 3 
to 5 feet, was 10 feet thick at the surface, and declined in 
16 C\ 
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size to 4 feet. The mining and exploratory shafts together 
extend along the vein abont 500 yards, but the actual ex- 
cavations in the ore do not cover a length of more than 200 
feet. The dip of the open cut of the ore is about 40 feet. 

''From this mine the whole quantity of ore removed be- 
fore its abandonment was about 20,000 tons. The accom- 
panying little section (Fig. 571) illustrates the form and 
position of these veins. 

^'Knaicertown Iron Mine. — A little N. of Knauertown, 
just on the S. margin of the tongue of red sandstone which 
there divides the N. belt of gneiss from the principal dis- 
trict of that rock, there occurs a small deposit of iron ore 
precisely identical in geological position with that of the 
Warwick mines, and very similar to it in aspect. A few 
shafts have been sunk in the quest of this ore, under the 
hope that it might prove abundant enough to be a source 
of profit, but no sufficiently large deposits has been reached 
to justify anticipations or encourage any further mining. 
The indications of igneous action, though not entirely want- 
ing here, betray much less of the subterranean energy than 
was manifested in connection with the ore at the old War- 
wick mines. 

^^Crossley" s iron ore pits, about one mile N. of Knauer- 
town. These pits are no longer wrought, (1854, ) and the true 
geological character of the vein or veins in which they are 
sunk it is now difficult to ascertain, inasmuch as they are 
abandoned, and, indeed, wereneververy extensively pursued. 
Sufficient indications prevail, however, and enough inform- 
ation is accessible in the neighborhood, and through persons 
at one time commercially interested in the success of the 
mines, to satisfy me that these several pits all pertain to an 
irregular lode, or a chain of closely-connected lodes of igne- 
ously-derived magnetic oxide of iron. This vein occurs 
between walls of gneiss rock in a low ridge just E. of the N. 
branch of French creek. Near the extreme western end of 
this little ridge, the ore, when uncovered to the day, pre- 
sented a mass in the form of a large expansion of a vein of 
several feet thickness ; but upon sinking the mine in it, this 
promising body of ore rapidly thinned down, and was even 
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almost cut out by a 'contraction of its walls. Well-formed 
octahedral crystals of the magnetic iron ore are verj" abun- 
dant in this vein ; and this variety is rather characteristic 
of the iron lodes of this northern belt of gneiss. The ab- 
sence of regularity in the vein, and the necessity of provid- 
ing steam-power for the deeper prosecution of the mine, 
caused its suspension some years ago ; but it is not improb- 
able that it will be resumed at a future day, since the work 
done was not without encouragement. 

^'Elizabeth Copper Mine, — Immediately adjoining the be- 
fore mentioned vein of magnetic ore of iron there exists a 
very interesting mineral vein, known sometimes as the 
Knauertown copper lode, or that upon which is seated the 
Elizabeth copper mine. This injection, likewise, occurs in 
the gneiss ; but a granitic vein, composed chiefly of feldspar 
and augite, forms its actual wall on the S. ; the vein itself, 
observing a course nearly parallel with the strike of the 
strata into which it has been injected, consists largely of 
crystallized calcareous spar, dispersed through which occurs 
well-crystallized oxide of iron, and many brilliant octahedral 
crystals of the sulphuret of iron, and likewise some copper 
pyrites. The copper ore, diffused feebly throughout the 
calcareous spar, is most abundant next the N. wall of the 
vein. Measured transversely on a horizontal line, the dip 
being steeply N., the width of this whole vein or bed of 
spar is not less than 45 feet ; an engine shaft descends upon 
the lode a depth of 140 feet, and there is an interior under- 
lay shaft descending from the bottom of the main shaft 45 
feet deeper. From the bottom of this latter pit a cross-cut 
runs S. 28 feet, and another to the N. 22 feet ; while a drift 
has been carried along the lode E. a distance of 65 feet : 
and this is the present extent of this small experimental 
Coppermine, the active prosecution of which was suspended 
in May, 1854, whether to be resumed or not I cannot say. 
It deserves to be here noted that these mineral veins are 
situated a short distance N. of a very thick dyke or wide 
belt of trap rock, which extends along the N. side of the 
narrow tongue of middle secondary red sandstone which 
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insulates the metalliferous belt of giieiss from the main 
gneissic region south." (1854.) 

T7ie French creek magnetic ore mines^ situated at the 
terminus of the St. Peter's branch of the Wilmington and 
Tforthern railroad, half a mile south of Harmonyville, are 
owned and worked by the E. & G. Brooke Iron Company, 
and the Phoenix Iron Company in equal shares. 

There are two shafts, about 250 feet deep, 'with hoisting 
and pumping engines at both of them. The capacity of the 
mines is about 15,000 tons per annum. The ore contains 
sulphurets of copper and iron. (E. B. Harden, 1882.)] 

Passing east from the Warwick mine the rock fragments 
visible on the surface (for there are no exposures) are princi- 
pally of 'trap and of a crystalline rock, containing a green 
minenil. No rocks of certain Mesozoic age are met with. 

Near Peter Gile's house near the middle point of the 
boundary between Warwick and Berks county the north 
line of the Mesozoic measures is drawn on the map. The 
rocks change character in crossing the stream. On the 
south side the fragments are mainly if not entirely of ame- 
thystine grains in a matrix of decomposed argillaceous 
matter — like the quartz conglomerate schist (or " Mountain 
creek rock") of the South Mountain so often mentioned in 
the York and Adams report and observed at Harper s 
Ferry. 

North of the creek these are found and also earthy whitish 
gray sand rocks the latter predominating. 

It becomes an exceedingly interesting question whether 
so exact a/ac simile of the South Mountain can have been 
formed by the Mesozoic sea (?) on top of and out of the 
same measures. In other words whether these blocks have 
been re-made or not, and if so how much of the yellow color 
(indicating on the geological map the Welsh mountain 
Primal or Potsdam sandstone) may have to be changed to 
the reddish brown of the Mesozoic. 
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IS. West Nantmeal, 

This lies S. W. of Warwick, and contains representatives 
of all the formations bnt the Mesozoic foand in the latter. 

Prom the south-eastern border to the broad belt of trap 
which crosses the township from the residence of Jacob 
Dampman, half a mile west of Perkins run railroad sta- 
tion, to that of Joseph Pawling, a mile north east of Loag 
P. O., the rocks are all Azoic and in general syenitic granite, 
or homblendic gneiss. 

The trap in question is partly dolerite and partly syenite, 
(i. e., with only accidental quartz.) 

This belt enters the township at the cross-roads about a 
mile west by north of Isabella station, and follows the road 
very nearly, leading thence through John Benner's. It 
passes north of A. E. James' houses, and is found all along 
the road from Jos. Kurtz's to Wm. Hawk's, and passes out 
of the township into East Nantmeal on both sides of Jos. 
Pawling' s. A thin tongue of Azoic rocks crosses the border 
above this, separating the Potsdam from the trap for a couple 
of miles westward ; but they are in close proximity thence 
to the western line of the township. 

The north-western part of the township is entirely covered 
by Potsdam quartzite and quartzose sandstones, except a 
narrow strip in the extreme northern apex, where the west- 
em extension of the lenticular trap outburst of Warwick 
township crosses into Berks county. 

[Iron ore has been dug on Wm. Buchannan's property, 
nearly a mile south-west by west from the Springfield rail- 
way station. Also on the East Nantmeal line, one mile 
east south-east from Loag's Corners. 

OreerCs iron mines (Eckert & Co.) are two large excava- 
tions lying two or three furlongs north of the East Brandy- 
wine and Waynesburg railroad, (which follows the right 
bank of the N. Branch Brandy wine,) the one half a mile, 
the other three quarters of a mile north-west of Bameston 
station.] 
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lk> Honey Brook. 

This lies next south-west of West Nantmeal, and adjoins 
Berks and Lancaster counties. As the Potsdam and trap 
are parted by a tongue of Azoic rocks on the eastern side 
of West Nantmeal township, while in contact for the rest 
of their extent to and beyond the Honey Brook border, so a 
similar tongue of Azoic separates the Potsdam and the trap 
(which terminates south of Talbotville) on the western side. 

Owing to the discrepancy of the Honeybrook township 
map with the compiled county map on which the geology 
was laid down, and the lack of agreement between the border 
of this and the border of the Lancaster county map already 
published (which has obliged the western border of this 
county to be forced to meet the eastern border of ]>ncaster,) 
it is almost impossible to set down the boundaries of fonna- 
tions near this junction line with anything like an approxi- 
mation to accuracy. Nevertheless the general limit of the 
different formations may be given roughly. 

A short distance north of the town of Cambridge the 
lower edge of the Potsdam crosses the Lancaster county 
border, and, running north-east, past Mrs. Cath. Edwards' 
house, and Poplar Grove school-house, changes its direction 
to about E. by N. at Thomas Nebin's house, and so runs on, 
slightly increasing its distance from the county line, until 
it crosses into West Nantmeal, in close proximity to the 
dyke, near the house of Mr. Bernard Unangst. 

The trap, which is a continuation of that in West Nant- 
meal, enters near Jacob Dampman's house, and following 
in general the line of the Wilmington and Northern R. R. 
terminates somewhere between Mrs. Harriet Graham's 
house and that of Peter Dampman's. Its southern border 
l)asses back into West Nantmeal, near St. Mark's Episco- 
pal church. 

About half a mile north of Cambridge the trap is a pecu- 
liar compact bluish rock of duller and bluer color than or- 
dinary dolerite, and not less tough, but weathering like it. 
It was only found in fragments, but the place of its occur- 
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rence is significent, since it would be a prolongation of the 
West Nantmeal dyke. In fact fragments were found at 
various points between the place where this dyke is supposed 
to torminate, ( the middle of Honey Brook township, ) and 
this point and the fragments are almost the only guides to 
the formations which are here attainable. All things con- 
sidered, however, it was deemed unsafe to carry the line of 
this dyke further than a point about IJ miles N. E. of 
Waynesburg. 

Another dy^e disconnected from this one commences on 
the Lancaster line, near Mrs. Rachel Edward's, a mile south 
of Cambridge, and passes due east, with a breadth of about 
half a mile, ending near Samuel Chrisman's house. Be- 
tween these two trap areas and for some distance south of 
the southern one the rocks are azoic and principally syenitic 
granite or hornblendic gneiss. 

About half a mile south of this last mentioned trap, is 
the northern edge of a mass of Potsdam quartzite and 
quartzite sand rocks which come in from Lancaster county. 
It passes across the township nearly at a uniform distance 
of a half mile from its southern border line, but widening 
a little towards the Wilmington and Reading R. R. as it 
approaches the south-east comer of the township. The 
line commences on the west near Mast's clover mill, passing 
above Seth Buck waiter's house and Harmony Hall school- 
house at the headwaters of a small branch flowing into the 
Brandywine west branch, which it follows to Beaver Dam 
station on the W. and N. R. R. Here it seems to leave the 
course of the stream and follows the county road to Joseph 
Mackelduffs house. 

Limestone, Between the outcrop of the Potsdam and the 
Azoic } mile east of Harmony hall and school-house is an 
outcrop of limestone. 

This limestone is a drab crvstalline rock much broken 
and, cleft, and stained yellow on the edges. It dips S. 20° 
E.-68°. Its exact limits are not clearly defined, but there 
seems to be no hydra-mica schist associated with it, but it 
appears to lie in contact with the quartzite to the south and 
the syenitic granite to the north. 
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[Small veins of magnetic iron ore have been shafted on, 
but they have not proved to be of any value. Isaac King 
sunk shafts but found nothing encouraging.] 



H, Wallace Township. 

This is without a semblace of other rocks in place except 
the homblendic gneisses and the quartz conglomera te, and 
the series that has been mentioned as concomitant with 
these. 

In the northern part, along a road of which the direction 
is clearly marked by a divide,* the decomposition to clay 
has been very complete, as for example in the neighborhood 
of Obediah Keen's house. Further south the fragments 
are more like granite but the exposures are rare or wanting 
down to the house of John Todd where a gneiss seems to 
dip N. 40° E.-30^ 

On this road there is only an appearance of quartz in the 
form of porphyritic gneiss, in the form of loose fragments, 
except at one point in the extreme S. E. angle of the town- 
ship where it dips S. 30° E.-36°. Another dip in the gneiss 
in place near the Seminary is S. 30° E.-40°, and again a 
kilometer (0.6 miles) east of this near L. Krauser's house 
a homblendic gneiss dips S. 36°. From the road crossing 
near John Camog's S. E. along the above-mentioned road 
there is no rock in place, and most of the fragments are of 
the character just mentioned until near W. A. Speakman's 
lane where quartz fragments are again numerous. 

The N. W. and W. side of the township appears to con- 
sist almost solely of crystalline rocks, including the settle- 
ments of Wallace, Norwood, and Springton. 

Near the boundary between Wallace and West Nantmeal, 
and near Hurtz's mill, a quartz porphyry occurs in place. 

Near the S. W. end of this boundary there is much clay 
and feldspar porphyry. 

The Potsdam Sandstone: — The quartzite enters Wallace 

*Tbe road from WaUaoe P. O. northward to the W. and E. Nantmeal 
oomer. 
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township a little west of the S. E. comer and after running 
N. W. a short distance curves and ends a little E. of the S. 
W. comer. Its shape is therefore that of a crescent, with 
the horns (both of which end near the southern township 
line) extended towards the south. The rocks between the 
two points of the horns just described appear to be crys- 
talline. The quartzite and white sand rock representing 
thus an outlying part of the Potsdam possesses the follow- 
ing characters. Near the extremity of the left horn the 
quartz sand rock dips S. 10° E. -30°, which leaves its un- 
conformability with the underlying rocks out of all ques- 
tion. The appearance which it gives to the soil is also pe- 
culiar from the extreme whiteness of its sand where the 
rocks have disintegrated, and Che line of division between 
the formations is sharp and evident. On the R. R. a short 
distance below Mr. Guthrie's house there is a dip of E. 30° 
S. 75°. If this .should prove to be more tlian a local varia- 
tion it would explain the presence of this isolated mass of 
quartzite as due to a sharp inverted fold whose axis had no 
great length. Just below this and where the R. R. crosses 
south into crystalline rocks again near Jacob Rea's house 
the rock has a fine-grained bluish black massive character 
somewhat resembling dolerite, but probably a modification 
of the hornblende holding gneisses, and perhaps a syenite 
intrusion of which the traces are covered up by the soil. 

Near Jacob Rea's house in the S*. E. corner of Wallace 
the feldspathic conglomerate with quartz is in place striking 
E. 30° N. Dip diflacult to ascertain but probably S. 30° E. 
85°. This rock introduces itself after the crystalline rocks 
between here and the crossing of the Brandy wine above 
Downingtown. 

Just S. E. of the Presbyterian church and J mile N. W. 
of Wallace P. O. a decayed greenish granitoid rock dips 
apparently N. 30° W.-30°. 



Upper Uwchlan. 
Although the rocks seem to be exclusively crystalline or 
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crystallized in this township and older than the Potsdam, 
there is a variety of them which is interesting and other 
occurrences make their study of more than usual interest. 

Continuing on the road near J. L. Krauser s house, men- 
tioned in the description of Wallace township, where the 
hornblendic gneiss dips S. 36°, a fine-grained feldspathic 
rock, near D. H. Krauser' s, dips S. 10° E-50°; and near 
Jas. S. White's a gneiss dips S. 46°-60°. Near Isaac 
Lewis', on the Conestoga road, a^ieiss dips S. 10° E. 65°; 
and 400 meters (about a quarter of a mile) still on the road 
to the S. E. a porphyritic feldspar rock dips S. 30° E.-85°. 

Between here and Windsor, (also called Uwchlan P. O.,) 
there are few exposures and the surface is covered mostly 
with sand, which continued more or less to be the case, 
though the adjacent fields testify by the peculiar molding 
of their hills and by their exceptional fertility, to the crys- 
talline character of the rocks of wliich their soil has been 
formed, to and beyond the line which separates Upper and 
Lower Uwchlan. 

A curious occurrence among the few exposures mentioned 
which is found at the sharp angle of the road, about 800 
meters {i mile) N. W. of the town, consists of a compact 
dolerite-like syenite, which occupies one side of the road 
while opposite to it the coarse quartz porphyritic rock shows 
a dip of N. 20° W.-25°. 

Following the road from Windsor a little west of north 
we first encounter the porphyritic feldspathic rock in frag- 
ments close to the town, and about 800 meters (half a mile) 
further on a greenish gneiss and distinct, layers dipping about 
S. 20° E.-85°. This is evidently a part of the same anticli- 
nal axis noticed in Wallace township. Further on the 
blocks of porphyritic rock containing bluish or amethj^s- 
tine quartz and often closely resembling a conglomerate are 
met with, to the residence of John Brumback. Between 
here and Fairmount school-house the surface specimens lead 
one to suppose that there might be a quartzite outlying area 
here, and this is somewhat confirmed by an examination of 
the road due west and near L. E. and E. B. Krauser's 
houses, but as the evidence rests entirely upon loose debris 
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and not an exposure of rock in place could be found to con- 
firm it, it was not admitted in the geological map. 

North of this the extreme point of the township is cov- 
ered with coarse granitic blocks made porphyritic with 
quartz. 

This is also true of the S. W. and S. portions of the 
township where the dips wherever found accord with those 
already mentioned as constituting the S. E. limit of the 
supposed synclinal axis. 

Graphite. — Near the town of Windsor and some quarter 
of a mile south of the Phoenixville and Pickering Valley 
R. R. is a mine opened for graphite and now owned by the 
Pennsylvania Graphite Company of Reading. This com- 
pany leased 500 to 600 acres of the estate of Jno. Todd, de- 
ceased, and one mine adjoining the mill has been wrought 
continuously ever since the graphite was discovered by Mr. 
Benitt and Dr. Thos. Brown lying in flakes on the ground. 
This belt of the conglomerate with bluish or amethystine 
quartz containing graphite has been traced all the way to 
Phoenixville and in the same course but opposite direction 
to the Brandywine, but its occurrence in quantity is con- 
fined to a width of a few hundred yards, though its exist- 
ence can be proved on almost any farm in the district. 

Another belt nearly parallel with this one runs through 
Pughtown but it is said not to be as rich as this belt by 
those interested in the latter. 

The mine is opened about 60 ft. in depth by open slope 
along 500 ft. of the outcrop. 

The portion of the rock sufficiently permeated by graphite 
to pay for excavation is 12 to 15 ft. from wall to wall. 
The dip of the underhand slope* is S. 15° E. 30°. 

At the western extremity of the gangway the rock is a 
decomposed gneissoid rock containing several large horses 
of a whitish rock similar in character to the foot. From 50 
to 80 car loads were sent up per day (Aug. 12, 1880,) each 
car containing about half a ton. The ore contains perhaps 
4 p. c. graphite. The engine is 30 h. p. working pumps 
by flat rods making ten 3 ft, strokes a minute and throwing 
3 or 4 gallons to the stroke. Seven hours .pumping keeps 
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the mine dry for 24 hours. Twenty-eight men are employed 
in mill and twelve in the mine. Five miners at $1 26 and 
seven laborers at $1 10 per day. The engine runs the pumps 
during the night and the machinery during the day. The 
car drivers work on contract for 6 cents a car. 

The rock from the mines is passed into an agitator where 
it is jigged, the Inmps having been broken. Two men man- 
age the washer on night and day shifts at $1 10. Two men 
and two boys are employed at the drier. 

From the jig or agitator the graphite is carried to the 
furnace where it is heated and separated into four parts. 

No. 2 is gravel of the size of a pea and quite free from 
graphite. 

No. 3 is the cleanest part of this first separation, but still 
contains 33 p. c. to 50 p. c. impurity. 

No. 4 is the fine dust consisting of at least one half 
graphite which is thrown away. 

Altogether in mill and separator about four tons of an- 
thracite (Schuylkill coal) at $6 is used per day. 

No. 1 gi-ade from the separator is brought to the mill, 
where it is ground in Cornish rolls, falls into a vat, and is 
carried by an elevating belt up to the loft, where it is bolted 
through bolting cloth, and is conducted thence to the kiln. 
The bolting cloth here used is a wire screen 60 meshes to 
the inch. The operations are somewhat in order as follows ; 

a. The product of the separator is crushed in iron rolls, 
and carried to the top of the building, where it is bolted. 

5. It is then dried in kilns. (The fine is huddled, and is 
then treated along with the rest by process c. ) 

c. The material is bolted through two bolting cloths, 
No. 12, like grist-mill cloths, and separated into 1, 2 and 3 
grades. No. 3 is the finest. The latter grade, ground in a 
burr and bolted again, produces the finished product. 

The quality of this arti cle appears to be excellent. 

The chief interest, however, in this graphite deposite is 
found in the light thus shed on the probable age of the rocks 
in which it occurs. In the first place this occurrence of 
graphite in such large quantities leads us to ascribe the 
rocks which contain it to either the Laurentian or the Hu- 
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ronian period. It is true that graphitic shales are met with 
in the Lower Silurian, (see T. S. Hunt, Chemical and Geo- 
logical Essays) and even have been thought to be recog- 
nized in the Carboniferous, but not in the form in which we 
here view it. From other analyses Dr. Hunt, in the essay 
on the "Geography of the Appalachians and the Origin of 
Crystalline Rocks," is induced to ascribe to this region the 
age of the Green Mountain series, while the occurrence in 
them of graphite would add another if not a decisive con- 
firmatory resemblance. It is to be ascribed either to the 
Laurentian or to the White Mountain group. 

It will naturally occur to one that if the original gra- 
phitic Laurentian or Huronian rocks were torn up and made 
over that their constituents would also exist in the newly 
formed rocks. The manner in which the graphite is dis- 
tributed forbids this supposition. For being of much lower 
specific gravity than the matrix in which it is imbedded a 
disintegration of the rock would lead to the aggregation of 
the graphite into one horizon or bed, whereas it is dissemi- 
nated throughout the rocks in which it occurs. 

It would seem, therefore, to tend to show that the age of 
these rocks is Laurentian or Huronian, or, to be more exact, 
Laurentian, Green Mountain, or White Mountain. 

A number of iron ore mines or their remains are found in 
the township most of them grouped near the town of Wind- 
sor. The largest of them is north of the town. There is a 
belief anjong some of the inhabitants of this region that the 
occurrence of the iron ore and graphite have relation to each 
other, and they point to the fact there is a similar concur- 
rence of graphite and iron ore further to the N. E. and close 
to the border of the Mesozoic sandstone. It is indeed ex- 
tremely probable and perfectly harmonious with what is 
known of the genesis of these iron ores, that they depend 
upon the presence of organic matter as a reducing agent 
and that cseteris paribus they would be more likely to be 
encountered near the graphite beds than elsewhere. But 
the popular notion alluded to is that the graphite is the re- 
sult of the ore, an hypothesis which is not so easily main- 
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tained. Lumps of magnetic ore have been ploughed up on 
the farm of Isaac Trego. 

The rock called sometimes ^^ conglomerate'^^ offers more 
difficulties in determining its true nature. In appearance it 
is very like a conglomerate, and yet the fresh character of 
its feldspar, the unrounded angles of its quartz, and the even 
distribution of the graphite through it, make it appear 
likely that it is a porphyritic crystalline rock in a state of 
decomposition. 

16. Lower Uwchlan. 

Passing up the east branch of the north fork of the 
Brandy wine from Downingtown one traverses the quartzite 
of the Potsdam period, which however does not seem to 
show on the right bank of the stream to any great extent. 
This is part of the great body of quartzite which bounds, 
on the north, the Silurian limestone valley and dips normally 
under it. 

The rocks seem to pass at about this point from Potsdam 
sandstone into the crystalline older series ; but owing to the 
gravel no very sharp line of demarcation can be drawn. 

The largest of a set of curves in the boundary between the 
two formations (which curves are generally obliquely in- 
clined to the axis of the valley and seem to indicate diver- 
gent anticlinals,) passes up into the western part of Lower 
Uwchlan. 

The line of division follows the course of the stream just 
mentioned nearly to its source, where it trends abruptly to 
the south, passing about one mile west of Lionville until 
about the same distance south of the latitude of that place, 
when it changes abruptly and runs due east, rising to the 
north near the S. E. corner of the township and passing 
into Charlestown township in about the same direction be- 
fore making the next southerly deflection. 

Proceeding along the Conestoga road from the north- 
western township line where its description was left when 
speaking of the last township, we find large numbers of 
fragments of the feldspathic rock so often referred to but 
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no exposures down to the house of W. P. Phipps where 
the coarse conglomerate- like rock with large quartz grain 
is found in place with a strike of E. 20° N. A great deal 
of quartz debris is found down to this point making the 
impression that there is Potsdam in the neighborhood, but 
It is probably the remains of the weathered rock just men- 
tioned of which this constituent would be the last to disap- 
pear. Both in and on all sides of Lionville the soil is prin- 
cipally composed of the weathered feldspathic rock as far 
south on the two roads leading in that direction as the houses 
of Wm. Miller and H. Litzenburg where a sudden deflection 
of both roads to the west marks where the formation changes 
to the Potsdam sandstone or quartzite. 

Passing up the Brandywine, north, the dips are as fol- 
lows : Beginning at the extreme S. W. edge of the town- 
ship quartz slate and S. S., with some flakes of black mica, 
S. 30° E.-86° (S. W. comer.) 

500 yards higher up is whitish sandstone, with some in- 
cluded minerals, S. 10° E.-89°. 

The same distance north is white sandstone with dark spots 
S. 10° E.-80°. 

A few hundred yards higher on the left bank is chloritic 
mica- schist with much quartz with a strike E. 20° S. -vertical. 

Prom this up, the creek leaves the quartzite, and dips of 
70° to vertical are obtained in the chloritic mica-schist, the 
high angles continuing into Upper Uwchlan, and evidently 
belonging to the more vertical limb of the synclinal previ- 
ously spoken of there. ' 

Near Norris Dowlin's, at the south-east corner of Upper 
Uwchlan, a rock consisting of coarse grains of quartz dissem- 
inated through a schistose matrix, together with quartzite 
proper, dips from S. 10° W. to S. 20° E. from 81° to 89°. 

This character continues to the next northern crossing of 
the road and railroad. 

There is, however, another hypothesis of the cause of 
these high dips and the apparent conformity between the 
quartzite and the gneisses and conglomerate or feldspathic 
rock, which though it is opposed to the hypothesis on 
which the map was colored, has some points in its favor. 
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This is, that the real demarcation between the old and 
the Potsdam rocks is to be sought along the line heretofore 
spoken of as a synclinal axis. If this be the case the struc- 
ture is not an overturned synclinal, but the S. E. beds 
would be unconformable to the N. W. beds, and, for a cer- 
tain breadth of present contours, made out of them. This 
wodld seem to account for the puzzling conglomerate (or 
feldspathic porj^hyry) as in reality a conglomerate coeval 
with the first deposition of the Potsdam period in this re- 
gion. If there were not objections to this, elsewhere noticed, 
it would also explain the gradual transition of the appar- 
ently crystalline rocks into pure quartzite or sandstone. 
It is evident that if this hypothesis might be believed the 
boundary line of the formation would only have to be re- 
moved to a greater or less distance north of where it is, 
parallel with the line already tmced, which would then rep- 
resent the line along which the crystalline habit of the 
rocks merged into the sedimentary sandstones. 

The rest of the township is filled with feldspathic and 
homblendic rocks, the latter forming an important fraction. 



17. West Cain. 

This appears to be the largest as it is ffom a geological 
point of view the most important township in the county. 
It is here better than anywhere else that we can assemble a 
number of evident facts bearing on the difficult problems 
which have in part been discussed and in part are reserved 
for the future. 

This township abuts on Lancaster county, having Honey 
Brook and Sadsbury respectively north and south of it and 
West Brandywine on its eastern side. The Potsdam sand- 
stone attains its widest development in West Cain, broaden- 
ing enormously in a north and south direction, at the same 
time that on its southern edge it gradually leaves the con- 
tact of the limestone below the borders of this township, 
permitting an uneven wedge of the older crystalline rocks to 
intervene between it and the latter in Sadsbury and Valley. 
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With the exception of a small tongue of limestone 
extending eastward from the great Lancaster limestone, 
(which is of great importance in understanding the struc- 
ture) the entire western boundary of this township is com- 
posed of Potsdam, which reaches a little above its N. W. 
comer and covers about half of it midway between the 
northern and southern boundaries. From this median line 
it broadens both to the N. E. and the S. E., projecting an 
upper arm through the S. E. comer of Honey Brook and 
into West Brandy wine (as has been described), and a south- 
em arm almost to the lower border of the last-named town- 
ship where it breaks oflf suddenly, and descends in one of 
the scallops, already mentioned as characterizing the north- 
em edge of the Potsdam north of the Chester valley, almost 
to the limestone. 

This expansion of the quartzite and quartzose sandstone 
seems to indicate then the western end of a local anticlinal 
axis of which the ridge has been subsequently planed oflf, 
leaving the lower rocks exposed within a frame of Potsdam, 

The small tongue of limestone, which at Compassville 
juts across the county border to the east, is of great import- 
ance stratigraphically, and seems to lend support to the 
hypothesis just enunciated. For there can be no doubt of 
the direct connection of this small hay of limestone with the 
Lancaster limestone. Since this latter has been traced into 
direct connection with the Chester Valley limestone, near 
Quarryville, and since the Chester Valley limestone lies un- 
conformably against the Potsdam sandstone for nearly its 
entire length inChester county, undoubtedly there must be 
an anticlinal axis of which the western end, running nearly 
parallel with the Chester Valley itself, dies down at or near 
"Welsh mountain." 

The sudden alteration of the lines of outcrop at this chain 
of hills, of which the nucleus is gneiss and mica-schist, is 
not easily explicable at first sight, but will be referred to 
directly. 

If this view, mentioned as an hypothesis, in regard to the 
genesis of these feldspathic rocks which sometimes assume 
the form of a conglomerate and sometimes of a porphyry, 
17 C*. 
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be correct, viz: that they constitute the lower portion of 
the Potsdam formation and resemble the underlying true 
feldspar porphyries and hornblendic gniesses, because the 
waters which produced them were in direct contact with 
these latter, and at first merely tore them to pieces and re- 
composed them, we should look for the rocks in the eastern 
portion of West Cain township to belong to this horizon, 
because they are next to the eastward of the quartz or sand 
rock along the axis of a denuded anticlinal. In point of 
fact, not only is it the case that the rocks embraced by the 
two arms of the Potsdam skeleton aTvticlinal actually do 
possess in a high degree that intermediate character so often 
alluded to (and especially remarked along the northern con- 
tact of the Chester Valley sandstone,) but here another 
characteristic, briefly alluded to in the preliminary remarks, 
allies them to this belt (and its congener near the Delaware 
State) line by the extent of their weathering and the Jcaolin 
deposits to which it gives rise. 

Kaolin surface deposits, — One of these, south of Wag- 
ontown, is exploited by a pit showing weathered and un- 
weathered varieties of the feldspathic rock containing 
quartz. Large blocks of the micaceous rock with fragments 
of quartz are found throughout the pit, and much of it is 
so quartzose as to resemble quartzite. Quartz fragments 
are found through the mass of the kaolin, whete they have 
evidently been left unchanged, while the feldspar was com- 
pletely decomposed. 

From the northern border of the Chester county Valley 
and a short distance west of the Brandywine, to and be- 
yond the Cedar Hill school-house, kaolin deposits of greater 
or less extent have been found and partly opened. 

There the most extensive works north of the Chester 
Valley have been opened by Mr. Williams, of West Chester, 
in 1878. Some of the kaolin was sent to Trenton and some 
of it to Phoenixville. Here again there is a great deal of 
quartz found among the decayed rock. Mr. G. W. McFar- 
land began the opening in October, 1878, after considerable 
experience with similar works in Delaware. In the Oker- 
son valley, 12 miles N. W. of Wilmington and 4 miles south 
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of Kennett Square, the yield of one of the works was three 
tons of "sand" to one ton of marketable clay. 

The clay is shipped to East Liverpool (Ohio), to Trenton, 
and to New York. There are four grades recognized. The 
first grade forms less than one per cent, of the mass, and is 
worth $18 50. It is run through a silk lawn screen. No. 
2 is surface clay. No. 3 is still coarser, and No. 4 is en- 
tirely refuse and rejected. The quartz which is separated 
from this clay is also sold to the glass-makers. The day 
before my visit to the mine 125 tons of a bluish milk quartz 
had been thus disposed of. 

The pitch of the decomposed rock which furnishes the 
kaolin is towards the east and gentle. 

A well 12 feet deep at the bottom of the pit, and 50 feet 
from the surface, is still wholly in kaolin. The excava- 
tion covers perhaps half an acre. 

The boundary of this feldspar rock sweeps south-west- 
ward in a curve, from near Mr. Maitland's residence where 
it crosses the northern border, just including Martin's 
Corner, to Jas. Entrekin's house nearly in the center of the 
township, and thence in several curves south to Rock run, 
which divides it from the Potsdam to the south. 

The JcaoUn deposits which are worked in Chester county, 
and near it, are mainly if not exclusively in that belt of 
rocks which skirts the Potsdam where its lower lavers are 
exposed to view. This is the case also here where there is 
a rough parallelism between the line along which the kao- 
lin has been extracted, (nearly north and south), and the 
direction of the inner edge of the previously described anti- 
clinal, dying tp wards the west. If it were established that 
a certain thickness of rock composed of mica, quartz, large 
crystals of pegmatite, and some hornblende below the Pots- 
dam were really pseudo-Laurentian (as the undoubtedly 
genuine metamorphic series below them are taken to be) 
it would be easily understood why the feldspar which they 
contained became more easily the prey of decomposition 
than that of the latter, since the percolation of water 
through a re-made rock is necessarily greater than through 
the original rocks out of which it has been made. 
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Two other circumstances, neither of which would be de- 
cisive in itself, lend corroboration to this view. One is the 
frequent presence of iron ores in this belt resembling those 
which are well known to a<5company the lower Potsdam, 
and of which a more particular account has been given in 
the volume devoted to Lancaster countv. 

The other is the frequent instances of agreement between 
the dips found in this belt and in the overlying sandstone, 
and the frequent disagreement of both with the dips found 
in the lower and true crystalline measures, both in direc- 
tion and intensity. 

A large surface iron ore mine (for example) is found in 
West Cain about 1^ miles north of Sadsburyville belong- 
ing to S. B. Worth & Co. 

In general these mines resemble those so often mentioned 
and described in Rept. C, (York county.) The iron ore in 
them seems to have been derived from two sources, a prim- 
ary and a secondary. The first is the alteration in place of 
strings, pockets, and beds of pyrites, and other iron com- 
pounds, producing a corresponding mass of iron more or 
less hydrated. The second is intimately connected with the 
disintegration of the rocks themselves, and depends upon 
it, and is in fact a dei)osit of oxides of iron among the 
impermeable clays, caused by the disintegration of the feld- 
spars from its solution. Thus, while it is probable that any 
rocks of any age containing sufficient silicate of aluminum 
to form clay on decomposition would give rise to the form- 
ation of secondary iron ores of greater or less extent, de- 
pending upon the amount of iron solutions which had ac- 
cess to them, it is sufficiently well known as a feature of 
the formation we are considering to lend additional weight 
to other suggestions of the hypothesis under consideration. 

The surface of West Cain is very much covered by loose 
debris, and the exposures of rock in place are not numerous, 
especially in the zone where for the test of the agreement 
of the stratification it would be most convenient to find, 
them, viz : near the border of the sandstone ; because as 
usual this rock is widely distributed in fragments over the 
surface of the ground ; but a couple of dips are found about 
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two miles (3.2 kilometers) apart, one in each of the two 
belts which we desire to compare ; one about a mile S. E. of 
Compassville in quartz slate; the other near the Worth 
iron ore mine in what appears to be homblendic gneiss. 

The first of these is S.-80°, and the last S. 20°E.-85^ 

While the difference in strike between these two is 
considerable enough to warrant the assumption of non-con- 
formability if they were close together, this assumption 
cannot be maintained on account of their distance apart, 
and the universal undulation of the beds. The rocks 
giving this last mentioned dip occur near the Bonsai school- 
house. They are massive and partly chloritic, but partly 
resembling normal finely laminated gneiss, in which a layer 
of quartz conglomerate feldspar rock dips S. 20° E.-85°. 

On the other hand, the high dip is a factor of greater con- 
stancy, and does not at all agree with that of the lower crys- 
talline rocks where they are best observed, and where their 
inclination to the horizontal plane averages about 30°. The 
quartz slate is of itself an interesting occurrence, resembling 
as it does the JSdge Hill rock of Bucks county, which has 
been so well determined by, and forms such an important 
horizon in the theory of Mr. Charles E. Hall. 

Before leaving this interesting township it is worth while 
to remark, that, between the limestone and the quartzite of 
the small bight which enters the township from Lancaster 
county at Compassville there is a good representation of 
the Tiydro-mica series (which, though generally, is not uni- 
versally present in this position) as if to remove any diffi- 
culty which might remain in identifying the various mem- 
bers of the two formations. It is due to the candor which 
should be the leading characteristics of every sincere work, 
the object of which is to attain the truth, to say that this 
occasional absence of the hydro-mica schists between the 
quartzite or sandstone of Potsdam and the limestone of 
Auroral age, is at first sight more easily reconcileable with 
the view of Prof. Henry D. Kogers that these schists are 
the upper member of the Primal^ than with that which I 
have felt bound to assume, viz., that they are the lower 
inemher of the Auroral; but it is not incompatible with 
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the latter view, as I have pointed out before, and there are 
good reasons for the assumption that the schists and the 
limestone above them are part of the same formation. 

For further illustration of this subject, see Rept. C, pp. 
130-131, where the sections 1, 3, 3a, and 5a, are mentioned 
as supporting the opposite view, which they do not seem 
to do. The view here presented is defended in Rept. CCC, 
pp. 6, 7, and 8. 

An instance of the non-conformity of the quartz slate and 
the hornblendic gneiss is found on the road from Compass- 
ville to Wagonville and about a mile north-west of the 
latter place, bu t it has not been presented among the im- 
portant facts bearing on the stratigraphy of the township, 
because, from the circumstances of its occurrence, it seems 
likely that the first mentioned rock is not really in place. 
Slabs of quartzite or quartz slate here seem to lie nearly 
horizontal on the upturned edges of the hornblendic gneiss. 
The high angle of the latter would place it in the belt which, 
as has just been suggested, may be in reality the lower part 
of the same formation to which the quartzite belongs ; but 
if this observation could be taken as decisive that would 
end the hypothesis, unless we supposed some violent 
crumbling and disturbance of the members of the same 
formation among themselves. But it may be safely as- 
sumed that a deception as to the rock being in place is more 
likely than such a position of the quartz slate, which is dis- 
cordant both with its lithological analogues in the same 
region and with the rocks which are supposed to be their 
stratigraphical equivalents. 



18. West Brandywine. 

This township though of irregular shape contains but a 
single area of Potsdam sandstone which appears to be iso- 
lated within its borders. A blunt broad protrusion of this 
formation belonging to the large area mentioned in West 
Cain extends a short distance into its N. W. corner. The 
curved mass of this formation spoken of in Wallace scarcely 
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crosses its border in the N. E. comer. Its south boundary 
from Cain township seems to be as nearly as possible the 
dividing line between the crystalline schists and Potsdam 
at that place ; and another promentory of Potsdam fails 
only by about a mile to touch its S. W. comer. The posi- 
tion of the isolated patch of Potsdam in the vicinity of 
Brandywine Manor P. O., between the first two masses de- 
scribed, leaves little doubt of its being really continuous with 
them, and that it makes with the southern belt of quartzite 
and quartzose sandstone a short denuded anticlinal axis of 
which only the borders remain. 

Along the Harrisburg and Downingtown pike, from the 
comer where Honeybrook, W. Nantmeal and W. Brandy- 
wine come together, the ground is covered with ddbris of 
feldspar porphyry with no observed rocks in place, to the 
Brandywine Manor house. 

Hence to the blacksmith shop and hotel of Aaron Smith 
that formation appears to be replaced by white sandstone 
and quartzite fragments. 

This is due east of and not more than half a mile from 
the N. W. area of this formation previously spoken of, from 
which it is separated by the West Branch of the Brandy- 
wine creek. 

From Aaron Smith's hotel to the Wild Briar P. 0. in de- 
fault of exposures and owing to the difficulty of distinguish- 
ing between the true debris and that due to the making of 
the tumpike, true character of the rocks along this line is 
not easy to determine ; but on lines north and south and 
east and west, both above and below this portion of the 
tumpike, and so run as to have it as the hypothenuse of two 
nearly right angled triangles, the appearances testify 
strongly in favor of their crystalline character. From here 
to ligget's comer and li miles below, the rocks observed 
were f eldspathic, containing large grains of quartz ; were in 
fine the rock so often referred to as conglomerate in appear- 
ance. 

From Ligget's comer west and south-west to the extreme 
corner of the township the same character is preserved, while 
the exposures in place are more numerous. 

Near Amos Snyder's house this rock dips S. 20° E.-30® 
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while a little over quarter of a mile mica-schist with prob- 
ably a similar strike is vertical. 

The western corner of the township is made up of hom- 
blendic gneiss or syenite rock, of which however no im- 
portant dips were observed. 

The Potsdam area of the N. W. comer of which the right 
bank of West Branch of the Brandywine is composed is 
confined to the fork between this stream and a small sub- 
branch or feeder which passes close to the house of Jas. G. 
Templeton. The rock is principally a sandstone, and in the 
neighborhood of Mrs. Sarah Miller's dips about N.. 20°, a 
dip which is probably pretty constant for the prong of 
Potsdam under consideration. 

On the left bank of the West Branch of the Brandywine 
and therefore very near to it the homblendic gneiss dips S. 
10° E.-30°. 



19. Bast Brandywine. 

This township, lying between West Brandywine and 
Uwchlan, and Wallace and Cain, is composed entirely of 
the homblendic gneisses, feldspathic rocks, and pseudo- con- 
glomerates ; except on the extreme northern boundary line, 
where the eastern horn of the Wallace crescent crosses its 
border for a very short distance ; in the extreme S. E. 
corner (which the boundary of the Potsdam, passing from 
Cain to Lower Uwchlan cuts off); and an isolated patch in 
the middle, which was determined mainly by surface ddbris, 
having so far as ascertained but one exhibition of rock in 
place, viz : on the Harrisburg and Downingtown turnpike 
near the Quthrieville school-house, dipping about N.-30°. 

The rock here is a sandstone with some mica. As nearly 
as the shape of this isolated patch of Potsdam could be de- 
termined it is triangular, the long side or hypothemise being 
closely confined to the turnpike, and horizontal and verti- 
cal lines from Comer Ketch to this turnpike determining the 
other two sides. 

The south-east corner of the township cut off by the 
Potsdam area of the south, connecting with that of Uwch- 
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Ian township, extends from a point on the southern town- 
ship border east of its intersection by the Harrisburg turn- 
pike, to a point on the eastern border south of Dowlin's 
station. 

Various portions of the surface of the township are largely 
covered by white sand^ the presence of which is easily ex- 
plained by the proximity of the Potsdam formation ; for ex- 
ample the middle part of the northern border which is em- 
braced between the crescent shaped quartzites of Wallace 
and a part of the township east of Corner Ketch. In the 
main, however, the township is composed of the older feld- 
spathic and mica schistose rocks which give it the rich deep 
red soil so valuable in judging of the nature of the under- 
lying rock in the absence of exposures. 

Near R. Powell's the rocks are of the quartz conglomerate 
character with pink i)ebbles. A large exposure dips S. 15"^ 
E.--89''. For about a mile back of this the quartzose sand- 
stone and quartzite assume more and more of this charac- 
ter, and this gradual passage between two rocks so different 
in character lends confirmation to the hypothesis of the true 
position of this rock which is elsewhere stated. 



This completes the list of townships north of the Chester 
valley. The description of the townships of Chester county 
was divided into those north of the vallejf, those which 
touch or are cut by the valley, and those south of it. Nor 
is the prominence thus accorded to the valley by this method 
without sound foundation from a geological point of view, 
while it is strictly in conformity with the habits of the citi- 
zens of county. 

In my preliminary remarks some reference was made to 
several questions of interest in connection with the Valley ; 
but no attempt was then made to answer them. The first 
of these was why is the southern edge of the Chester valley 
so straight ? and the second question was, why is there such 
a lithological difference between the rocks to the south and 
the rocks to the north of the Chester valley ? As a working 
hypothesis we may answer both these questions by saying 



266 C*. REPORT OF PROGRESS. P. FRAZER. 

that a fault along the axis of the valley or parallel to it and 
the subsequent raising of the rocks to the south would ac- 
count for both phenomena, providing that there were no 
interfering facts ; and it will be one object of the next por- 
tion of this report of the geology of the townships through 
which the Chester valley passes to consider whether there be 
sufficient reason in every case to permit this hypothesis to 
be maintained. The consideration of these questions will 
involve a third : What is the structure of the rocks of the 
Chester valley. 

The Chester county valley is a long, narrow trough of not 
more than two miles and sometimes as little as i mile (400 
meters) in width, which seems to be divided from the lower 
edge of the great Lancaster limestone (except in a single 
point dwelt upon in Vol. CCC) by the end of the anticlinal 
axis of which the phenomena in West Cain township has 
just been described. On the map as put together at present 
the true significance of this structure does not appear, owing 
to the non-registering of roads and places on the maps of 
the two counties embracing the valley, which were made 
the basis of this report, and by the fading of the color of 
the Lancaster county map, and the non-agreement of color 
of the York, Lancaster, and Chester maps where the same 
formation is intended. 

There is little doubt that in spite of these irregularities 
enough is shown to indicate a long scalped anticlinal, of 
irregular outline, represented by the fringe which can be 
followed from Christiana through the comers of Lancaster, 
Chester, and Berks till it is covered by the Mesozoic band 
in the latter two counties, and along the north border of the 
Chester valley to Valley Forge, where the same formation 
hides it. Where this anticlinal narrows to the south-west, 
and the planed oflf portion is replaced by the continuous 
quartzite, the Welsh mountain appears ; but shortly after 
the Lancaster county border has been passed, the axis 
which has been descending must rise again, carrying with 
it the outlying rocks, and leaving no representatives of this 
formation visible except in fragments between the limestone 
and the crvstalline rocks. 
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^0. Sadsbury, 

This lies on the Lancaster connty border adjacent to the 
township of the same name in that county. It is another 
part of Chester county where the study of the geology has 
a most important bearing on the proper understanding of 
the relations of the formations in the county. 

The Pennsylvania railroad makes almost a perfectly 
straight line through the township and lies almost exactly 
upon the northern boundary of the limestone from Octorara 
Creek Branch to and beyond Pomeroy. At no place within 
the distance does the limestone touch the quartzite or sand- 
stone though removed from it by a belt of varying width 
nowhere very broad except at the two points mentioned. 

The quartzose sandstone approaches the limestone valley 
more closely at Parkesburg than elsewhere, but then the 
nearest point is on the road (running north) a little to the 
east of the town, where at about i mile north of the railroad, 
a quartz slate dips S. 15° E.-45°. The Strasburg road marks 
very nearly the dividing line between the formation to the 
north-west although apparently lying itself wholly in gray 
and black gneiss. 

On the Valley road which is plentifully covered with 
sand there are a few exposures of Hack gneiss. One of 
these near Mr. John N. Chalfant's house seems to be a dip 
of N. 46° W.-10°, but may be due to the sagging of the 
soft exposed strata. Another just south-east of the Green- 
wood Forge dips N. 10° W.-30°. 

These gentle dips are further confirmation of the dying 
out of the anticlinal spoken of in the description of West 
Cain, though so marked a transition from the steep dips 
just to the north, in the quartzite, would seem to intimate a 
non-conformahility between them, and suggest that this 
gneiss belongs to the original metamorphic series. This 
part of the country presents to the mind the possibility that 
the anticlinal was divided by 2i fault previous to the deposi- 
tion of the limestone, and that only the northern half of it 
remains. This, with a not unusual eroding activity would 
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account for the remarkably narrow and straight belt of 
limestone wbicli remains, and for the divergence of the 
boundary lines of the limestone and quarfczite from Valley 
township westward. 

Some of these dips may serve to mark the differences in 
structure upon which the above hypotheses have been 
formed. 

A small stream which flows westward into the branch of 
Octorara creek which divides Lancaster from Chester coun- 
ties, seems to be throughout its entire length (about one 
half that of the township) the boundary between the lime- 
stone on the north and the mica-schists on the south. 

About i mile west of Parkesburg there is a water shed 
in the valley, and due south of that town another small 
stream runs in the opposite direction (east by north), but 
almost in the same straight line with the first. The line 
which passes through both and joins them is almost if not 
quite acpurately the southern margin of the limestone south, 
of which are the* mica-schists of the -'South Valley Hills, '^ 
forming a border to West Fallowfield and Highland town- 
ships. 

At Stottsville this line breaks off abruptly northward as 
far as the turnpike, which it then follows eastward, thus 
contracting the belt of limestone to a few hundred yards. 

With the exception of this part the limestones dip very 
generally S. (or S. a little east) from 60° to 80°. 

The Rolling-mill of H. A. Beale & Co., at Parkesburg, 
stands in part on decomposed gneiss and in part on lime- 
stone, the latter striking about E. 25° N. with a vertical dip ; 
while the clay formed by the decaying gneiss in contact with 
it dips gently ± N. W. and the gneiss in the hills about 
660 feet to the north dips N. 20° W. 84°. 

On the opposite side of the valley from Parkesburg, and 
on a road leading across an exposure of limestone mixed 
with gneiss layers, a dip of S. 10° to 20° E.^60° is obseWed. 
The limestone is white and partially crystallized^ and the 
soil is fuU of spangles of mica. It seems most probable 
that this gneiss J however derived, is the same as that lying 
between the limestone and the quartzite on the opposite 
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side of the valley. The original crystalline beds to the 
north are evidently those which have furnished the mica 
found mixed both with the sandstone and limestone. 

Making a hasty resume of the principal dips in the gneiss 
and mica-schist along the south border of the Sadsbury 
township limestone belt, they are as follows, commencing 
at the west end: S. 10° E.-70°, gneiss S. 10° E.-40° ; mica- 
schist, S.-53°, S. 16° E.-«5°. 

The limestone is entirely covered at the west end of the 
township, except in one place long since closed up. The 
reasons for continuing it through are chiefly topographical ; 
the land presenting the low, level surface common in our 
limestone, and there being occasional sink holes indicating 
Hhe likelihood of its existence in the dips. 

The dips in the eastern part of the township are S. 10° 
E.-«0°, S. 10° E.-60 ; S. 30° E.-60 ; S.-60° to 80°, &c. 

An exception to the S. E. dip of the limestone is found 
at the Pomeroy station, where the limestone dips N. 10° W.- 
57°., which seems to be in some way connected with the 
sudden narrowing of the limestone belt at that point ; or it 
may be a deception, as immediately in its neighborhood 
and almost in the line of its strike, a dip of micaceous lime- 
stone is found to the eastward of S. 10° E.-fiO. 

The mica schists in a steep hill north of this dip S. 10° 
E.-85°; and again immediately north, S. 10° E.-60°. 

All the way to Sadsburyville the fragments along the 
road are gneissoid, mica schists, or clay, all containing much 
quartz, and representing either the original crystalline rocks 
or the lower Potsdam compound of them. 

Other dips in this series (again from west to east) are N. 
10° W.-30°; N. 45° W.~10° ; N. 10° W.-5°(?); N. 10° 
W.-84°, &c. The non-conformability, therefore, seeme here 

plain. 

To these might be added the mica-schists on the west of 
the Octorara branch forming the county border, which are 
N. 30° W.-58° ; N. 20° W.-50°. 

The reason for connecting ttis series therefore with the 
underlying beds of mica-schist seem adequate, and this 
would lead, as was the intention of the author of the 
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Chester county colored map, to a uniformity of color along 
the border of the two counties. 

The sandstones and quartzites have dips as follows : S. 
20° E.-78° (north of Parkesburg); S. 25°E.-70°; N.^5° 
(about a mile south-west of Sadsburyville) ; N. 10° W.-60°, 
(on the Lancaster turnpike, near the county line.) 

There would seem to have been a flexture here corres- 
ponding pretty well with the position of the supposed 
anticlinal, which would thus pass nearly through the Pres- 
byterian church, about a mile north of Parkesburg, and of 
which a line from here to a point a little north of Penning- 
tonville would nearly mark the direction. 

A white quartzose sandstone but half the distance from 
this axis to Parkesburg, near the crossing of the road by a 
small stream, dips nearly vertical. The previous dip just 
mentioned as S. W. of Sadsburyville, and which evidently 
belongs to the other limb of the anticlinal, is not isolated, 
but is confirmed by another south of the turnpike and near 
the county border which is also N. 10° W.-50°. 

A few hundred yards north of the Swan tavern the frag- 
ments of rocks lining the road are broad crystallized mica- 
ceous gneiss, and a quartz porphyry made of fragments of 
limpid quartz with a net-work of intervening decaye^d feld- 
spar — i. €,, the rock which has all along been referred to. 
Another illustration of the different phases it assumes, is 
found about half a mile west of Sadsburyville. It is here 
a decomposed quartssose rock, containing some feldspar, 
large fragments of quartz, and small clumps of mica. It 
strikes E. 10° N. across the road and appears to dip N. 10° 
W., and is to all appearance a crystallized rock.* 



^1. Valley. 

This lies next east of Sadsbury, south of West Cain; 
west of Cain, and north of East Fallowfield. 



*Mr. O. H. Chandler, of Kennett Square, reports having found *<tita- 
nlam " near Pomeroy. But what form of the metal, fh>m sphene to rutUe, 
and whether belonging north and south, he did not B&y. 
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Shortly after passing eastward into this township the con- 
tact of quartzite and quartzose sandstone with the limestone 
is renewed. 

Numerous exposures of limestone continue the structure 
mentioned in the last pages. Some of these here follow 

again, proceeding from the west to the east. S.-SS'^ ; S. 30'^ 
E.-60^; S.-70^; S. 10° E.-70° ; S.-87°; S. 20° E.-80° (this 
latter within the borough of Coatesville.) 

The exposures of the mica-schists to the south of the 
limestone valley and in this township are few ; but enough 
is known from the observations made along the hills bound- 
ing the southerly adjacent townships of East Fallowfield, 
to render this part of the structure clear. Near the western 
border, and above the Penn. railroad, a massive cliflf of 
quartzite, about half a mile north of the limestone bor- 
der, dips S. 20° E.-68°. The border line between the 
quartzite and the mica-schists waves several times across 
the road to the N. W., making the intrusions of the latter 
across the Sadsbury border like those along the north 
boundary of the same quartzite. 

Just about Coatesville, and north of the valley, there is 
an area where the quartzites are wanting, and are replaced 
by the mica-schists and gneisses, or their semblants. 

Near the station one of these dips is S. 30° E.-66°. Above 
this a gneiss dips S. 30° E.-80° ; S. 20° E.-88°. In the vi- 
cinity of the miU-dam a quartz slate dips vertically ; and 
there seems to be here a narrow isthmus of quartzite con- 
necting together over the gneisses and mica-schists the 
large mass in the western part of valley with that in Cain. 
This quartz slate is noticed also in the western part of the 
township. 

On following the Lancaster turnpike westwardly from 
Coatesville a thinly laminated micaceous rock is encoun- 
tered at the crossing of the Penna. E. E. It answers the 
description of ''Edge Hill" rock, but contains much mica, 
(a psephite.) Its first dip is apparently N. 30° E.20° ; but 
a short distance west this is changed to N. 45° W.-65°, re- 
peated to the abrupt angle of the road, where it dips S. 45* 
E. very steeply, (say 85°.) 
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Observations along the Brandywine north of Downing- 
town, but especially here north of Coatesville, reveal a 
quartzite of white quartz at varying distances from the 
limestone valley ; and between it and the latter arenaceous 
gneiss containing mica occurring in flat plates. North of 
this quartzite ( and sometimes south of it in fragments ) a 
coarse grained, heavy bedded rock occurs, called variously 
in my field- notes feldspar porphyry, conglomerate, granite, 
and heavy bedded gneiss. 



Se. Coin. 

' This lies east of Valley, south of East Brandywine, and 
north of East Fallowfield and West Bradford. 

The edge of the limestone is very obscure along the south 
side of the valley, owing to a lack of outcrops. 

At the western township line, south of the R. R. and 
near Coatesville, a micaceous limestone dips S. 20° E.-"60°. 

The limestone proper is very much intercalated with beds 
of hydro-mica-schist to the decomposition of which many 
clay banks owe their origin. One of these banks of hydro- 
micaschist, which really belong to the Auroral, lying just 
north of Cain P. O. and the R. R., shows a dip of N.--85'' ; 
but the quarry in limestone still further east and somewhat 
north, discloses a dip of S. 15° E.-67°. 

At the west end of Gallagherville the railroad cuts through 
the nose of a hill crossing the limestone. The bed of a* 
small stream, generally dry, shows limestone for 100 yards 
south of the railroad, the southernmost exposure being* 
very much mixed with mica. The covering of the hill just 
back of this is sward with no exposures. A road to the 
east across the track gives indications that the limestone 
extends as far south as to an exposed outcrop in a field, 
some distance off. 

Some dips in the limestone from Gallagherville eastward 
are as follows: S. 10° E-74°; S.-68°; S.-66°; S.-70° ; S.- 
65°; S.-55°; 8.-65°. 
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The limestone expands greatly N. E. of Qallagherville ; 
but attains its greatest width in East Cain. 

Besides clay deposits noticeable here and in the easterly- 
townships wherever, as is usual, the hydro-mica-schists 
appear among the limestone, there are numerous savd pits 
on' the borders of the Potsdam which have been for a long 
time worked for a superior quality of sand. These gener- 
ally are found at or near the line which divides the quartz- 
ite from the limestone. A row of these is met with just to 
the east of Coatesville conforming nearly to the boundary 
just mentioned. 

The remaining part of the township is divided between a 
narrow band of mica-schists in the south, of which the aver- 
age dip is S. 30° E.-eS'^, and an uneven belt of quartzites 
at the north, broken above the space between Thomdale and 
Gallagherville by a blunt protuberance of feldspathic rock, 
extending south with a strike of about E. 20° N., and a dip 
very nearly vertical ; a position which does not closely agree 
with the micaceous sandstone in its immediate vicinity, 
which shows an average dip of S. 20° E.-85°. 

The scliists to the south are no where visible in contact 
with the limestone between Coatesville and Downingtown, 
the fragments on the road sides and hills being the only 
guides to the establishment of an approximate line of con- 
tact. 



es. Bast Cain. 

This lies between Cain and West Whiteland in a line east 
and west, and between Uwchlan and East Bradford, in a 
line north and sotith. It contains Downingtown, and the 
very interesting expansion of the limestone belt in which 
this borough lies. The East branch of the Brandywine 
forms its western boundaiy, and the direction of this stream 
is nearly north and south. The dips in the belt of mica- 
schists which passes south of the limestone varies in strike 
from E. 10° N. to E. 30° N., and from 80° to vertical. Some 
of the dips in the limestone are as follows : S. 10° E.-85° ; 
18 C\ 
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S. 10° E.-60° ; strike E. 10° N. -vertical (this latter at the 
upper marble quarry of Caleb Baldwin.) 

In an excavation made by the Pennsylvania R. R. to 
straighten its line near Baldwin's station, variegated or 
pairU clays occur in profusion at the east end, while a 
micaceous limestone at the west end dips S. 10° E.-85°. 

On the road from Downingtown north, close to the Uwch- 
lan border, the sand rock assumes the character of a weath- 
ered porphyry, though arenaceous to the touch. A small 
band of hydro-mica-schist in extremely fine layers occurs 
here. The prevailing dip is S. 10° E. to S. 10° W. very 
sharp (say 80° to 85°.) 

Nearer to Downingtown close to the limestone east of the 
road, there is a short ridge of rock which exhibits the char- 
acter of a dark syenitic granite. 

At several points on the road leading south from the 
Downingtown R. R. station surface fragments of trap some- 
what resembling dolerite, but of higher luster and greener 
color, are observed. 



U, West Whiteland. 

This lies next east of East Cain, between Uwchlan on the 
north and West Goshen on the south. 

The Pennsylvania R. R. at about the E. Cain and W. 
Whiteland boundary line (after a curve, now straightened) 
leaves the limestone valley and commences the ascent of the 
South Valley hill. Its track lies in the township wholh'- 
within the schists which fill up the entire southern half of 
the township. In the S. W. corner, near the house of Mr. 
Baldwin Kerch, these schists dip S.-75°, but a short dis- 
tance north of this, the dip is changed for a short distance 
to N. ± 20° W.-50P. That this deviation from the normal 
structure is local is however evident, from a dip near the 
store near John Berry's, where the inclination ± S. 10° E.- 
80° is observed. The rocks here and to the eastward are 
various modifications of mica-schist containing milk quartz. 

The limestone, in which are a number of quarries, shows 
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very constantly throughout its entire extent dips of S. 10° 
E.-70° to 85°, and oflfers no data for the construction of 
plications. 

There are a number of iron ore mines of greater or less 
extent on the northern edge of the limestone, analagons to 
those found in York county in the same position. One of 
these near the house of Sol. J. Roberts is of considerable 
extent, and its actual proximity to the limestone is attested, 
even were there no other evidence, by the sinking of a little 
run out of sight close by it— a phenomenon which is almost 
invariably connected with cavities in an underlying lime- 
stone. * 

Near this same margin, close to the house of John Bell, 
an excavation has been made for iron ore and kaolin. Some 
lean ore is visible, and some white clay, the latter being 
the representation of the variegated and paint clays so often 
mentioned, and almost always found in this horizon in York 
and Lancaster counties. 

[The ores and this clay are representatives in the Chester 
Valley of the brown hematite and white clay deposits which 
range along the south edge of the Kittatinny, Lebanon or 
Cumberland Valley across the State from the Delaware 
river at Easton to the Potomac river at Harper's Ferry, 
and so on south into Tennessee. They are all produced by 
the decomposition of ferruginous lime slates at the base of 
the great limestone formation, overlying the Potsdam form- 
ation.] 

The northern part of the township is covered with the 
quartzose sandstone in which, however, no dips of import- 
ance were noticed. 



£6, East Whiteland. 

This lies east of West Whiteland, west of Tredyflfrin, 
south of Charlestown, and north of E. Goshen and Willis- 
town. 

Following the- Indian King road from near the south-west 
township comer eastward, the dips at first all lie between 
or near S. 10° E. and S. 30° E-± 80°. 
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An apparent exception to this is found near Abraham 
Coursey's house, between the old, now abandoned, part of 
the West Chester Branch R. R. and the Penna. R. R., 
where it appears to be N. 10° W.-70° to 80^ This is prob- 
ably not true for any great extent of the measures, for im- 
mediately to the north and along the main track of the 
Penna. R. R., numerous dips in, the same strata agree at 
about S. 10° E.-75°. 

Near Malvern Station, on the road north of the railroad, 
a strike of E. 25° N. with vertical dip is found, and still 
nearer to the track another anomalous dip of N. 30° W.- 
62°. Such tight folds as these dips would indicate are not 
by any means uncommon in the underlying floor of the 
limestone and especially in the eastern part of the State. 

The hydro-raica-schists which forms the hill north of Mal- 
vern Station appears to dip, but not steeply, about S. 15° 
E. ±60° to 65°, for a short distance down towards the first 
crossing of the road by a small stream. Here they show 
both S. E. and N. W. dips very steep, and the average 
being very nearly vertical. 

The limestone between the Penna. R. R. and the Lancas- 
ter turnpike is generally reasonably constant in its position. 
Some of the dips here follow : Near M. W. Lock wood's 
house S. 15° E.-85° ; i mile (400 meters) east, S. 15° E.^80° ; 
about the same distance east near blacksmith's shop, S. 15° 
E.-75° ; just west of the Friends' meeting-house S. 15° E.- 
85° ; near Warren school-house, S. 20° E.-78°. North of 
Frazer station a hill of hydro-mica-schist rises in the middle 
of the limestone, and the dip here agrees with the latter, 
viz: S. 15° E.-80°. Just west of this at the school-house 
the dip is S. 10° E.-70°; but at Levi Griffith's, N. of the 
Warren school-house and the turnpike, the dip is N. 45° 
W.-73°; and a little further eastward near the Swede's Ford 
road, a succession of exposures show the limestone to be 
vertical. This occurs too at that point of the limestone 
valley which is stratigraphically opposite to the northerly 
dips in the schists near Malvern station. 

The broadest part of the Chester limestone valley is here ; 
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but as it extends to the north few other deviations from 
the generally southerly dip were observed. 

Of these one was in the northernmost of two quite large 
quarries^ located near a right angle in the road north of 
Warren Tavern P. O. The dip here was N. 20°, while in 
an adjacent quarry a few hundred yards S. W. the dip was 
S. 10° E.-80°. An exposure near to the first- mentioned 
quarry gave in limestone ± N.-±60°. Other exceptions 
were found about a mile (1.6 kilometers) north of here and 
near St. Peter's Episcopal church, where the dip was in 
two places respectively N. 10° W.-26° and N. 10° W.-55°. 

No other N. or N. W. dips were noticed in the extension 
of the strike of these rocks to the west unless a doubtful 
one near Norris Hibberd's (a mile north of Warren Tavern 
P. 0.) of ± N. ± 60° be regarded. 

A curious rock, though not in place, was observed near 
Mr. Lock wood's tenant-house unlike any observed else- 
where. It is a curiously compacted ferruginous sand rock 
with grains of quartz, the whole being washed out by the 
action of water, and weathered like the rotten serpentine 
which compose the ''Indian rocks" in Fulton township, 
Lancaster county. 

Two railroads have availed themselves of the limestone 
valley for building their tracks westward. The Penna. R. 
R. having travei-sed the valley from the north side in Cain 
to the south side in East Cain, skirts its southern edge, and 
finally leaves it finally in East Whiteland. The Chester 
Valley R. R., which runs from Downingtown to Bridgeport 
diverges somewhat to the north of the former, and lies 
wholly in the limestone. 

Just north-west of White Horse station on this railroad 
there is a knoll in a road leading to the north-west, which 
shows kaolinized slates (white clay) and white sand, to- 
gether with thin plates of sandstone. A very questionable 
exposure gives N. 20° W.-40°. 

A sink hole near Pearce's house in the N. W. corner of 
the township is the best means of locating the border of the 
limestone, and close to this appears one of a line of iron 
ore pits. The iron ore pits in various parts of the town- 
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ship, all belong to the same horizon, and are located simi- 
larly in a geological point of view. 

The Potsdam sandstone crosses only the extreme N. W. 
corner of the township, and is principally represented by a 
sand of white color and by few exposures. The extreme 
N. E. corner of the township is also truncated by this for- 
mation, though its breadth here is exceedingly small, and 
it is replaced immediately to the north by the crystalline 
rocks. Between these two corners the township line is also 
the line of division between the formations. 

The large Cedar Hollow Lime Company's quarries are on 
the east township line near the northern border ; they work 
with patent continuous kilns. 

To the west are a number of pits sunk for iron ore. 
Squire McCurdy, of this neighborhood, represents iron ore 
as on all the properties on this line ; but heretofore not in 
quantities sufficient to pay expenses. He discovered iron 
ore on his own farm, and a lease to the Phoenix Iron Co. 
was soon effected. An engine was erected, and about 150 
tons of ore were taken out, after which the latter seemed to 
be wanting. 

[The Trimble brown hematite iron min£^ situated in the 
north-west corner of the township, half a mile from each 
township line, and owned by the estate of Thos. R. Trim- 
ble, was abandoned for a number pf years. Recently" it 
was re-opened by sinking a shaft, about 50 feet deep, into 
the old workings* Several car loads of ore were taken 
from near the surface for trial, but its percentage of phos- 
pjiorus was too great. 

Mr. J. Creagh Smith's analyses of two samples (July 16, 

1880) were as follows : 

1. i. 

Peroxide of iron, 42.28 — 

Alamma, 4.77 

Silica, »8.60 84.27 

Phosphorio aoid, ; 2.88 

MetaUioiron, 29.59 * 27.88 

Iron ore has been dug just west of William Whiteman's 

* Fine speoimeDS of Wavellite, and ceruleo-laciiie have been found here i 
see Report B, page 143. 
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house, three quarters of a mile from White Horse railroad 
station. 

The Samtiel CoffToan brown hematite mine lies half a 
mile west of the dam of Hibbert's gi'ist mill, and a mile 
and a quarter west of Warren Tavern P. O. , in the eastern 
side of the township.] 

An iron ore mine near the house of Thomas E. Trimble, 
i m. from the northwest corner of the township, was opened, 
but abandoned 15 years ago. 

An adjoining smaller pit was opened for kaolin and ore 
on the TVimble property. 

Along and south of the Conestoga turnpike there are 
several outcrops of kaolin. A large pit near Mr. Weight- 
man's is not at present being wrought. 

One of the largest ore banks is that of Samuel Coff man's, 
near the Valley Creek school-house, near Warren tavern 
P. 0. Nothing is sTiowing here in the bank but clay (more 
or less like kaolin,) and a few ore fragments. 

Between this mine and the North Valley hill intervenes 
a smaller hiU of which the steep southern face is composed 
of limestone, and here to a great extent the ore is located. 



Willistown^ {north end.) 

This is so peculiarly situated that it will be more conve- 
nient to refer to it twice. 

Its N. E. corner interposes partly between East White- 
land and Tredyflrin. The region just north of the old in- 
tersection of the West Chester Branch and the Penna. E. 
E. main line has been already referred to as of importance, 
as indicating exceptional structure. The comer of Willis- 
town just spoken of, almost reaches but does not inclose 
any examples of these abnormal dips. South of the Valley 
limestone, which only touches the extreme angle of the 
township, are hydro-micas and mica-schists, dipping about 
S. 35° E.-62°. 

The southern contact of limestone and slate occurs in this 
corner near the blacksmith-shop just east of Phineas Lewis' 
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house. The hydro-mica-schists and mica-schists to the 
south which inclose this are principally vertical, but with 
some rolling, as shown by a dip of N. 30° W.-48°. Vertical 
dips seem to be uniform for nearly a mile south, on the 
road parallel to the Easttown boundary. Just over that 
boundary, and a short distance S E. of Paoli, another dip 
is seen, also northerly and moderate. 
For the rest of the township see page 287 below. 



26. Tredyffrin. 

This is the easternmost township of the Valley tier. The 
outcrop line of the Mesozoic descends to it from the north. 
The belt of serpentine and crystalline rocks crosses its south- 
eastern part. 

The junction of the limestone and the Potsdam sandstone 
at the N. W. corner of Tredyffrin has already been alluded 
to, (see § 7, Charles town, p. 224) as well as the small band 
of the latter which separates the limestone from the crys- 
talline gneisses to the north. The valley attains a width 
here almost as great as that spoken of in East Whiteland, 
and at the N. W. comer just menttoned is located one of 
the largest limestone quarries in the county. The dip is 
here steep, increasing from about ±60° (at about \ mile 
from the southern margin of the Potsdam) to 80°, and more 
close to the junction. 

At the Cedar Hollow station of the Chester Valley R. R. 
an argillaceous limestone dips S. 20° E.-74°. 

The inclination of all the limestone in the township is 
very steep to vertical. 

A few dips along its northern margin, from west to east, 
give respectively =i=S.-«0° ; ±S.--85° ; ±S.-50° ; strike E.- 
vertical; S.-«0°. 

Along the Chester Valley R. R. also the dips are very 
steep as a general rule. A few give S. 20° E.-74"° ; S. 10° 
E.-80° ; S.-70° ; S.-(?); S. 10° E.-80° ; S.-«0° ; S. 10° E.-60° ; 
strike E. — vertical. 

It is the same with the schists which occupy the belt to 
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the south. A series, as nearly as possible, at about equal 
distances apart, gives S. 10° E.--82° ; strike E. 30° N. -vertical 
(to N. 30° W.-±85°) ; strike E. 20° N. -vertical ; ±N.±70°. 

The structure here seems to be in its large features mono- 
clinal from the southern edge of the mica-schist to that of 
the limestone, and although there are discordances and ex- 
ceptions to this as a rule it may be safely considered so. 

There arises here a question of structure of the first im- 
portance, viz : the relation of these schists to the limestone. 

1. Are they of the same age, whether above or below? 

2. Are they in time older or newer ? 

Mr. Hall's reasons for adhering to the latter of these two 
views have been clearly set forth by himself in his com- 
munication to the Philosophical Society. The result of 
his conclusions is to place this series of schists above the 
limestone, which thus becomes the oldest of the formations 
represented in Chester county, with the exception of his 
"black rocks" (syenitic granites, gneisses, and concomi- 
tant sometimes very dissimilar rocks,) and the Potsdam 
eandstone or quartzite. This view would explain the ab- 
sence of the quartzite on the south side of the valley, a 
problem of the utmost difficulty ; and also the reappearance 
of the Potsdam to be presently described in the townships 
to the south. It is also supported by the'observation often 
referred to that in many places where small bodies of lime- 
stone appear they are covered with mica-schists of very 
much the same character as those considered by the author 
as generally underlying the limestone. 

On the other hand there are grave objections to this view, 
such as the clearly synclinal shape of the eastern end of 
this valley, established by Mr. Hall himself, and the ab- 
sence of the Potsdam in the vicinity of some outlying south- 
em calcareous beds. 

These theories can best be discussed after a more thor- 
ough description of the facts. On the southern edge of the 
schists, and close to the Delaware county border, is a dyke 
of trap which seems to owe its position to that line. Cross- 
ing the Penna. R. R. between Wayne and Eagle, about i 
of a mile east of the old Spread Eagle tavern, this trap dyke 
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follows the road which marks one of the numerous projec- 
tions of Tredyflfrin and enters Easttown, where it will be 
taken up and followed later. 

Just north of this trap are two outcrops of a belt of ser- 
pentine which requires the closest attention and may aid in 
explaining some difficult points of structure. 

An old quarry close by the Spread Eagle hotel, which is 
now filled with fragments of trap and rubbish, shows ser- 
pentine along with the schistose matter^ with a dip about 
S. 36° E. and seemingly about 36° ; though this latter obser- 
vation is exceedingly doubtful, owing to the great amount 
of decomposition which the rock has undergone, a phe- 
nomenon which very frequently accompanies the occurrence 
of serpentine. This quarry is over the line in Delaware 
county ; but there are two occurrences in Tredyffrin ; one 
an old quarry on the property of Mr. Warren, (formerly 
estate of Annie Pngh,) and the other a smaller one made 
by Dr. Palmer. 

The first of these was opened for building stone about 
1812 to 1820, and has been in operation from time to time 
ever since. The dip seems to be S. 30° E.-76°. 

The strike through this and the Palmer quarry would 
carry the serpentine to a point on the Pa. R. R. not far 
north of the Delaware county line ; and in point of fact a 
strong outcrop is found on the north side of the R. R. be- 
tween Eagle and Radnor ; and the eastern end of this belt 
continues much further into Montgomery county. 

As soon as one passes the creek north of Radnor station 
and turns into the Wayne station road, the measures as- 
sume an unctuous, schistose, and partly chloritic character. 
These characteristics are observed on all the fragments of 
the crystalline rocks which, together with a large number 
of pieces of milk quartz, are found all along the road. The 
convolutions of the schist are more numerous and their 
surface is more lustrous than in the true argillites, and gen- 
erally they resemble those of the Georgetown belt. Where 
weathered they produce clays with slaty structure, but 
otherwise the well-known features of the paint clays. 

Near Wayne station a curious pseudomorph of quartz 
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after pegmatite was found loose among the fragments on 
the road. 

A curious instance of weathering of a granite is seen a 
few hundred yards west of Radnor, where a mass of this 
rock seems to cross the R. R. track. Though coarse there 
is a distinct layer or shell of decomposition around this 
knob which projects towards the track. 

A decomposed friable white gneissoid rock, together with 
a hard serpentine-like rock, cross the railroad about Wayne 
station. 

[Iron ore from the excavation just south of Wm. Rob- 
erts' house, half a mUe north-west of Centreville, was an- 
alyzed (March 12, 1880) by Mr. J. Creagh Smith, for the 
Phoenix Iron Company, as follows : 

Peroxide of iron, 27.45 Iron, 19.22 

Sllioa, S7.(M 

PhoBphoruB, 1.93 

Potsdam sandstone is quarried on the north line of the 
township by the Phoenix Iron Company, from their own 
lands, for sand used in the rolling-mill and furnaces at 
Phoenixville. The stone is crushed by machinery and 
screened. Mr. Bean has large works for this purpose on 
the Philadelphia and Reading railroad at Valley Forge.] 



Notes on a rough section to conneet Radnor with the Oulf 

Mills. 

For the purpose of joining the author's work in Chester 
to Mr. Hall's work in Montgomery a section was made from 
Radnor to Gulfs mills, where Mr. Hall has made some very 
interesting studies. 

The following are some notes of this rough line (which by 
means of the line from Radnor to Paoli elsewhere found) 
unites the two areas of work. 

The fragments of rock just north of Radnor station show 
a finely laminated gneiss with thin layers of black and 
white (the latter of course including the feldspar and quartz 
and the former the mica-hornblende and other amphotero- 
lites.) 
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At the crossing of the first stream north a gneiss of the 
same character occurs in fragments which enclose garnets. 
Here are also numerous bowlders of dolerite. 

Just beyond the stream fragments of chloritic mica-schist, 
similar to those forming hills half a mile south of the south- 
ern junction of limestone and gneiss south of Parkesburg, 
and also forming the large mass of the Georgetown hills in 
Lancaster county. 

At Ker's marble quarry on the King of Prussia road, the 
excavation is on the dip and 200 ft. (61 meters) deep, of 
which 80 ft. (24 meters) are covered by water. This marble 
is light blue and the dip is S. 10° E.-67°. 

In passing to Conshohocken from the limestone valley, in 
which is the King of Prussia, one comes on a wide hill of 
gneissoid mica- schist ; after which, close to the gulf creek, 
follows a very gneissoid looking limestone which fills this 
valley and dips S. 10° E.^0° to 85°. 

The hyphothesis that the limestone is beneath the schist 
is incompatible with the following facts : 

1. If the mixed limestone and gneiss were the result of 
the deposition of the latter upon the former this must have 
been in the form of mud which subsequent metamorphism 
changed to gneiss. 'But in the heat and pressure required 
for this process the limestone itself would have suilered 
complete change if not decomposition into a marble ; or per- 
haps combined with the former to produce some basic water- 
holding, secondary-igneous rock ending in yte. 

2. The gneiss and schists of this region agree with those 
found in Lancaster and- Chester counties, and especially 
along the well-exposed Susquehanna river section. 

3. The shape of this hill which points out at or a little 
beyond the Schuylkill is easily, explained on this hypothe- 
sis of structure, but not so easily on another. 

4. The strike of the limestone if produced would carry it 
through the Buck ridge ; so that clearly its extent here is 
limited. 

The nacreous schists which come to view along the road 
by Bullock's mills have a very high luster like those south 
of Parkesburg, &c. 
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Townships south of the Chester valley. 

On some accounts the order heretofore pursued of pro- 
ceeding from the west eastward would have advantages, for 
it would enable one to settle at the outset the continuity or 
non-continuity of the rocks eastward, from the points to 
which they were followed in my last report (CCC, on Lan- 
caster county.) 

But, on the other hand, it would break the connection in 
the description of this county. On account of the fact al- 
luded to above, that the boundary lines of formations con- 
verge eastward into Tredyffrin, the method of following the 
upper half of those lines to the east and following the lower 
half back again, has this advantage, ttat it not only makes 
no disjointed narmtive, but that one can judge by compari- 
son how far the apparent juxtaposition of the measures, 
wjiere they are confined within a small space, is real where 
the spreading out of the lines permits very small breaks in 
coincidence to be observed. 

Therefore, in the following pages, the progression will be 
as evenly westward as the broadening boundaries of the 
townships south of the valley will permit. 



)?7. Easttown. 

Between the houses of William P. Serrill and J. H. Askin 
the fragments are partly syenitic granite, which occurs usu- 
ally in large bowlders ; partly milk quartz ; and partly dol- 
erite. This is nearly a mile west of the Spread Eagle tavern. 

Between Askin' s and Hippie's the surface specimens are 
almost exclusively large bowlders of syenitic granite, with 
occasional fragments of porphyritic granite, in which the 
mica is present in very small quantities, and the quartz is 
in great abundance giving a light color to the rock. 

Near James Smith's a quarry in syenitic granite or heavy 
bedded homblendic gneiss, with garnet, strikes E. and W. 
and dips about vertically, (If m. west of Spread Eagle.) 

The trap dyke, traceable only by its broken fragments 
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on the surface, which has been alluded to as occupying the 
southern edge of Tredyflfrin township, enters Easttown near 
the house of Annie Pugh, and follows very nearly the Paoli 
road westward, lying however a little north of it until near 
the residences of Joseph Sharp and Peter Supplee, whence 
it continues to the border of the small stream east of Wil- 
liam Wayne's house. It crosses the Leopard and Paoli 
road a short distance north of another house of William 
Wayne, where its traces cease to be apparent, though a few 
scattering bowlders and fragments of trap are met with. 

The whole of the southern part of the township is com- 
posed of syenitic granite (or heavy bedded hornblendic 
gneiss) with garnets, and a granite with various proportions 
of quartz from a little to none at all, the rock then assum- 
ing the character of a true feldspar porphyry. 

Just south of Askin's house is a ridge of syenite which 
sinks away to the west and south ; but the syenite continues 
entirely across the township to Sunny Side, where it enters 
Willistown. 

The large quantity of hornblende and mica which these 
rocks contain, together with their quantity in the State and 
in the county of Delaware has induced Mr. Hall to give 
them the name — little distinctive it is true — of the Delaware 
Black Rocks, 

Taking a general view of the geology of this township it 
is noticeable that it consists mainly of two formations, viz: 
mica-schists partially chloritic on the north, and dark green 
or black syenites and hornblendic rocks interspersed with 
feldspar porphyry on the south. Between these two, as if 
to form a natural barrier between them, is a wall of dolerite, 
on the north side of which a belt of serpentine is visible, 
and but a short distance from it. The decomposition of 
the rocks is too profound to permit a satisfactory section 
to be made, especially in the south. 
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S8. WilUstown. 

This township, which lies west of Easttown, spans the 
distance between Delaware county and the Chester valley. 

Its northern part in the valley has already been referred 
to. See page 279. 

Four kinds of rocks represented within its borders will 
have to be considered, and their mode of occurrence is very 
instructive. 

Between the limestone and the serpentine the northern 
part of the township is filled with broad conchoidal mica- 
8chi3t containing much chlorite and milk quartz. When 
dips are obtained they are either vertical or nearly so. On 
the Sugartown road opposite to the Paoli monument these 
rocks dip N. 20° W. -80°. Near to Malvern station they 
dip ±S. 15° E.--86°. On the State road near George Hos- 
kins S. 36° E. 62°. Near to the margin of the limestone 
they correspond very nearly with the latter. 

At an average distance of IJ miles (2.4 kilometers) S. E. 
of the limestone valley these slates are bordered by a great 
belt of serpentine of irregular breadth,* but of which the 
northern boundary line is nearly parallel with the southern 
margin of the limestone itself^ as if the mass of schists in- 
tervening had about an uniform thickness and the serpen- 
tine were a true contact formation occurring between these 
schists and the lower rocks. 

This belt of serpentine does not actually join that which 
exists in detached exposures in Easttown township ; but 
its strike is the same, as also is its horizon. Near the house 
of Wm. Shank* and a little east of the road the serpentine 
appears and broadens rapidly to the westward. A dip near 
this termination agrees pretty well with the dips observed 
in the schists to the north of it, and is S. 15° E.-85° on its 
southern side. About a quarter of a mile north-west of 
here near the house of Jas. McCaslin it dips S.-60°. This 
northern edge passes nearly parallel to the State road which 

• X mile south of Paoli. 



• • 
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it crosses and recrosses a little east of the Sugartown road 
and the township boundary on the Willistown P. O. road 
a little west of Samuel Yamall's. 

Its average breadth is greater in Willistown than any 
townships eastward of Nottingham. Between this belt of 
serpentine and another isolated patch in the extreme south 
of the township is a region of syenitic granite and garnet- 
iferous hornblendic gneiss. 

In the midst of this on a feeder of the west branch of 
Cram creek and just sotith of H. Luken's*, a dyke of trap, 
(dolerite or what Dana calls metadoleryte) crosses the road. 
It is here about 160 feet wide. To the north it is a weath- 
ered dolerite on the outside every fragment containing a 
nucleus of unaltered purplish rock with now and then a 
duck-feather luster and color. 

Just north of the William Penn tavernf is an abrupt hill 
of syenite which has an abrupt face to the west. It seems 
to be singularly free from admixture of quartz. Just above 
George Pharaoh's housej a gneiss occurs in place, but it is 
very difficult to determine its dip owing to its shattered 
condition and the number of conflicting planes which it ex- 
hibits. It is either S. 10° E.-20° ; or with the same strike 
(E. 10° N.) vertical. Along with this gneiss occurs a pe- 
culiar purplish hyaline quartz reminding one of opal or 
hyalite. This generally occurs in thin seams, perhaps par- 
allel with the bed planes, and also in tolerably large frag- 
ments. 

On the east fork of the road leading near George Mat- 
lack's a hornblendic gneiss strikes N. 45° E.-vertical. This 
is near the county line and Ridley creek. 

Just west of this and on the West Chester road an iso- 
lated patch of serpentine of irregular shape appears and is 
traced west, but not beyond the township border. It is 
apparent to every passer by, the barrenness with which 
this rock invests the soil ; but no reliable dip was obtained. 

* I mile N. W. of the point where the two townshlpB ooi^ier on Delaware 
oonnty. 
t Near the oonnty line, Just east of Ridley oreek. 
t Ig miles N. of Willistown Inn P. O. 
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This serpentine seems disconnected with the large mass 
in the upper part of the township, but the space between 
them is the only space on which this rock is found in Ches- 
ter county, and taking a general view of its appearance 
westward and southward, if we take all the small patches 
together, there seems to be a certain regularity in the belt. 

To sum up again : — at the extreme northern angle runs the 
limestone belt ; — below (south of) this are the micaschists ; — 
bounded in their turn by a belt of serpentine ; — south of the 
serpentine is a band of irregular width of quartz and feld- 
spar porphyry ; — and southernmost of all a broad band 
of syenitic granite and hornblendic gneiss, in which latter 
are dykes of dolerite (as near Lukens') and another band 
of serpentine, (on the West Chester road.) How would 
these facts agree with the hypothesis hinted at above, that 
the lower Primal was represented by this pseudo quartz 
porphyry and feldspar porphyry ; that this was overlain 
by the quartzite proper ; this by the schists, and these by 
the limestone ; that there had been first a synclinal valley of 
all these, and finally a break in or on the side of the Valley 
by means of which the lower measures had been thrown up 
on the south and planed oflf evenly ? There is nothing in 
the observations just alluded to in discord with this hypoth- 
esis. 

The southern part of Willistown and the northern part 
of Charlestown are formed of the "black rocks" which is by 
all conceded to be the floor. On this comes the porphyry ; 
and on the north of the valley the quartzite. South of the 
valley (and of the supposed east and west fault) this fails, 
having been planed oflf by erosion after the elevation ; but 
the series is below this just as would be expected in a broad 
synclinal contracted in its present surface extension by the 
upthrow. 

The serpentine under no circumstances has any direct 
connection with the series of hypozoic and palaeozoic strata, 
or strata of primary origin. It is clearly secondary whether 
metamorphic or (as the idea is still prevalent with some of 
the best European geologists) igneous. 
19 C\ 
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^9. Hast Goshen. 

This lies next west of Willistown, and though not so long, 
actually spans all the geological formations represented in 
Willistown, except the limestone, although its upper border 
is close to the latter. 

There is nothing of special interest to be observed as to 
the northern portion of this township which lies wholly in 
mica-schist. This extends for about one third the length 
of the township to the south, where the serpentine band, 
just described in Willistown, cuts it oflf again, forming a 
boundary between the fine crystalline mica-schists and the 
older crystallized rocks or the imitations composed of their 
debris. 

The serpentine has reduced its width very much in the 
short distance from where it was last described in Willis- 
town, and crosses the East Goshen line near Job Gorman's 
with a breadth of but a few hundred feet. It passes the 
State road at and below the house of Joseph E. Hoopes, 
and the Goshenville P. O. road at the fork north of Goshen- 
ville ; and the road passing through Rocky Hill and Kii'k- 
land station, on the West Chester Branch R. R., just above 
the house of Mr. Edward B. Garrett. That it is continuous 
through this distance there is very little doubt, but it is 
difficult to establish fixed rules for when a formation of 
this kind is and when it is not continuous geographically. 
That it is so geologically the straightness of the line which 
it forms is abundant proof, but it is very seldom that a rock 
so susceptible of decay as the greater part of this impure 
serpentine should preserve its outcrop in the midst of 
plowed fields and arable land. It is true, that the prover- 
bial barrenness of the seroentine soil will oftentimes assist 
the geologist in tracing it ; but when the belt is small and 
the adjoining lands are rich, this oftentimes fails. The 
apparent dip of bedding near Garrett's house, is N. 10° 
W.-20°. 

There are some fragments of quartzose sandstone on parts 
of the southern edge of this belt, but most of the fragments 
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on the surface south of the serpentine to and beyond Gosh- 
enville are various forms of hornblendic gneiss, syenite frag- 
ments, and clay. 

Not far above the General Green hotel west of Goshen- 
ville there is some appearance of iron ore^ but not sufficient 
to be of value. 

Near Ph. Conner's residence, east of Rocky hill, there 
are streaks of magnetic and titaniferous sand in the roads, 
together with large bowlders of syenitic granite at or near 
where they were originally in place. 

Near William Cloud's a hornblendic gneiss dips N. 35° 
W.-20°- 

Near Mill town P. O. a compact hornblendic gneiss dips 
S. 30° E.-3()°. The fragments on the south border of the 
township are of this same character. 



30. West Goshen, 

This is enclosed with East Goshen in boundaries which 
form a parallellogram and encloses the same measures. 

On the north the mica-schists of West Whiteland extend 
down a little below the Ridge school-house, with very little 
variation from the characters there noticed except that per- 
haps the luster increases a little on passing to the south, 
and the fracture shows larger conchoidal masses than in the 
north ; here and there the measures become more chlorif ic ; 
bat every effort made to define these changes into visible 
areas failed. A dip in chloritic mica-schists near the N. 
W. corner S. W. of Elwood Morgan's house gave =t S.-75°. 
North of Grubb's school-house a broad-faced brilliant mica- 
schist containing quartz is visible, which changes at the 
school-house to rotten gneiss. Near the house of John P. 
Green the mica-schist dips about S.-probably about 70°. 
Just below the Ridge school-house and west of the road a 
mica-schist dips S. 20° E.-62°. This is almost on the bor- 
der of the serpentine belt. The N. E. part of the township 
is taken up with fragments of mica-schist, clay, and quartz. 

The sd'pejitine belt passes across in very nearly the same 
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line as that of East Goshen, making a deflection to the 
south just north of the town of West Chester, but the evi- 
dence of its joining the latter was not deemed conclusive. 

A serpentine exposure which appears near the Chester 
water- works strikes E. 20° N., and dips apparently (?) N. 
20° W.-20°. The rock adjacent to it is a quartzose honey- 
combed nondescript rock containing some serpentine. 

The northern j)art of West Chester is composed of sye- 
nites, and indeed this rock underlies the whole borough. 

A dip of doubtful accuracy occurring near Mrs. Annie Mat- 
lack' s house east of the middle of the town in mica-schist with 
quartz is W. 20° N.-75°. The degradation of the surface 
and absence of reliable exposures is noticeable here as it is 
generally to the west and south of the county. Some loose 
fmgments of dolerite are found in the neighborhood of 
Marshall Walters', but no dyke was apparent. 

In the S. W. corner of West Chester fragments of a fer- 
ruginous sandy slate together with fragments of dolerite are 
frequent. The former is due to the weathering of a gneiss 
rich in salt of iron. 



31. East Bradford. 

This forms the left bank of the east branch of the Brandy- 
wine west of the borough of Downingtown. 

The northern part of the township is entirely occupied by 
mica-schists, which near the western border are all unusu- 
ally chloritic in character and contain milk quartz in abund- 
ance. 

Below Mrs. J. Mercer's house the strike of these schists 
is N. 30° E. and the dip vertical. At the mouth of Valley 
creek the same rocks dip S. 20° E.-40°. Near the house of 
C. H. Kinnard they dip S. 20° E.-60°. 

In all cases above mentioned the rocks are chloritic in 
character, but in the short space of half a mile between the 
last two recorded dips a quantity of silvery mica obtrudes 
itself and seems to change the lithological character of the 
rock, while its stratigraphical position is maintained, and its 
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position is similar, as a dip of S. 20° E.-50° taken just above 
the fork of the road west of Sarah Durnall's house will 
show. A number of exposures north of MiflBiin Thornbury' s 
give with about the same direction a less inclination of 
about 20°. 

On the eastern side of the township the character of the 
rocks is not chloritic, though there can be no doubt of the 
stratigraphical continuity of the beds. This character be- 
comes therefore by itself of little or no value in determin- 
ing geological position. 

The road from Copeland school-house to Sugar' s bridge 
marks very nearly the southern limit of these schists, and 
the fragments denote the neighborhood of syenitic rocks. 

Here commences the small belt of limestone mentioned in 
West Bradford. The first well-marked exhibition of it 
is in 'Caleb Cope's quarry half a mile N. W. of West 
Chester where it shows a number of waves. The northern- 
most of these exposures in a field west of Cope's upper 
house dips about S. 30° E. A very short distance south of 
this and close to the road a dip of ± N. 20° W.-75° is seen. 
In the main quarry the cut has been opened nearly along 
an anticlinal^ the northern half of the quarry dipping N. 
20° W. and the southern half S. 20° E. 

The rock is a white crystalline limestone and appears to 
be and is said to be excellent quality. To the eastward of 
this quarry a valley with no exposures extends across the 
West Goshen boundary to judge by topographical appear- 
ances ; but the limit of the limestone in this direction is 
certainly soon attained, and in the absence of positive evi- 
dence it has been left where last actually seen. 

Just north of Caleb Cope's house there is a limestone 
quarry opened W. 30° S. into the hill. The place is a well- 
marked anticlinal, 

A coarse garnetiferous schist underlying the limestone 
dips gently S. 30° E. This rock contains much quartz. On 
the other side it dips N. 30° W.— 50° at entrance of quarry 
to 70° at breast. 

At another quarry about 100 yards N. E. a white saccha- 
rine limestone badly crashed dips =t S. 30° E. =t 16° (?). 
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The gneiss which bounds this limestone on the south 
conforms in structure to that all along the southern line of 
this formation, except that in place of the absolute and 
sharply defined uncomformability between the limestone 
and gneiss, there is a narrow band of gneissoid rock agreeing 
with the bedding of the limestone after which the true 
gneiss measures appear dipping to the north. 

It is quite probable that this first southerly dip belongs 
to the limestone series itself, and that the gneiss in which 
it is observed is a pseudo-gneiss, made up of the fragments 
of the true metamorphic rocks on w^hich it lies. The first 
set of these dips, as for example, S. E. of D. Caslins' and 
north of Joshua R. Howell's houses are south ±45°. North 
of John Hannum's, S. 25° E.-26°. 

The dips are very irreconcileable here. One in Grant's 
quarry gives S. 20° W.-22°. One on the border of 'West 
Chester borough gives E. 20° S.-75°. On the western edge 
of Copesville a gneiss dips S. 10° E.-38°. 

Below this zone is another in hornblendic gneiss, giving 
northerly dips, as for example, west of Hoopes & Thomas' 
nursery a gneiss dips N. 28° W.-89°. Another, with the 
same direction, 70° to vertical. Near the Black-Horse tavern 
dips both north and north-west, the former about 56°, oc- 
cur. Still further south, near J. N. Hildeburn's, a gneiss 
dips S. 30° E.-60°. 

Below this, north of Edwin James' house, a hornblendic 
gneiss dips ±N. 10° W.-58°, and a short distance south of 
the same house about S.-58°. There is here, therefore, a 
gentle plication of the limestone, narrow as the belt is, pro- 
ducing a northern synclinal and a southern anticlinal ; and 
south of this, at least two anticlinals steeper than the 
former, but still not steep enough to throw any doubt on 
their true structure in hornblendic gneiss. 

Here intervenes another part of the serpentine belt. A 
narrow belt in which the dip is not always ascertainable 
though the rock is undoubtedly in place, owing to the shat- 
tered and broken condition of the rock, occurs at the cross- 
roads north of Alban P. Ingram's, where the dip is S. 10° 
E.-1CI°. This belt can be followed westward across the place 
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of Alfred Sharpless, a little south of west where its traces 
run out before crossing the Brandywine. Another serpen- 
tine exposure is seen near Strode' s mill, where the apparent 
dip is S. 30° E.--60°. Neither of them has been followed 
further to the eastward, where on the south they appear 
to be surrounded by hornblendic gneisses and gneisses con- 
taining little hornblende and some milk quartz. 

At Strode' s mill the serpentine seems to have the above 
dip of S. 30° E.-60° on top of a quartzose crystallized slaty 
rock, apparently dipping W.-80°, to all appearance uncon- 
formable. 

In front of Philip Faxon's house, just north of here, par- 
allel plates of fine grained gneiss are seen in the road. This 
rock is very siliceous and brittle, even emitting a clear por- 
celain like ring when struck. 

Just west of West Chester, in John Grant's quarry, in 
gneiss the rocks are heavy bedded mostly rich in quartz and 
hornblende, with layers partly streaked with white efflores- 
cent salts. The dip seems to be S. 20° W.-22°. 

An exposure on a top of a hill S. W. of Richard Taylor' s 
dam and south of the serpentine band, strikes E. 30° to 40° 
N. — dip not certain. 



3.2. West Bradford. 

This lies south of the Penna. R. R. and immediately 
west of the east branch of Brandywine creek. The greater 
part of the township from the northern border south is cov- 
ered with mica-schists which are either broad and conchoi- 
dal in fracture with highly lustrous planes of light blue to 
silvery color, or more or less chloritio. An exposure in the 
first mentioned rock on the road from Downingtown to 
Woodward's corner and near Wm. Hamilton's house dips 
S. 20° E.-85°. A characteristic specimen of the second va- 
riety at the first turn in the road south of Thorndale dips 
S. 10° E.-70°. At Woodward's corner a chloritic variety 
dips about N. 30° W.-^0°, and from this point to the dip 
above spoken of at Downingtown the road is fiUed with 



296 C\ REPORT OF PROGRESS. P. FRAZER. 

clays of variegated appearance with occasional schists of 
which the dip is vertical or nearly so. On the road follow- 
ing the east branch of Brandywine a coarse grained mica- 
schist dips S. 20° E.~72°, (near John Pollock's house.) In 
the quarter of a mile (400 meters) between Geo. Kerr's and 
Jas. Gibson's on the same road, two dips in mica-schist 
give respectively strike E. 30° N. and strike N. 20° E.-both 
vertical, a difference in direction which will explain with- 
out further words how convoluted these schists are, and 
how rapidly they change their direction. 

A little further south, near Jeremiah Keeler's house, they 
dip S. 20° E.-40°, and just above Sugar's bridge, S^0°. 
This is continued near Amos Scott's house by a dip of S. 
20° E.-35°, which brings the measures to the borders of a 
small limestone belt which skirts the southern edge of these 
schists. 

There can be little doubt that in these dips we have 
an anticlinal between the limestone valley of Chester (and 
the vertical dips immediately south of it) and the lime- 
stone belt here, with the moderate S. E. dips in the same 
schists just north of it. This again would be in strict ac- 
cordance with the hypothesis elsewhere referred to, that 
these mica-schists, brought up by a fault and upthrow to 
replace we do not know how much of the southern side of 
the original limestone foraiation, really belong next below 
the latter ; and when they turn and descend to the south it 
is to be anticipated that they will bring to view the same 
limestone. This would not be the case if the limestone were 
the lowest of the series, for the gentle southern dips would 
then imply that in passing south we were passing over an. 
increasing thickness of measures separating the surface 
from the Chester valley limestone. To harmonize with this 
theory, these would have to be considered a separate and in- 
dependent limestone deposit. Some quarries and exposures 
indicate the outcrop line of this limestone to be nearly along 
the southern edge of a small branch which empties into the 
east branch of the Brandywine, north of Copesville. The 
dips of the limestone are generally to the south, and about 
30°, though in places their dip is variable and occasionally 



32. WEST BRADFORD. C\ 297 

almost flat. Thui? in a quarry near the Poor-house the dip 
is E. 15° N.-±15°. 

Just south of the limestone belt and in contact with it 
are compact gneisses partly weathered into clay which dip 
N. 20° W. 46°; N. 10° W.-20° ; JS. 40° W.-36°. These 
dips are important and reduce the problem of the structure 
apparently to one of two explanations. If the lithological 
evidence be accurate that these southern rocks are differ- 
ent from those to the north, and older, a non-conformable 
contact is here evident. If they could be supposed to be 
the same or modifications of the same it would form a very 
narrow synclinal valley here. In either case the limestone 
would appear to be of next later age than the mica-schists 
to the north of it, and these same rocks to occupy a similar 
relation to the limestone of the Chester valley. There are 
good reasons for rejecting the second of these hypotheses, 
as will appear hereafter, as well as the idea of a fault along 
the southern edge of this belt also. As to whether it is 
simpler to explain the two limestone belts on the theory of 
one or two horizons when each is proved to rest upon the 
same rocks the reader may judge. 

Just south of Romansville, on the west fork of the road, 
the mica-schist is less chloritic and shows in small broken 
fragments, by which the position is not easy to determine ; 
but a horizon of large masses of milk quartz dips S. E.-gen- 
tle. 

A chloritic schist near Mrs. A. Baldwin's house a short 
distance from Mortonville dips about S. 30° E.-30°. 

The zone of limestone which crosses this township into 
Newlin has its south- westernmost exposure near the Ches- 
ter county poor-house. Here a breast of 80 feet is opened. 
The limestone dips E. 10° N.-15° to E. 20° ^.-20° in the 
S. E. end of the quarry. 

To the N. W. of the quarry a rotten gneiss dips S. E.-46°. 
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33. Westtown. 

This is a narrow rectangular strip lying south of West 
and East Goshen. It is covered by the hornblendic gneisses 
and syenites except at its eastern and western extremities, 
wherfe deposits of serpentine appear ; that in the S. W. cor- 
ner furnishing commercially the most important set of 
quarries of this stone in the State. Near the N. W. comer 
and due south of West Chester the predominating rocks 
are gray gneisses. Eastward, along the northern border, the 
fragments are micaceous schist or gneiss d^ris with the 
quartz separated, besides some milk quartz not belonging 
to the rock. Near Hemphill's station a mass of trap ap- 
pears which is in all probability syenite, though parts of 
the large bowlders are iine-grained, and resemble dolerite. 
On the West Chester and Media road a short distance S. E. 
of Hemphill's, at a cut in the R. R. near Yearsley's hill 
and R. W. William's house and on the south side of the 
stream, gneiss dips respectively W. 20° N.-20° and N. 20° 
W.-80° to vertical. At the northeast comer of the town- 
ship the serpentine belt previously described in Willistown 
enters from the S. E. and traverses this comer in a direc- 
tion similar in the main to that of the West Chester road 
ending below Dr. John R. Hoskins' house, where it is re- 
placed by garnetiferous hornblendic gneiss and the d6bris 
from this and fragments of milk quartz. 

Efforts to trace this serpentine westward to a connection 
with its exhibition in the west were not successful, but a 
small exposure was found in a ridge in a field a short dis- 
tance south of the house of Caleb H. Cox. 

Another exhibition is observable in an old quarry south 
of Shady Grove school-house ; and an indication of its ex- 
istence a very short distance north of the residence of 
Stephen Taylor. But the principal outcrop of serpentine 
and the most important one is in Brinton's quarries in the 
extreme S. W. corner and near the junction of the town- 
ships of Westtown, Thornbury, and Birmingham. 

Br intones quarry covers about an acre of ground, and 
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McClnre's, just above it, perhaps as much. The faces ex- 
posed are about 40 feet high, and the rock much broken up 
between intersecting planes of cleavage and fracture — two 
of which have tlie same strike but opposite dips. 

The most probable seems to. be N. 40° W.-^S"^, and this 
would make the deposit a small remaining part of a syn- 
clinal (?) The other dip is S. 40° W.-45°, which would . 
make it the southern limit of an anticlinal, (in the southern- 
most of the two openings.) The workmen all agree as to 
the uniformity of the dip, N. 45° W. 

Brinton's quarry was opened in about 1867, on the prop- 
erty of William Jones. Mr. Brinton, in partnership with 
Mr. Joseph W. Savery, leased and opened it for building 
stone. At the time of the notes here taken, (Sept. 23, 1879,) 
Samuel Henry, the boss, reported the number of men em- 
ployed as from 6 to 23. The drilling was done without the 
aid of machines. The steam sawing and driving was stopped 
three years before, (1876,) and the stones are roughly hand 
dressed. At the time of the inspection McClure's quarry 
had not been w^orking for two months. Six men got out 
about 12 to 16 perch of stone a day. 

A small end of a ridge of light colored quartzose crystal- 
lized rock containing some small specks of mica and horn- 
blende cuts into -the serpentine from the east, and partly 
divides McClure's from Brinton's quarries. Jeflferisite is 
found in the S. W. comer of the quarry upon the ser- 
pentine. 

This serpentine cannot be followed either east or west for 
any considerable distance. 

[Two views of this important quarry are among the illus- 
trations of this volume. They were lithographed from 
photographs kindly sent to me by Mr. Joseph H. Brinton, 
with the following letter dated May 6, 1882 : 

"Dear Sir : Your favor of the 2d duly received. I en- 
close you by to-day's mail a couple of photographs of the 
quan-y. I have often thought of writing a monograph of 
the serpentine of this locality, but have been deterred from 
want of leisure, also from the belief that my views would 
not be accepted as correct by others who have had a wider 
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field for observation than myself. I am convinced however 
that the serpentine formation extending through Pennsyl- 
vania and Maryland, showing at uncertain and irregular in- 
tervals, has been caused by ^fissure of contraction^^ or per- 
haps I can better express myself by saying there was a set- 
tling down of the earth's crust causing a break in the gneiss 
and hornblende and other xery old rocks ^) which fissure did 
not always appear at the surface ; but where it did occur it 
was filled in with a fused mass that now appears as a white 
granite, as seen near Media, Delaware county, at my place 
and more extensively at Port Deposit, Md. The size and 
extent of this fissure and the amount of injected material 
has determined the extent and character of the serpentine 
which occurs on hoth sides of it and is nothing but the 
surrounding schistose and hornblende rocks altered by the 
heat and pressure of the granite intrusion ; and as we leave 
the granite it gradually passes from steatite to serpentine, 
from serpentine to gneiss or hornblende. This accounts 
for the great variety of the serpentine, as it never is alike 
in any two localities, either in color or composition. At my 
quarry the fissure passed through a vein of very dark green 
hornblende containing olivine, bronzite, garnet, &c. ; and 
the serpentine here is more compact and uniform than any 
other that I know of. The granite vein (see photograph) 
did not show on the surface here, but is now found to cut 
directly through the centre of the hill, dividing it into two 
parts ; and the same changes liave taken place on either 
side of it "* 

The diagram cut given on page 214 is a copy of Mr. Brin- 
ton's sketch, to show his theory of the structure. J. P. L.] 

A mile south of Hempliills station, two fields to the west 
of Yearsley's house, serpentine outcrops are numerous, and 
steatite of excellent quality is found. 

The rock on the N. W. side of the stream, near where 
the dip was previously mentioned on the West Chester, 
Media and Philadelphia R. R., seems to be for 100 feet or 
more a compact granite or very compact and heavy bedded 
gneiss. The lines of lamination, when traceable, are those 

*For Col. Joseph Wiloox^s desoription of the minerals, see Serpentinet In 
Index to Delaware oounty. 
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heretofore noticed and are nearly if not qnite vertical. The 
rock is bluish and the feldspar in blotches, the main char- 
acteristic of the whole mass being its compactness. Over 
it and at the N. W. end of the cut a disintegrated lamin- 
ated gneiss of variable thickness seems to dip unconform- 
ably W. 20° N.±20°. 



3Ji„ Birmingham, 

This is the continuation of E. Bradford southward, along 
the left bank of the Brandywine. The rocks which have 
been described as underlying West Chester strike through 
the northern part of it. 

A serpentine, too, about i mile S. E. from that of Mar- 
shall Stroud' sin East Bradford, and which has been noticed 
before, shows itself about opposite to the buildings of the 
Fern Bank stock farm, dipping S. 30° E.-35°. Could all 
these three outcrops be connected together they would 
imply a double synclinal ; one narrow one in East Brad- 
ford, and another, wider, including the deposits in West- 
town and Birmingham. Just south of this serpentine the 
gneiss dips about S. 30° E.-gentle. 

The portion of the township where the battle of Brandy- 
wine was fought is covered deeply with sand and clay. The 
rocks below are gray or j^ellowish gneiss. 

Above Sellers Hoffman's house a sandy gneiss dips S. 30° 
E.-45°. Just above the lower of Sellers Hoffman's two 
mills the same rock dips about N.-45°, and at the extreme 
south-western corner of the township S. 30° E.-89°. There 
is evidently here a series of waves in this gneiss, to the first 
and gentlest of which a dip of gneiss in Dilworthtown be- 
longs of S. 30° E.-15°. 

A small outcrop of limestone occurs on a stream between 
Thomas Brin ton's and Abraham Huey's. 

Just north of Dilworthtown is a bank of very much de- 
composed gneiss, existing simply as a sand with different 
colored layers, and dipping =t=E. 30° N. ±15°. The layers 
are very perfectly preserved. 
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35, Thornbury, 

This lies south of Westtown and east of Binniiigham, and * 
and is the smallest township in Chester county. The rocks 
are exclusively the hornblendic gneisses and their concomi- 
tants, which form the mass of the portion of Delaware 
county, adjacent to which it lies. North of Dilworthtown 
a gneiss of this character dips ±S. E.±15°, and forms part 
of the northern limit of the second synclinal roll mentioned 
as occurring in Birmingham ; as does also the dip of gneiss 
in its upper border, just south of Brinton's serpentine quarry 
mentioned before, which is ±S. £.±30°. 

Another dip of very decomposed gneiss, a short distance 
east of Dilworthtown, has a stiike of E. 30"^ N. and a prob- 
able dip of S. 30° E.-15°. 

Across the boundary in Delaware county, near the house 
of James Dutton, hornblendic gneiss dips N. 30° W.-20°. 

There is much loose ddbris of quartzite fragments over 
the western part of the township, but this rock is nowhere 
found in place. 

The eastern part is covered with fragments of syenitic 
granite and hornblendic gneiss. 



36. East Fallovifleld. 

This lies south of the Chester valley near Coatesville, 
which is north of its central upper boundary a few hundred 
yards. 

The rocks are all mica-schists similar to those described 
in a similar position already ; and the dip of those within 
a short distance of the northern border is singularly uni- 
form at S. 20° to 30° E.-70°. A few of these enumerated 
from west to east along a belt of about a mile parallel to 
this border will illustrate this. Just south of Stottsville 
and Humphreyville will illustrate this. S. 80° E.-70° ; 
S. 30° E.-70 ; S. 30° E.-70° ; S. 10° E.-70 ; S. 30° E.-70° ; 
S. 30° E.-70 ; due south of Coatesville S. 10° E.-70° ; S, 
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30° E.-80° ; S. 20° E.-70° ; S. 25° E.-65° ; 4 exposures of S. 
10° E.-80° east of Mollsville ; and S. 10° E.-66° near the 
house of Wm. Stamp. There appears to be less variation 
in the dip here. From this circumstance it would follow 
(if the hypothesis of structure of the Chester valley hereto- 
fore described be true) that the limestone which was once 
continuous with that valley would appear at a less distance 
to the south than elsewhere ; since the high and uniform 
dip just mentioned should bring newer and newer rocks 
to the surface as one advances south. This is precisely 
what is observed on the colored map, where the small and 
insignificant belt of limestone takes a wide extension to the 
north at Doe run in West Malborough township, thus di- 
minishing the distance over the present surface between it 
and the Chester valley limestone by about two miles. 

The hypothesis of a fault lifting the southern side of the 
Chester valley is not inconsistent with any facts thus far 
observed, and agrees well with many phenomena not other- 
wise easily explicable. 

The central portion of these schists exhibit less chloritic 
characteristics than the eastern and western portions ; but 
it has been said before and is repeated here that differ- 
ences of this kind which exist in the belt are entirely 
worthless for purposes of differentiation. The mica-schist 
along the Wilmington and Northern R. R. resembles what 
has been often described as the hydro-mica-schists of the 
Calciferous more than at most points in the county in 
similar position ; but the weathering is into variegated 
clays, like those which result from the decomposition of 
the older crystalline rocks. Variations are not uncommon. 
Thus near Ercildoun P. O. the results of rock disintegration 
are thick clays with very little mica. 

What the exact value of the change apparent to the eye 
across Buck run may be, and whether the measures in the 
narrow strip to the N. W. of- the limestone of Doe run be 
really of the older crystalline rocks, or only a local varia- 
tion, is not certain ; nor is it of vital importance, though 
it must be inferred that in the former case the supposition 
of the limestone underlying the mica-schists and overlying 
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the qnartzite would also explain the phenomena in West 
Marlborough, but not in East Marlborough. 

As far as the observations in East Fallowfield are con- 
cerned they conform well with the requirements of the hy- 
pothesis elsewhere elucidated. 

About half a mile north of the Laurel iron works chlo- 
ritic schists with steatite, in a quarry, show a dip of E. to 
S. E.-20° to 60°. 



37. West Marlborough. 

This lies south of East Fallowfield. 

We encounter geological phenomena in the extreme 
northern part of this township, on the small stream which 
separates it from East Fallowfield, which require explana- 
tion. 

The evidence of the identity of the rocks north and south 
of Buck run and north-west of the limestone of Doe run 
is so overwhelming that the discussion of what would be 
the possible explanation if it were otherwise may be dis- 
pensed with. The map of the county contains this error 
only because as originally intended by the author when 
it was printed all the slate colored area was to have been 
pink, conforming to the area in Lancaster county, of which 
it is the continuation. The hornblendic or black rocks 
were to have been also pink of deeper shade. 

The western and northern borders of the township are 
covered by mica-schists more or less chloritic, containing 
milk quartz. The dividing line between them and the lime- 
stone on the northern side is a curve which bends inward 
toward the center of the township, and the dips here are all 
gentle as has been before noticed, of similar rocks in a simi- 
lar position. Some of them here follow. Near Webb's 
mill chloritic mica-schist S. 20° E.-20° ; S. 15° E.-20° ; S. 
20° E.-30°. Near Pennock Marshall's S. 10° E.--30°. 

No reliable dips were obtained on the western side. 

The limestone area itself, of which it is exceedingly difficult 
to define the exact extent, seems, on those grounds to which 
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recourse has been taken inother cases, to resemble remotely 
in shape the head and shank of a hammer, of which the axis 
of the head lies in a line a little east of north, and that of 
the bifurcated shank nearly east. A projecting nose of 
hornblendic and gray gneiss, flanked by the quartzose sand- 
stone, bounds it on the south and reduces its southern por- 
tion to a narrow strip. The rest of the township is filled 
with the quartzite and quartzose sandstone, except another 
narrow neck of limestone which passes out to the east by 
the Apple Grove school-house and Mr. John McBen tier's 
house, thus separating on the surface the mica-schists of 
the north and ihe Potsdam on the south. The rare dips 
obtainable in this latter formation conform well to the 
hypothesis of an anticlinal (overthrown) of Potsdam sand- 
stone at this place, the northern dips being S. 35° E.-70° 
and upwards, while a short distance to the south, dips of S. 
10° E.-45 ; S. 30° E.-50° ; S. ? E.-30°, &c. These dips 
refer mainly to the portion of the township north of Wood- 
ville and south of the area of limestone before spoken of. 

There is a southern projection of the township lying east 
of London Grove which does not properly belong to West 
Marlborough in a geographical poin t of view, and can be best 
considered with East Marlborough and London Grove, which 
it separates. In this narrow area the alterations in the 
strength of the dip are many and considerable, as if the 
Potsdam were plicated, as indeed it must be if the area 
which it covers in this region on the map be not exagger- 
ated ; for without plications even a very gentle dip would 
carry a formation as thin as this out of sight within a mile 
or less. 

The limestone is not exposed in the hamlet of Doe run ; 
but the water is hard in all the wells, the country is flat and 
full of sink holes, and there is no reasonable doubt about 
its underlying the surface. Passing south, down the Pome- 
roy and Delaware City R. R., limestone quarries or indica- 
tions are carried down and around the horse-shoe curve in 
the interior of which some quarries have been opened. 

South of this are many loose masses of syenite appar- 
ently belonging to a dyke, the exact position of which has 
20 C\ 
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not been determined. The appearance of the rock in place, 
or its fragments near to the parent rock, excepting the 
above, is of a broad-planed silvery mica, having never- 
theless in some cases where large masses are exposed some 
characteristics of the chlorites. Here again is a locality 
which illustrates the imperceptible gradations of one of 
these rocks into another. 

The dips of the limestone near its northern edge are very 
steep 70° to 85°, and immediately south gentle, i. e. ± 20°, 
which is the dip of all the middle portion of the limestone 
except one place near Jones' quarries where it is 45°. 

The direction of the dip is peculiar. In one quarry to- 
wards the north three dips were obtained on as many faces 
W.-70° ; S. 30° W.-20° ; and S. 30° E.-85°. The direction 
of the limestone near Jones' quarries is S. 30° W.-45°; while 
on the easterly side of the formation at John Berstler's the 
dip is S. 20° E.-20°, and at Elisha Bailey's a short distance 
west of Upland S. 20° E.-70°. This latter appears however 
to be now a detached fragment. 

The general lay of the limestone in the township indi- 
cates a gently dying anticlinal underlying the Potsdam 
sandstone, which shows similar dips to the south-west on 
the western side of the area, and to S. E. on the eastern side 
of the deposit ; in both cases dbove the limestone^ which 
dips under it. According to this structure, interpreted at 
this one of the most crucial regions, the limestone of the 
Chester valley and that of this narrow and isolated belt are 
of different ages altogether ; the latter being a part of the 
great hypozoic measures, and the former of the Calcif erous. 

At first glance it would seem as if the hypothesis that 
the mica-schists south of th6 Chester vallev limestone were 
superposed would answer the conditions of the problem 
very easily ; and so it would if only the southern side of 
the valley and the northern side of this belt were taken 
into account. But whereas the Chester limestone lies on 
the Potsdam without the shadow of a doubt, this belt dips 
under it. 

The appearance of the two limestones is also not entirely 
the same, (although this difference is not of itself sufficient 
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to support so important a theory of structure) and resemble 
those measures described in York county as the "baifl-col- 
ored limestone " of diflferent strike and dip from the "blue 
limestone" with which it was there often found in contact. 

As an example of the structure here given we find at Mrs. 
N. Stoart^s^ limestone quarry near Doe ran two kinds of 
limestone, one white and in part crystalline, with some 
heavy spar ? in layers. The dip is S. 20° E. and E. gentle. 
The limestone occmrs in the hills and gives little evidence 
of its presence ; the dip of the rotten mica-schists of Doe 
run (south of this) woulcl place it below them. 

There is an excavation fox ore just west of this which has 
not produced in paying quantities. 

At the ''T" road crossing south-west of Doe run a mica- 
schist with. milk quartz and containing much chloritic mat- 
ter makes a bluff, around which two roads lead ; the strata 
seem to have an average dip of W. 30° N.-^°. 

The quartz slate which makes the hill south of Doe run 
shows in a good exposure the dip S. 30° W. 

Passing east through Woodville, and neglecting some few 
floating specimens of serpentine as not sufficient to prove 
the presence of serpentine in place, the quartzose sandstone 
may be followed continuously to London Grove P. O. 

Loose pieces of dolerite were deemed insufficient to war- 
rant the placing of this formation on the colored map. 

The rock taken as representative of the Potsdam is a 
psephitic quartz slate. It is of two kinds. One (called pro- 
visionally in the field notes ToughJcenamon rocJc^ because 
of its development near that station,) is composed of weath- 
ered particles of a gneiss or syenite loosely compacted and 
laminated. It dips south just north of the Avondale lime- 
stone. The other was called provisionally Kennett rock. It 
is a thin-bedded rock, lying in plates of fairly parallel sides, 
composed of fragments of white limpid quartzite, and is 
generally large grained. 

It will at once appear that there are good lithological 
grounds for believing the first of these to be contempora- 
neous with the pseiido gneiss and porphyry, occurring so 
largely in the northern tier of townships ; while the resem- 
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blance between the second and Mr. Hall's JEdge Hill rock 
will strike any one who has seen his description of it. 

According to the working hypothesis formulated early 
in this report, the former is the lower and the latter is the 
upper member of the Potsdam formation. 

The Kennett rock just west of Woodville, near Mrs. Sarah 
Pennock's, dips S.-45° ; and east of Woodville, S. 40° E.-SO°. 

Near Sarah Leonard's the dip is S. 30° E.-50°. By Ben- 
nett S. Walton's the dip is about S. 30° E.-50°. 

Opposite London Grove school-house there appears to be 
a local north dip of very limited extent, since a very short 
distance below the Episcopal church and Friends' meeting- 
house, opposite to it, a quartzose sandstone dips S. 30° to 
40° E.-60. This rock is shown in the bank where it seems 
to be a quartz slate, loosely compacted of translucent quartz. 
There is an appearance of an overturn making a steep N. 30° 
W. dip, which becomes gentle within a short distance. This 
may be due to a local sagging or falling over of the upper 
portions of the exposed strata. In any case it is without 
importance in the general structure. Near Edward Marsh- 
all's the dip of quartzite seems to have been reduced to E. 
20° S.-40°, but the material is the same. This gentle dip 
explains not only the extension of so thin a formation on 
so wide an area, but it seems to forbid any other structure 
to the limestone north of it, except that which would place 
the quartzite beneath it. 

The south extremity of the prong of West Marlborough 
is probably in limestone, though no exposures were noticed 
exactly within its bounds. This limestone, which there is 
evidence to show belongs to the Chester Valley age, will 
be taken up more advantageously elsewhere. 



38, East Marlborough. 

This adjoins West Marlborough on the east and contains 
principally the same rocks noticed in the southern part of 
latter township. 

The northern part of East Marlborough is filled by the 
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homblendic gneisses and with rocks resembling the feld- 
spathic granites and porphyries elsewhere observed. In the 
extreme N. W. comer and in contact with a part of the 
prong of limestone which enters Newlin township, a feld- 
spathic gneiss dips ±N. W. (under it) ±40°. 

Three quarters of a mile south of the upper point of the 
township is a limestone quarry owned by Eli Logan. 

Just east of this quarry a cut through the homblendic 
gneiss and mica-schist dipping S. 30° E.-45° reveals quanti- 
ties of almost spherical garnets of about 2 mm. (.08 inch) 
in diameter. 

In Logan's quarry the dip is S. 20° E.-40°. About 60 feet 
(18 meters) are exposed and the bottom is yet in limestone. 
On the east side of the quarry the dip is S. 20° E.-iO°. On 
the western side N. 40° W.-46°, and on the southern side 
S. 30° W.-30°. The opening is about 100x150 feet (30X45 
meters). Here is evidence of the same kind of structure de- 
scribed in the limestone quarries of Doe Run, where the dip 
is gentle and spreads out on three sides, looking as if the 
anticlinal were dying towards the S. W. 

A little east by south of the North West school-house 
the coarse-gmined gneiss shows a dip of W. 20° N.-20°, 
which is satisfactory proof of a roll in the measures which 
overlie this limestone, but the dip of S. E. is resumed before 
reaching Ilnionville before bringing the limestone to the 
surface. 

Whether there is an anticlinal between Logan & Hayes' 
quarries is not certain, but in any case the limestone is in- 
ter-bedded with the gneiss, which lies above and below it ; 
and if the limestone of the two above-mentioned quarries 
was never continuous, that of one is separated from that of 
the other by a very thin bed of gneiss. 

Numerous dips in the gneiss were obtained in the north- 
ern half of the township. After continuing the northeast 
dip for a mile or more and thus bringing newer portions 
to the surface, these are succeeded near Washington Alex- 
ander's by a decayed quartz conglomerate in a matrix of 
feldspar dipping also S. E. very gently. 

Mr. Caleb Wickersham reports that in this decayed white 
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conglomerate with fragments of quartzite he has fowid a 
great many garnets and that not only is the rock very g»- 
netiferons but that it has furnished a number of specimens 
of precious garnet. 

Of course this is conclusive evidence that its age is later 
than that of the garnetiferous gneiss which was despoiled 
in order to constitute it. 

A short distance further south, near William Chalf ant's, 
this is changed to N. 30° W.-20°, and there is abundant 
evidence that the lower Potsdam (to which this is supposed * 
to belong) rolls gently, but always bringing newer portions 
to view up to near the Street road, which it crosses at a very 
acute angle and gives place to the limestone on its back. 

There are few exposures of rock in place along the Street 
road, and these are in the quartzite ; though, close to it on 
the south exists in all probability a continuous though ex- 
ceedingly narrow belt of limestone. From the west town- 
ship line east along the Street rdad to John Swayne's the soil 
is composed of clay sandstone with fragments of mica. 
Here there is a dip in a thin-bedded quartzose sand rock of 
E. 10"^. -10° to 20°. Near Thomas Mullen' s a very micaceous 
psejDhite dips in the same direction the intensity was not 
noted. On each side of E. L. Bailey's there are dips in the 
quartzite quite similar to the above. This strip of qvxirtzite 
however is but the last vestige of the formation spared close 
to the equally narrow strip of limestone under wJdch it dips; 
while probably three miles or more of the original area of 
the nearly flat Potsdam has been eroded leaving the under- 
lying gneiss exposed. 

This fact, if it be considered sufficiently established, 
serves as a practical illustration in answer to the objection 
suggested above to the structure which placed the mica- 
schists south of the Chester valley below the limestone, viz : 
that in that case one must suppose the erosion of a great 
extent of quartzite which was supposed to offer one of the 
stoutest resisistances to this kind of action. But here we 
find that it has been eroded ; and the erosion has taken 
place at the eastern end, leaving a continuous breadth of 
of three miles in the western part. 
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The structure from here down to the border of Kennett is 
not established by any actual observations taken near the 
line of the limestone. This belt is all farm land covered 
deep under the finely-ground debris of the rocks or covered 
with grass. Towards the median line however, along with 
the clay and sand, decomposed gneiss are occasionally 
found dipping S. 30"^ E.-25°, and immediately thereafter 
appears the quartz rocks of Kennett followed by its lime- 
stone. 

It is not difficult to reconstruct in imagination the folding 
here; and there is very presumptive evidence that this 
structure is correct. In other words there must be nfold 
or roll between the Street road and the Baltimore Central 
R. R. which (be it normal or be it overturned) has had the 
effect of bringing forth the limestone and the quartzite 
above the present surface level at the east of the line but 
not at the west. If these folds be traced in the continuous 
body of limestone north of the line from Avondale to West 
Grove the plication has not been sufficient to bring up the 
entire thickness of limestone to day, and it rests there con- 
necting the two streamers of limestone that jut out of it to 
the east like the tail of a swallow. Here there is another 
anticlinal dying dovni to the west or a little south of it. 

An obvious objection to the interpretation of this very 
difficult region will be that there is no indication — on the 
map at least — of the Potsdam south of the upper prong and 
east of the main body ; nor is it represented north of more 
than a very small part of the eastern end of the south prong. 

The only reply which can be made to this is, that the 
hard gritty (upper) part of the Potsdam is not only very 
thin but very friable, and the disintegration of the rocks very 
profound ; so that it is not at all unlikely that such an edge 
should be covered out of sight ; more especially as the lower 
Potsdam, which is composed of the materials of the crys- 
tallized rocks beneath it, resembles the latter in nothing 
more than in the ease with which it yields to weathering, 
even at considerable depths, substituting for itself clays 
with which the water and wind and their own weight have 
puttied over the outcrop lines. Nevertheless it is not to 
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be disguised that the objection is a serious one, and the 
above explanation only the best that the author can offer. 

But independent <3f extraneous grounds for believing that 
these two narrow bands are small synclinals (or parts of 
such) separated by a large aniiclinal^ is the evidence ob- 
tained from one of the quarries situated on the southern 
edge of the northern band. This is Pusey's quarry, pnd the 
dip in the south face is N. 30'' W.-60°. In the north face 
the best average in 150 feet was N. 30° W.-20°. The lime- 
stone in this quarry, it is believed by some of the most in- 
telligent inhabitants, has never been traced and does not 
continue further to the west than the road which leads to 
the north, passing a little east of Toughkenamon. 

Just west of the Red Lion tavern, on the Street road, a 
gneiss decomposed to a loose sand dips S. 20° E.~30°. An- 
other rock inter-bedded with this resembles a weathered 
felsite-porphyry. 

* Heretofore only the more widely distributed rocks have 
been considered, but there are also occurrences of serpen- 
tine in this township in the line of strike of this formation, 
described in a previous part of the report, in Willistown, 
West Goshen, East Bradford, &c. There are two townships 
which of right should have be^n mentioned before this one, 
since the serpentine crosses them to reach it, but for obviou3 
reasons the more important questions of the limestone and 
quartzite rendered it necessary to pass from West Marlbor- 
ough to East Marlborough. 

Not only do these serpentines occur directly in the line of 
the belt as previously described, and follow the chloritic 
measures lying between the Potsdam sandstone and the 
true hypozoic gneisses (as was pointed out in considering 
their geology in Lancaster county,) but in East Marlbor- 
ough the last serpentine exposure is found in the exten- 
sion of the belt in this direction, until the large develop- 
ment in the south-western corner of the county is reached — 
an hiatus of fourteen or fifteen miles. 
. An exposure of the rock north of Mrs. Hannah G. Cloud's, 
lying unconformably upon sandy mica-schists, which just 
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south of it dip S. 20° E.-30^ has a strike of E. 40° N.- 
vertical. 

A quarry a short distance from the little settlement of 
Marlboroughville dips apparently E. 40° S.-60°, and these 
strikes if plotted on the map would intersect at a point not 
far from a quarry in a field near Moses Way's, about quarter 
of a mile from the African Methodist church, where a very 
rotten partly schistose rock, containing some milk quartz, 
mica and talc, resembling those nondescript rocks in which 
* serpentine is usually found decomposed near the surface, 
dips ±E. 20° S.-10° (?). 

This is the last point where the probabilities of the exist- 
ence of serpentine are very strong, until one reaches Elk 
and Nottingham. 

Another very small locality is marked on the map, but it 
is doubtful. This is at the fork of the road just west of the 
village of Unionville. A foliated rock to all appearance in 
place, and containing intercalated magnetite in places strikes 
E. 40° N.-vertical. 



39. Newlin, 

This lies south of West Bradford and east of East Fallow- 
field and north of East Marlborough. 

The northern and western parts of the township are cov- 
ered by the mica-schists of the South Valley hill. 

The approximate boundary line which has the limestone 
belt on its southern side passes in an irregular line from 
Jos. H. Pratt's* close to Embreeville and passes into West 
Bradford through the Chester county poor-house property 
and close to an observatory of Mason and Dixon situated 
30 miles due west of Philadelphia, [i. e. of Third and Wal- 
nut streets?] 

In passing S. W. from Romansville in West Bradford 
township on the border of Newlin the dips in the chloritic 
mica-schist suddenly change from ± S. E. -steep to ± N. 



»11 m. S. W. of Embreeville. 



314 C*. BEPOBT OF PROGRESS. P. FRAZER. 

E. gentle. Intercalated are some black or gray beds of 
sandy character like 7ior7ii)l€ndic gneiss that had been torn 
to pieces and restrewn. Typical chloritic schists are found 
above and below these. All the dips in the chloritic meas- 
ures in Newlin township (of which there is an abundance) 
are S. 10° to 30'' E. close to the limestone and steeper (i. e. 
50° 60° and 70°) in the N. W. corner in the neighborhood 
of Mortonville. 

The appearance of the limestone near the poor-house, a 
small detached portion on the east of the township, has 
been described. 

A somewhat unique occurrence is found west of this 
quarry and on the Newlin township line. It is called 
Hayes' whetstone quarry. The chloritic schists here are 
impregnated with line sand, and a series of beds of black 
decomposed sandy slate are found in the excavation. As 
tothe chlorite in this character a similar class of rocks is 
found on the lower Susquehanna where the convolutions 
and the yellowish -green color of the chlorite series are per- 
fectly preserved, but the rock is as hard as a quartzite. It 
is in fact a kind of silicified chlorite and in some cases ac- 
tually fossil chlorite where the solution of silica has re- 
placed the other minerals particle by particle without alter- 
ing their forms. (The limestone which is found on the 
southern edge is part of the prong which extends from Doe 
run, where it has been fully described and its probable po- 
sition pointed out.) The dip in the quarries of Jac. Hayes 
are S. 30° E.-40° and S. 30° E.-20°. 

The gneissoid mica-schist which fills the other parts of 
the towhship S. E. of the limestone belt dips gradually in 
the S. E. quadrant from 35° to 52°. 

A short ridge of serpentine extends N. E. and S. W. from 
a point south of Oak Hall school-house to A. P. H. Stew- 
ard's.* Its average dip is S. E., but the inclination was not 
accurately obtained. It is probably similar to that of the 
gneissoid rocks among which it occurs. 

On the south side of this serpentine an opening was under 



* l\ in. N; W. of the 8. E. oorner of the township. 
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way (Sept. 24, 1879) for the exploitation of corundum* 
No corundum was observed at this time ; but amongst the 
refuse thrown out of the mine was mica-schists with very 
decided chloritic character. This and other circumstances 
of similar bearing raises the question whether the line of 
division between the light pink and dark pink should not 
be drawn further south, or from the lower of the two prongs 
of the Doe run limestone. 



Ifi. Pocopson. 

This is bounded very nearly on the north and west by 
the west branch of the Brandywine creek, and lies east of 
Newlin. 

The main mass of the rocks is composed of gneisses of 
the lower series among which several detached masses of 
serpentine are found, all however lying ii^ the same general 
belt occupied by that rock. 

The exposures of gneiss in the north and north-west are 
not numerous, deductions as to the nature of the underlying 
rocks being principally from fragments which are mostly 
gneiss and some milk quartz. 

On the State road from Mary Hoopes to Stephen Baker's 
there are successive outcrops of serpentine striking a little 
N. of E. 

In the vicinity of Locust Grove the rocks are mica-schists 
and milk quartz. 

Near Joshua Cloud's (i m. S. S. W. of Locust Grove) a 
serpentine dips E. 30° S.-42°. 

A short distance from Pocopson school-housef another 
serpentine dips S. 30° E.-40°. Near here is a very striking 
mound to the S. W. of Stephen Darlington's tenant houses. 
A mound of moderate height but symmetrical shape arises 
out of a level field, giving the impression of an anticlinal 

*Mr. G. H. Chandler, of Kennett Square, reports the finding here of ohromio 
iron ore.— [Sinoe Prof. Frazer's visit, a considerable quantity of oorundum has 
been mined See page 845 at the end of this report.] 

t i m. S. W. of SagerviUe. 
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mound. Slabs of rock stand on end around it like head- 
stones in a grave- yard. The rock is serpentine and the dip 
about S. 30°E.-40°. 

The remainder of the township is filled with gneiss. 

Near the Pocopson hotel an opening has been made for 
corundum^ but with what result was ndt ascertained. 



Ul, Pennshurg. 

This lies at the corfter between Chester and Delaware 
counties and the State of Delaware. 

The rocks which it contains are only of two kinds so far 
as known, viz : the older homblendic gneisses and some 
limestone. 

Limestone is found in two places. 

On the Wilmington and Northern R. R. close ^o the Bran- 
dy wine and opposite to Brinton's bridge, limestone is in- 
interbedded with homblendic gneiss. 

The gneiss north of it dips S. 20° E.-45° to S. 30° E.-46° 
and is in character sometimes sy enitic and sometimes quartz- 
ose. In a large quarry opened into the side of a hill, in the 
north end a green and white gneiss with much quartz dips 
S. 30° E.-45° ; following this, and lying on it, a thin bed of 
limestone, with the same dip ; and on top of this a hom- 
blendic gneiss* also S. 30° E.-45°. In spite of the moderate 
inclination to the horizon there are some indications of a 
complete overturn, not sufficient however to justify a theory 
of the structure. 

Opposite Chad's Ford a decomposed gneiss, in very much 
convoluted strata, dips S. 15° E.-71°. This dip is main- 
tained along the Baltimore Centi'al R. R. opposite Caleb 
Ring' s. A short distance west of Joseph Miller' s (also on 
the R. R.) a decomposed gneiss dips S. 20° E.-45°, and close 
to it was a limestone pit in which nothing is showing. 
Patrick Kelly reports this to have been an old quarry on 
which a house has been since built, but an examination of 
the debris around it failed to reveal any fragments of lime- 
stone. A little further west near the crossing of the Balti- 
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more Central R. R. by a lane from Aaron Mendenhall' s a 
very friable quartz sand rock occurs on both sides of the 
track dipping S. 30° E.-50°. 

Quite a number of excavations and lime kilms are found 
here, which, together with the appearance of the soil, indi- 
cate the presence of limestone ; and the probability is 
strong that the quartz rock to the north represents a frag- 
ment of the Potsdam, and that the entire formation is a con- 
tinuation of the southern arm of the Kennett limestone 
belt which will be described below. It was not found pos- 
sible, however, to connect the two occurrences, and they 
were left separated on the map. 

It is not unlikely that the bottom of the narrow synclinal 
filled by this limestone may rise above the present surface 
to the west, before descending in Kennett. It may be, too, 
that the rocks to the south, which are very much decom- 
posed and consist largely of feldspar and loose quartz, may 
represent the series so often spoken of as the lower Pots- 
dam^ recomposed out of the debris of the true crystalline 
series beneath it. 

In confirmation of this view we have the feldspar quarry 
near Joseph Seal's house, south-east of these limestone pits, 
where large masses of piire orthoclase have been found. 
Some of this feldspar is very little weathered and other 
parts of it has been kaolinized. In the neighborhood, too, 
are numerous fragments of friable quartz slate and sand 
representing 'probably the second and third states of disin- 
tegration of the rock which underlies the limestone in Ken- 
nett. 

A. feldspar pit further south, near Jacob Swayne' s, half 
a mile from the S. W. township corner, shows loosely com- 
pacted flint feldspar and mica. 

Without rock in place to indicate the structure, from 
these facts it would seem as if the Potsdam were repeated 
to the south of the limestone belt ; but the existence of 
syenitic fragments (exclusively or with some surface sand) 
near Pairville, and between the two feldspar pits just men- 
tioned, points to shallow remnants of waves of Potsdam 
separated by areas of the lower rocks. 
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On the line of the State of Delaware a gneiss dips S. 30* 
to 40° E.-40°. 



Ji2. Kennett. 

This lies north of the State of Delaware and south of 
East Marlborough township. 

Starting from Kennett Square and the Baltimore Central 
R. R. across the belt of limestone, one crosses a syenite 
ridge which has apparently caused an anticlinal. Follow- 
ing this one finds laminated homblendic gneissoid rocks, 
which under the glass appear to be principally composed of 
quartz grains with some hornblend and mica, as if weath- 
ered. These may represent one of the modifications of the 
lower Potsdam. 

At the southern edge of the township S. W. of Dixon's 
mill * a syenite (?) with seams of quartz, dips at the summit 
of the ridge E. 30° S.-46°, and below (a few yards) E. 30° 
8.-80°. At first glance the rock seems to be genuine syenite, 
and on first fracture shows quite large pegmatite crystals ; 
but loose fragments resemble a re-made rock. 

Just east of Kaolin P. O.f it is very difficult to determine 
whether the homblendic gneisses, decomposed to clays, are 
mere decayed and recomposed gneissoid rocks {L ^., repre- 
sentatives of lower Potsdam) or original crystalline rocks. 
After careful consideration, the latter view was adopted. 

Just east of this is an exposure of quartzite and quartzose 
sandstone (Potsdam.) 

At the crossing of the second road south of Kennett 
Square, near the house of John Wilson, the mica becomes 
broad and silvery muscovite, and the fragments along the 
road are chiefly milk quartz, and the soil clay and sand. 

Proceeding from Kennett Square west the limesioiie val- 
ley is indicated towards Toughkenamon only by the low 
lying ground and the sink holes a little south of the road. 
The d^ris are chiefly of quartz rock — ^very generally milk 



* 1\ m. N. E. of S. W. township corner. 

New Garden township, near the south end of the west line of Kennett. 
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quartz with a few flakes of mica. The '' ToughTcenairion 
TocJc^^ is the decomposed gneissoid rock already described. 

At John Wright's Paper mill, half a mile east of Kennett 
Square, a massive dyke of syenite crosses the road, strik- 
ing about E. 30° N. 

From Kennett Square north to Taggar t' s cross-roads there 
are no outcrops of limestone, but "sinks" occur along and 
south of the Street road, from Reynold's through to Pusey's 
quarry. 

In the northern part of the borough of Kennett Square a 
friable thin bedded rock, consisting in the main of quartz 
grains with some mica strikes about N. 30° E., and dips 
nearly vertically. 

The Sharpless limestone quarry lies about a mile east of 
Kennett Square, S. of the R. R. Those interested in lime- 
stone here assert that there is no limestone between this and 
the openings in Pennsbury township, near Mendenhall's. 
In a westerly direction however the limestone is continuous 
through Jos. J. Walter and Robert Lamborn's. 

Sharpless' limestone is a massive rock of excellent quality, 
generally of light color, but occasionally tinged with blue. 
It produces between 7,000 and 8,000 bushels of lime per 
month, which at 25 bushels to the ton would make a monthly 
production of from 280 to 320 tons. The excavation covers 
in all about half an aore. 

An outcrop of limestone is found in a race on Robert 
Lamborn's place. The lime burned with coal for agricul- 
tural purposes brings 14 cents a bushel ; wood-burnt lime 
between 30 and 40 cents a bushel. 

To resume : the geology of Kennett township is under- 
stood to commence on the north by a belt of hypozoic 
gneisses,* which are little illustrated by exposures in place. 
After these a narrow band of weathered fine-grained quartz- 
conglomeraie into which it seems to pass by gradual transi- 
tion. The first dips in this appear to be very steep as 

* Entering Kennett Square on the the north- weet the rooks observed are 
partly ftiable and feldspathio. without mioa, and partly gneissoid, mioaoeous, 
and dark oolored ; these two varieties being olose together. This might rep- 
resent either the Potsdam, or the underlying orystaUlne series. 
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though rising; bat from the character of the rock itself and 
the decomposed state of the surface it may well be that this 
belt is preceded by the gentle south dipping southern limb 
of the same measures in East Marlborough. This steep dip 
is rapidly replaced by a gentle southerly dip of 16°, just 
north of the railroad, after which the limestone appears 
dipping near the New Garden border, S. 15° W.-20°, and 
in the Sharpless quarries S. 30° E.-20°, giving tlie appear- 
ance of an anticlinal directed west of north. This eastern 
exposure of limestone is separated from the western by a 
mass of syenitic granite striking E. 30° N. 

South of this, congloTnerate rock is resumed, dipping S. 
30° E.-45°, after a short intervening space filled with horn- 
blendic gneiss with a dip of Q 30° E.-23° to 45°. 

South of this uneven, and there seems to be a change of 
dip in the latter, for an interval at least, to N. 30° W. and 
S. 30° E.-80° to vertical, which is impressed upon the lower 
edge of the quartzite mass near Gregg's mill, which strikes 
E. 30° N., with a vertical dip. 

As the writer understands the structure, there are here — 

1st. A short synclinal and anticlinal of the Potsdam in 
the northern part of the township, bringing to view the 
limestone south of Kennett Square. 

2d. A dyke (?) of syenite cutting off the eastern end of 
this limestone. 

3d. A synclinal of hornblendic gneiss in the southern part 
bringing to view in its axis again the Potsdam series. 

Mr. G. H. Chandler, of Kennett Square (formerly one of 
the surveyors of the Bridgers map, which was made the 
base of the observations already recorded) mentions as the 
result of his observations that Rock rose and Asclepvas 
viridis grow by preference (or, perhaps, seem to by com- 
parison with other plants which do not) on serpentine meas- 
ures. Such connections between the mineral and vegetable 
kingdoms are important to the field geologist. 
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is. New Oarden. 

This lies due west of Kennett and on the border line of 
the State of Delaware. In passing west from Kennett along 
the State road one finds abundant quartzose fragments of 
various kinds of quartzose rocks which are without diffi- 
culty g^scribed to the Potsdam. On the left (to the south) 
of this road and a little beyond the line of the Baltimore 
Central R. R. is the limestone belt, indicated however bv 
few exposures and mostly by the topography and the sink 
holes. 

This limestone belt commences to trend south from near 
the meridian of Cedar Spring school -house ; and although 
the ground is still covered by quartzose fragments the 
rock in place is decidedly gneissoid in character as far 
west and at Toughkenamon, where a somewhat sandy (?) 
mica-schist dips S. 20° E.-62°. The Toughkenamon rock 
is psephitic sandstone composed of the weathered particles 
of a gneiss or syenite loosely comi)acted and finely lami- 
nated. It dips south just north of the Avondale limestone 
as was said above. The gneissoid character of the rocks 
north of the limestone is still more marked the further one 
proceeds westward until just before reaching Avondale 
(where the R. R. turns a little to the north and the limestone 
broadens very much in that direction) a blue gneiss dips E. 
40° S.-37°. Just above this a sandy hornblendic gneiss 
dips in the same quarry both S. W. and N. W. 

On the road which forms the extreme north border of this 
township proceeding from the east one finds fragments of 
milk quartz lying on convoluted gneiss throughout the 
limits of East Marlborough ; but on arriving at that narrow 
strip of West Marlborough which borders New Garden a 
very singular phenomenon is observable. This is an appar- 
ently clear instance of the unconformable superposition of 
very much decomposed micaceous gneiss on the upturned 
edges of a friable quartzose laminated rock. The latter is a 
yellow to white rock of small grains ; but, in undecomposed 
21 C*. 
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portions, fragments of colorless transparent crystallized 
quartz are found. The dip of the gneiss is ± S. ± 10°, and 
that of the quartzose rock ± S. E. ± 42°. Nor can the 
almost horizontal gneiss be supposed to have occupied any- 
other position. But if this be an unconformable contact of 
the formations it is difficult to account for it, because the 
hill a very short distance east and west has the dip and 
characteristics of the friable sand rock ; and to suppose such 
a structure would require the hypothesis of a very narrow 
tongue x)f the gneiss a few feet wide which had escaped 
erosion. 

Occasional quartzite and quartzose sand rock fragments 
are found in the hills, but seldom in place. A dip is ob- 
tained however in this rock a few hundred yards east of the 
locality just described, which shows ± S. 35° E.-15°. 

Either this quartzite must be ascribed to an horizon in- 
ferior to much of the crystalline rocks — ^gn^isses — in which 
case it would become a Huronian rock (or even still lower), 
or else it must be supposed to have once covered an area 
much broader than that where it now is found and to have 
been carried off by erosion. 

The latter view, as will have been long ago gathered, is 
that upon which the hypothesis of structure in these pages 
has been founded. 

In conformity with this view, it would be in accordance 
with the belief of the author if the area between the arms 
of the Avondale limestone were colored in the map to de- 
note the Potsdam sandstone; for, although in lithological 
character the rocks here have little resemblance with those 
of this formation, as ordinarily exhibited, the preponderance 
of evidence in various totally different methods of consider- 
ing them is in favor of this view. The reasons for holding 
more strictly to the petrographic characteristics were the 
following : 

1. The whole region is one of the extremest difficulty and 
complication, so that it is quite possible that the author's 
view may not be correct. 

2. Therefore the colors on the map are made as nearly as 
possible so as to require the least or at all events the easiest 
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changes, at the hands of the next and more competent stu- 
dent to make them confonn to nature. 

3. A lithological difference will and must always remain 
a difference desirable to retain, and the lines separating such 
differences in rocks will be all important as a basis from 
which to establish the true lines of demarcation of the form- 
ation when those lines are clearly established. 

4. If there has been any n^istake in assigning bounda- 
ries to the Potsdam sandstone by lithological distinction 
this mistake has been made in the counties of which the 
reports have already been published, and what changes may 
in the future be required can be more easily described if 
the maps of those counties are constructed on the same 
principle. 

6. The formation of lower Potsdam into a rodk resembling 
feldspar-porphyry or gneiss can only occur when these 
rocks were the bed of the Potsdam ocean, /. e, in the east ; 
which same phenomenon (of compacting its lower members 
out of the underlying rocks to resemble these) may have and 
probably did occur also in the west, where those under- 
lying rocks were of a different character, and the resulting 
re-made rocks therefore also of a different appearance. 

To simply include those discovered only as the result of 
years of observation in the east and which are pseudo- 
gneisses, &c., without including those in the west (York, 
Adams and part of Lancaster) which are most likely pseudo- 
chlorites and other schists, would be to introduce an irreme- 
diable element of confusion into the series of maps. 

6. The attempt to mark the limits of this margin of lower 
Potsdam would fail in many cases owing to the highly al- 
tered and decomposed condition of the rocks, and the deep 
soil with which they are covered. 

It will be understood therefore, that bordering the yellow 
color in Chester county, which denotes the siliceous portion 
of the Potsdam, there is a band of feldspathic and gneissoid 
Potsdam of variable and undefined breadth, \^hich, while it 
leaves the structure of the Paloeozoic series the same, con- 
tracts the area of lower crystallized rocks. 

The northern part of New Garden, (that lying north of 
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the limestone,) is of sandy gneissoid character and probably 
of lower Potsdam age. The dips in mica-schist with quartz, 
micaceous quartzite and the like, are usually S. 20° E.-30° 
to 62°, or almost exactly perpendicular to the axis of the 
limestone belt. 

This limestone belt after passing west on the Kennett 
border, through the quarries of McFarlan, contracts very 
rapidly to a thin belt. 

On the east end of McFarlan' s quarry the limestone dips 
S. 15° E.-20°. On the west side of the quarry the dip is S. 
to S. 15° W.-20°. The limestone is apparently of the best 
quality, light blue, and highly crystalline, the strata wav- 
ing very much. 

South of the limestone at Toughkenamon are hornblendic 
gneiss dips S: 20° E.-50°, near John Gray's and on the Lam- 
bom farm, and the same dip was noticed still nearer to the 
. limestone and further eastward, near Joseph P. Chambers'. 

Mr. Ellis Hughes, who now occupies the Lamborn farm, 
(1879,.) says in reference to an excavation there, in which 
limestone was said to have been obtained, that it is the 
opinion of some persons that limestone was hauled there to 
he founds and that he has never discovered any trace of 
limestone on the farm, which has been called ** homblend," 
on account of the rock supposed to predominate. 

But among the most interesting occurrences are found in 
the west side of the township, opposite Avondale, and on 
the left bank of the creek forming the line of London Grove 
township, in Watson) s huilding stone quarry. The rock 
looks like a sandy hornblendic gneiss, with layers of quartz 
rock. The dip is N. W. at the upper «ide and S. W. at 
the lower, indicating an anticlinal dying down to the west. 
This occurrence, which has been mentioned before, is 
followed by another a short distance S. W. of it and in 
London Grove township, but which is of importance to con- 
sider in this connection. Near John Williamson's, in the 
road leading South, there is a large quarry, in the northern 
end of which is a crystalline limestone dipping W. 10° N.- 
40°, and at the south end a large quarry of quartzite with a 
similar dip. The quartzite seems to be so placed that its 
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Strike would very nearly border the limestone which broad- 
ens north of Avondale to the north, and is an additional 
and strong contirmation of the distribution of the measures 
by color on the map. 

Of course this structure would imply that the limestone 
belt from Kennett square is cut oflf at this point, unless in 
the very improbable case that the culmination of the anti- 
clinal just sees day, i. e. just reaches the present surface, 
and thins out the limessone on both sides of it. AVhether 
the belt be cut in two or not it cannot be for more than a 
verv short distance now invisible. 

The breadth of this N. W. dip of the Potsdam, which 
brings up again the loose gneisses south of the limestone 
belt, is not certain, as no satisfactory exposures were found 
in New Garden to determine it ; but, as has been said, at less 
than a mile on the Delaware side of the limestone the horn- 
blendic gneiss begins to show itself occasionally with an 
average dip of S. 20° E.-50°. But that there are changes of 
the dip not at present visible on the surface may be inferred 
from the position of the quartzite where first found between 
New Grarden P. O. and Kaolin P. O. where the dip is 80°. 
The rotten syenitic rock with clay containing quartz S. E. 
of this, as for example near the corner of Kennett, New 
Garden, and the State of Delaware dips S. 30° E.-80°. 

It is more than probable that the whole of this area in- 
cluding all the kaoline mines in the southern part of tliis 
township is of the lower Potsdam^ like that in the town- 
ships north of the Chester valley, which contains the same 
deposits, of which tlie very existence as decomposed feld 
spars or clays is probably due to the loose integration of 
the feldspathic fragments, which has permitted waters to 
percolate and leach them of all their silicates except that of 
alumina. 

This part of the township near Kaolin P. O. is filled 
with this white clay which has been expoited and produced 
in large quantity by the American Kaoline Co. in their pits 
on Broad run. 

Evidences of it are traced to the Wilmington and Western 
E. R. which skirts a second limestone band in the extreme 
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south of the township, and joins the Pomeroy and Delaware 
City R. R. at Landenberg P. O. The surface is covered 
with clay and quartz fragments between Kaoline and Lan- 
denberg, and where the feldspathic gneiss occurs (as it 
always does in this region as the rock in place) containing 
hornblende the dip is very gentle, the average being S. to 
S. 20° E.-± 10°. This is sufficient reason for the wide ex- 
panse which this part of the measures here attains. 

The limestone is well exposed in a quarry crossed by the 
Delaware and Western R. R., almost immediately after it 
enters the county. Its dip is ±S. ±30°, which is main- 
tained wherever quarries or other exposures bring it to view 
between the railroad and Broad run into London Britain 
township, where it will next be described. 

The abrupt hills to the south of it are covered with quartz 
and schist fragments ; and on the Delaware line, near Wil- 
liam Walker's, by a large quantity of gravel. 

The American Kaolin Company's pits were first opened 
by Hamilton Graham, 40 years ago, (1879.) It afterwards 
became the property of the American Kaolin Company, and 
were sold, in the spring of 1879, to Mr. Spencer and a part- 
ner. The property comprises 200 acres of ground. There 
are two large kilns. The product is shipped to potteries in 
New York, to Trenton, and to Ohio. About an acre has 
been excavated to a depth of about 50 feet. The paying 
bed had been lost, and shafts had been sunk, while much 
that might have been won was left in the ground. The 
price for the first quality was $14 per ton and of the second 
quality $5 to $6. 

At Brown's limestone quarry, already referred to, on the 
east and south of New Garden township the limestone dips 
rts. ±30°, and no limestone of any importance has been 
found south of the railroad at this point. 



H, London Britain. 

This is the southernmost township in Chester county 
bordering on the State of Delaware ; and owing to the 
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peculiar arc of a circle which forms the northern boundary 
of the State, a sharp prong of this township projects down- 
ward, across Mason and Dixon's line, terminating in an 
acute angle, which is the point at which Pennsylvania, Del- 
aware, and Maryland meet. This prong belongs to London 
Britain township. 

The feldspathic and gneissoid rocks of New Garden cross 
London Britain by Landenburg, as does also the belt of 
limestone bordering Broad run. A number of quarries 
and exposures confirming the evidences of the existence of 
limestone furnished by the topographical features along this 
creek, enable the measures to be carried without difficulty 
to White Clay creek proper, and across the east branch of 
the same. Here two large quarries along the road about 2 
miles north by east of Strickerville, give a clear idea of the 
structure. 

At Nivin's quarry the limestone dips W. 10° N.-10° to 
20° in the middle portion of the quarry, and steep at the 
extremities, which, compared with the south-easterly dip 
of the quarries in New Garden and just within the north- 
east border of London Britain, (which latter is ±S. ±20°,) 
compel one to regard the structure here as an anticlinal of 
limestone^ though one of very gentle dips. 

At the southernmost of the two quarries the dip in lime- 
stone is W. 10° N.-40° in a fine exposure along the road 
and close to Nivin' s house. Here is exhibited also a large 
mass of porpbyritic gneiss (or gneiss with large crystals of 
Pegmatite and Biotite) dipping W. 10° S.-30°, showing evi- 
dent unconformity, A very short distance north round the 
turn in the road this feldspathic gneiss dips S. 20° E. to the 
south and N. 20° W. to the north indicating an anticlinal 
and a narrow roll in the lower rocks. 

From here to the southernmost pit of this limestone belt 
near the house of Lewis Passmore, which was opened but 
neglected on account of want of funds, no exposures of 
limestone were found. Its existence is inferred exclusively 
from secondary reasons. 

A mass of quartz sand rock and quartzite fragments un- 
derlies this limestone to the S. E. coming in from the State 
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of Delaware where it was noticed previously as emerging 
from beneath gravel deposits. 

An evident anticlinal in this part of the Potsdam a 
short distance north of Strickerville is observed in two dips, 
the one to the north being W. 30** N.-20**, and that to the 
south S. 10° E.-50°. 

Another evidence of this anticlinal is found close by the 
'^Passmore" limestone pit, viewed in connection with an 
exposure further up, on one of the feeders of the East Branch 
of White Clay creek. The former of these near the junc- 
tion of three roads, about i mile (400 meters) south of the 
pit, is in gneissoid sand rock dipping S. 30° E.^5°. The 
other in the same rock ± N. W.-30°, so that the position 
of t/iis limestone seems perfectly clear. 

The rest of the territory of this township is covered by 
the feldspathic gneiss rocks which are believed to belong to 
the lower Potsdam age, though it is possible that here and 
there a small portion of the series underlying these may 
reach the surface. 

The dips in this area, in fact in all the measures, are in 
unusual and very varying directions, and the angle with the 
horizontal plane usually low, which proves that there has 
not been excessive distortion of strata here, or at least of 
such as are now accessible to view. 

Thus on the road fork which passes about a mile (1.6 
kilometers) north of Strickerville a homblendic gneiss dips 
N. =fc 15°, while about the same distance north of this, near 
the house of Edgar Smith, a decomposed homblendic gneiss 
shows its stratigraphical relationship to the rocks above the 
Nivin' s limestone quarry (from which it is distant) but about 
half a mUe (800 meters) by a dip of W. 20° S.-15°. 



45. Franklin. 

Tliis lies west of London Britain and on the northern 
edge of the State of Maryland. Its soil is dark rich red 
and fertile, and except on the borders of London Britain it 
gives little or no evidence of the existence of the doubtful 
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series (taken to represent the louoer Potsdam) further west 
than Kimbleville. Up to this rather indefinite boundary- 
line, however, there are found quantities of low quartzose 
rock strewn over the clays and feldspathic gneisses just de- 
scribed. 

The western half of the township or that portion west of 
a line drawn somewhere near from Chesterville P. O. to 
Kimbleville is believed to represent the genuine hypozoic 
gneisses of Rogers which are so frequent in Delaware county 
and State. It is interesting to remark that Prof. Rogers, 
while he covered the greater part of the area supposed to 
belong to this age in York, Lancaster, and Chester with his 
yellow of '^ altered Primal" or "Primal," excepts from this 
color precisely that portion along the curved boundary of 
the State of Delaware which it has been the object of the 
above pages to show the author's reasons for considering to 
be really Primal. 

The real feldspathic and hornblendic gneisses which are . 
exposed in this township have suffered also a very consider- 
able erosion, which must be a sufficient reason for not re- 
presenting the dividing lines between them and their second- 
dary limitations more sharply. 

Clays and fragments of crystalline rocks fill the road 
from Strickerville west, without exposures, until near the 
house of William Ritter the gneiss dips =*= S. 45° E.-45°, a 
dip repeated near the house of R. K. Whitcraf t. 

On the road leading west from Kimbleville the strata are 
completely decomposed to clay, in which latter material 
near Mt. Olivet Church a dip of S. 20° E.-35° is found. 

Kimbleville itself and the road east from it are covered 
with loose quartz fragments with no extensive exhibition 
of clay, the surface . being covered by small fragments and 
sand. 

N. W. of Kimbleville, near Mrs. Susan Furey's, a horn- 
blendic gneiss dips =t S. E.-46°. 

On the road to Chesterville the same materials — gneiss 

and clays — are followed across the west branch of White 
Clay creek where they dip ± S. E. ± 40°. 
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East or ChesterviUe P. O. on the middle branch of 
White Clay creek the same measures dip S. 35° E.-50°. 

Beyond this stream they seem to dip about S. 45° W. 
but the observation is not important enough in itself in this 
region where the twisting is so general and the dips com- 
paratively gentle to act as the basis of any change in the 
general hypothesis of a northeast strike to the rocks. 

The same features are noticed to the junction of this 
township with Loudon Grove and New Garden. 



Ifi. London Orove. 

This lies north of Franklin and west of New Garden, 

The north-west part of the township (bounded very nearly 
by the Baltimore Central and Pomeroy and Delaware City 
R. Rs. which cross at Avondale) seems to be composed of 
mica-schists resembling in character those in and south of 
the South Valley Hill ; but the surface is much covered with 
quartz fragments, as if it once had been the resting place of 
the silicious members of the Potsdam. 

The northern border and the upper eastern border have 
been very fully considered on pages 304, 308, (West and 
East Marlborough) including the curious stratigraphical ap- 
pearance in London Grove P. O. and its probable explana- 
tion. 

Th« reasons which avail for considering the northern 
border east of Woodville and west of Woodville to lie in 
different formations, or at least separate and distinct parts 
of the same formation, have also been given ; but it remains 
to give an account of the disposition of the measures be- 
tween the Potsdam which appears south of Doe Run and 
the hypozoic gneiss which stretches north out of Franklin. 
As to the former the reasons for considering it in reality as 
lower Potsdam have already been given. 

In the N. W. corner of the township the mica-schists dip 
N. 30° W.-80°. Milk quartz fragments are as usual fre- 
quently found among the surface d^ris, but none in the 
bedded rock. These mica-schists, with such a very different 
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dip from the gneisses, quartzites and limestones, seem to 
occupy a space running approximately from the curve in 
the Pom. and Del. C. R. R. near Mifflin Bakei^'s to the 
crossing of the township line by the head waters of White 
Clay creek. 

The area above the stream as far south as Chatham, and 
as far east as Woodville, consists of gneisses which show no 
element of structure, but which are decayed representatives 
of the true gneisses and doubtless belong to the lower Pots- 
dam. 

The silicons or upper Potsdam is exceedingly well shown 
in the N. E. corner of the township where it enters with a 
dip of S. 25° E.-3o'', the rock being very hard and white 
• and composed of small but well-founded quartz grains. 

Numerous dips of ± S. 30° E.-25° are found along the 
road leading east from Chatham, so that, with the dip in 
the quartzite a short distance N. E. of that town of S. 40° 
E.-45° (in actual contact with the underlying pseudo gneiss ?) 
there is little doubt that the structure suggested is the cor- 
rect structure. 

The limestone enters the N. E. boundary line across the 
strip of West Marlborough often before referred to, which 
extends as a rectangle southward from the main body of 
the township of which it forms a part. It is noticed in 
quarries near Harvey's, Lewis', and Benjamin W. Swayne's, 
at which latter place, close to the N. W. comer of New 
Garden, dips of S. 20° E.-15° and S. 6° E.-15° were obtained 
in the quartzose sand rock above it. The limestone in this 
quarry is full of quartz and powdery. * The dip changes 
so abruptly as to give the appearance of a non-conformity. 

* Analysis of dolomitie limestone^ from Benjamin Swa3me*8 quarry, Lon- 
don Grove township. The sample was sent to the laboratory in Harrisborg, 
by Prof. Frazer, and analysed by Mr. A. S. MoCreath : 

Carbonate of lime, 54.071 

Carbonate of magnesia, 48.809 

Oxide of iron and alumina, 618 

Sulphur, 013 

Phosphorus, 003 

SiUdous matter 1.950 

99.959 

Coarse grained ; crumbling ; slightly brownish grey. See report MM, p. 79. 
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From here the south-trending township line is very nearly 
the eastern edge of the limestone, down to Avondale. A 
dip a few hundred yards S. E. of Hicks' mill in a sandy 
limestone give W. 20° S.-70°. Evidences of limestone are 
abundant westward, by Baker's quarry, to the large quarry 
near Levis Bernard's ; beyond this no trace of it is found, 
the rocks replacing it being more or less chloritic mica- 
schists. The dip here in the quarry averages S. 20° E.-IO® 
to 20°. 

This is a very important locality which it must be con- 
fessed lends weight to the hypothesis of the relationships 
of these beds defended by Mr. Charles Hall. * 

The large West Grove limestone quarry, near the house 
of Mr. Henry Storey, is situated about i mile (1.2 kilomet- 
ers) south of the Bernard quarry, the interval being occu- 
pied by a hill of one or]two hundred feet in heigth, in which 
the chloritic mica-schists lie almost flat, or with very small 
angles of dip. 

These schists seem to be similar to those in and below the 
South Valley hill. 

The West Grove limestone which is white and crystalline, 
like that of the Bernard quarry, dips on the north exposed 
face W. 40° N.-65°, while the Bernard quarry dips S. 20° 
E.-10°. 

Without some change of structure, which surface indica- 
tions offer no right to suppose, there is here a limestone 
synclinal holding a hill of chloritic mica-schists. 

On the south side of the West Grove quarry the dip is 
S. 30 E.-30°, showing that it has been opened on an aiitl- 
clinal which however is of very insignicant breadth, as the 
sand rock (Potsdam) curves in a few hundred yards below 
it with a dip of W. 10° N. raising the calcareous beds be- 
yond our present surface. 

The chloritic mica-schists which extend for a short distance 
below the R. R. to Avondale are for the same reason below 
the quartzose rock, yet they are difficult to distinguish 
lithologically from the series that interposes between West 
Grove and Bernard's. If it were not for this circumstance 

* See chapter 2. 



46. LONDON GROVE. C*. 833 

the attempt to show the possibility of another explanation 
than that of Mr. Hall would be an embarrassing one. But 
it seems to stand proven here that two series of very differ- 
ent age are nevertheless of nearly identical composition. 

To represent these facts on the map would require the 
hydro-mica-schist color to be spread over a small area lying 
within the westward extending horns of the Avondale lime- 
stone ; while the light pink, indicating the lower Cambrian 
or sub- Palaeozoic, would be retained for that narrow belt 
south of the R. R. between West Grove and Avondale. 

It may be as well here to complete the sequence of rocks 
to the south before taking up one other special point in 
connection with the geological structure at Avondale. 

South of the State road and crossing the township from 
New London to New Garden the rocks belonging to the old 
metamorphic series are represented by original gneisses, 
and have dips generally in the N. W. quadrant and gen- 
tle ; until a point near the S. E. comer of the township is 
reached, when the dip is about S. 20° E.-62°, showing this 
southern part of London Grove township to be composed of 
a low anticlinal of lower rocks. 

Just west of the R. R. at the north end of Avondale a 
rotten quartzose gneiss dips S. 30° E.-40°, and appears to 
lie unconformably on a massive quartzite containing mica, 
which, if the main visible plane may be taken for one of 
bedding, dips N. 30° W.-70°. This occurrence reminds 
, one of a similar one described on the boundary road between 
New Garden and West Marlborough. 

A stone quarry has also been noticed a little west of south 
of Avondale showing liraestone to the north and quartzite 
to the south. 

This is the only place observed in this county where the 
stratigraphical evidence of the rock was confirmed by the 
occurrence of fossils. The white arenaceous rock on the 
southern end of the quarry dips W. 20° N., W. 10° N. to 
W. 10° S. with a dip of about 28°, which places it clearly 
below the limestone. In this quartzite were found evident 
traces of ScoUthus linearis^ which though perhaps not 
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sufficient evidence to decide the age of the rock as Pots- 
dam, is nevertheless strong confirmatory evidence. 

The valley from Hughes' limestone quarry (Avondale) to 
West Grove, in which the R. R. is built, is said not to con- 
tain limestone, though it has the appearance of being un- 
derlain by that rock. According to the inhabitants the 
limestone leaves the R. R. at about the old switch and 
strikes west. About a quarter of a mile east of West Grove 
road and west of the R. R. the quartzite (in fragments and 
in masses looking as if in place) is pink and white without 
admixture of mica. 

A large iron ore bank (not in operation) lies on the N. 
W. border between Penn and London Grove, on the middle 
branch of White Clay creek. 



Ji7. LondoTiderry , 

This lies west of West Marlborough and N. W. of Lon- 
don Grove. Exposures* are extremely rare but the rocks, 
with the fragments of which its surface are covered, are the 
products of the decomposition of the chloritic mica-schists, 
among which a number of quartz debris are found. Clays 
abound but generally not of that peculiar variegated and 
plastic variety which results from the disintegration of the 
feldspathic older crystallized measures and their secondary 
derivatives. The land is very high in the middle of the 
township (near Daleville or Londonderry P. O.) and has 
been chosen for one of the U. S. Coast Survey triangulation 
signals. 

This summit, from which small streams flow in all direc- 
tions, is principally composed of the lighter and less chlo- 
ritic mica-schists in which sand and clay are occasionally 
found. The mica of the strata dividing the township from 
N. E. to S. W. is generally more silvery than the rocks of 
the rest of the township. Some manganiferous layers of 
the more chloritic schists are found near the White Horse 
hotel. The dip of these measures where observed in f he N. 
W, of the township was generally S. 20° to 30° E.-48°. 
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43. Highland. 

This lies soutli of Sadsbnry and the Chester valley and 
west of East Fallowfield and West Marlborough. It is also 
like Londonderry entirely composed of the mica-schist se- 
ries ; but contains in its upper portions more exposures of 
rock in place. 

A compact chloritic mica-schist in the N. W. comer of 
the township dips S. 16° E.-70'', but the dip is not main- 
tained with this angle towards the middle, where the less 
chloritic measures dip ± S. 10° E.--40° and S.-63°. 

Further east near a turn in the road by Daniel Ramsey's 
house there is a dip of ± N. 15° W.-20° ; but this is purely 
local, as can be seen about quarter of a mile further east, just 
south of the Stottville hotel, where a number of fine expos- 
ures in a cut bordering Buck run dip S. to S. 20° E.-80°. 

The soil in passing south is of much redder character than 
is usual from the decomposition of the lean slate-like schists, 
even when they contain iron-ore, an appearance due without 
doubt to the existence of more iron holding minerals (of 
the amphoterolite order.) 

The high south dip is maintained by the chloritic meas- 
ures on the western edge of the township down to the Fair- 
view school-house, just above which place an exposure gives 
S. 20° E;-70°. 

In this portion of the county the country for miles shows 
no exposure of rock in place, and but few fragments larger 
than those which compose sand and dust — (or mud accord- 
ing to the weather.) The principal fragments, as is easy to 
guess, are quartzes, which from their greater resisting power 
to decomposition have accumulated on the surface during 
its gradual degradation, so that they present now to the eye 
a quantity out of all proportion to their true relative im- 
portance compared to the other rocks. The same is true in 
^West Marlborough from Doe run to the White Horse. 
Occasionally a few fragments of chlorite are seen, and there 
are sometimes small crystals of mica glinting on the road ; 
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but nothing of sufficient importance to permit of more than 
a guess as to the underlying formation. 

Two hundred yards S. W. of the Gum Tree tavern a 
heavy bed of very much convoluted chloritic mica-schist 
enclosing milk quartz dips S. 15° E.-40°. 
. The chlorite is not apparent in much of this rock, which 
is judged to belong in the same series with it on other 
grounds. The texture of the two classes of rocks making 
this body is alike as to. convolution, and the quartz enclo- 
sures are also similar. On a simple difference of the mica- 
ceous constituent no general geological conclusions can be 
drawn. 

A short distance S. W. of the Gum Tree a chloritic schist 
dips S. 20° E.-40°. The fragments here are much more 
gneissoid in character and their feldspar in greater abund- 
ance. As a consequence the clays are more frequent. 

Very near Rosenvick in the S. E. corner of the township 
a bluish schist containing chlorite dips W. 30° N.-20°. 

Quite a number of fragments of blue crystalline limestone 
were found by the roadside near Mr. J. G. Hartshome's 
residence, but as there was nothing to show the existence 
of this rock in place they were not regarded as indigenous. 



4d. West Fallowfleld. 

This lies south of Sadsbury and West of Highland, its 
western boundary being the Octoraro creek which separates 
Lancaster from Chester county. 

The northern part of the township shows no difference 
between the rock on the right and left banks of the Octo- 
raro. The rocks are mica-schists with more or less chlorite 
increasing in this mineral towards Highland township. The 
dips below the Valley Hill are S. 10° to 20° E.-^0° to verti- 
cal. The surface has occasional patches of sand but little 
clay in this part. It ought to be mentioned that on the 
road which leads N. E. from the Ringwood Forge, and about 
quarter of a mile before reaching the first cross-road, an ex- 
ceptionally fine view is obtained of the valley of the Octo- 



49. WEST FALLOWFIELD. C*. 337 

raro from very high ground. The dip in the same mica- 
schists just above Steeleville is about S. 10° E.-85° close to 
the Octoraro. Further to the east there are no exposures, 
but only fragments of schists with broad faces, and clays. 
At a point where the road N. E. from Steeleville is inter- 
sected by the lane from Pennock Harvey's house rounded 
sandstone pebbles represent a drift area apparently similar 
to those indicated in Lancaster county. 

Tlie dips which are principally .observable along the Oc- 
toraro continue to be S. and S. 10° E. =t 85° below Steele- 
ville, where the lithological character of the rock changes 
and becomes more chloritic ; one dip in this modified mica- 
schist appears to be =t S. 45° E. This more chloritic belt is 
noticed across half the breadth of the township. 

The continuation of this belt in strike would probably 
join it to that isolated chloritic area of which the N. E. ter- 
minus was left undefined from a lack of suflBcient data to 
fix it with preciseness ; and it is very probable that the 
direction of the extension of this belt is the cause of the 
marked chloritic character already mentioned in the mica- 
schists bordering the Chester valley limestone (on the south) 
in the townships lying further east. 

An opposite change takes place in the rocks on the eastern 
border, at this latitude, which clearly is the result of a more 
chloritic belt passing across the township from S. W. to N. 
E. 

A dip in this less chloritic belt as high up as David 
Baird's house gives ± S. 25° E.-=t 80°, and a similar pos- 
ture is noticed, wherever observations could be made, as 
far g|outh as Cochranville. Here the soil is composed of 
light sand and clay with much quartz. 

About half a mile south of the village the chloritic series 
again dips S. 45° E.-65°, and from here to the S. E. corner, 
where Londonderry and Upper Oxford meet, the appear- 
ance is only changed by a greater or less amount of super- 
ficial quartz fragments. 

From Cochranville due west the chloritic rocks are con- 
spicuous by their absence up to a point a little west of the 
22— C\ 
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Central school-house, where the belt to the north just men- 
tioned about reaches. 

A sandy mica-schist near Nancy Fleming's house on the 
S. W. township line, dips S. 30° E.-60°. 

The chloritic zone below Cochranyille stretches out as far 
as Glenn ville, where a dip of S. 30° E.~60° agrees so closely 
with that of the unchloritic rock further west just men- 
tioned that no separation between them in structure seem-s 
possible, and the impression becomes more and more con- 
firmed that these are contemporaneous deposits with the 
mica-schists above and below them, and that their different 
texture is simply the resuU of local or temporary differ- 
ences of the materials which were laid down by the water 
as sediments. 

There is a seeming vestige of an anticlinal in unchloritic 
schist on a road west of Poplar Grove school-house, where 
the dip changes from 20° to 80° at least in appearance. The 
value of this isolated observation, in a region where expo- 
sures are so rare may however be called in question. 

The lower portions of the township exhibit debris of 
green and yellowish green mich-schists and clays bright 
with loose mica flakes. 



50, Upper Oxford, 

This lies south of West Fallowfield and also on the Lan- 
caster county border, which is formed by the Octoraro. 

The rocks are entirely mica-schists and mostly chloritic. 
A short distance east of Andrew's bridge the chloritic schist 
dips E. 10° S.-40°. On the west edge of Homeville, S. 30° 
E.-50°. Near the store in the town there seems to be an 
anticlinal, the chloritic schist dipping =tN. 25° W.^0°, and 
just east of it =tS. 25° W.-85°. It may be, however, a sim- 
ple wave in the southward descending strata. 

The chloritic character of the rocks ceases to be so promi- 
nent, passing eastward beyond the Somerset school-house, 
the fragments being chiefly mixed with the other series, and 
some quartz. Just east of this, near Joseph P. Walton's, is 
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very commanding ground. The soil consists of mica-schist 
fragments and clay on the straight road south of east be- 
yond Russellville, the quartz fragments increasing from 
the first fork in the road to the Penn's Grove school- house. 

North-east from Russellville, on the Street road, the rocks 
are chloritic to Pagg's manor, about 300 yards from which 
a very much weathered clay slate dips E. 20° S.-60°. 

The chloritic character lasts along the eastern border from 
Fogg's manor about to Perdinand Wood's house, where 
the mica-schist decayed to pink clays seems to have lost its 
chloritic character. A dip here gives S. 10° E. for direction 
and a moderate angle, probably. Prom here to the border 
near to Elk View station and Lincoln University the chloritic 
character is maintained, but no elements of structure were 
observed. 



61. Lower Oxford. 

This is south of Upper Oxford and borders the Octoraro. 

Its rocks are all mica-schists generally chloritic. 

Prom Worth's bridge on the Lancaster county line to the 
S. E. a succession of exposures show, in chloritic measures, 
S. 30° E.-60° to 60°. Near Wiley's mills there is little 
but clay visible and the dearth of exposures lasts all the 
way to the town of Oxford. On the Jennerville road (east) 
the same may be said to be true, with the insignificant 
difference that there are found occasionally quartz frag- 
ments (and cholerite fragments near Mr. Thomas McAllis- 
ter's house.) Between Oxford and the borough of Hope- 
well the exposures are few, but the character is that given 
above, a micaceous mica-schist with the cleavage planes of 
this mineral everywhere predominating. The color is green- 
ish and the "habit" of the rocks often chloritic. 



62. Penn. 

This is east of Upper Oxford, south of Londonderry, and 
west of London Grove. 
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The northern portion lies in tlie mica-schists, which are of 
the character just described, though perhaps less chloritic. 

An exposure of decayed material on its northern border 
shows a dip of S. 20° E.-76°. 

The surface is very much covered with debris of quartzite 
and quartz sandstone fragments, with the usual clays now 
and then recurring. The iron ore mine on its N. E. border 
has been referred to in the description of London Grove 
township. A dip in sandy red clay^ on the Cochranville 
road, nortli of Jennerville, dips E. 10° S.-35°. The soil is 
richer and redder east of Jennerville in consequence of the 
comminution of the chloritic rocks ; but east of the town 
the chlorites show a dip of ±S. 15° E.-d:50°. 

South of Jennerville, between the east and west road on 
which it is built and the Baltimore Central R. R., the form- 
ation seems to change to that of the gneissoid and feld- 
spathic rocks ; but nowhere was it found practicable to test 
the underlying rocks or their structure by observations of 
strata in place. Here again red clays and quartz fragments 
covered the ground, and the change was inferred rather 
than established from the change of appearance of the soil. 



63. New London. 

This is south of Penn and west of Franklin. The char- 
acter of the whole surface of this township is similar to that 
just described as the southern part of Penn. Fragments of 
gneissoid rock mingled with fragments of quartz and deep 
red and brown clays cover the entire northern portion. 

Decomposed quartzose gneiss about half a mile N. W. of 
New Lcmdon P. O. dips S. 30° E.-45°, and above it is an 
apparent quartzite with the same dip. That this may be a 
very small remnant of the Potsdam lying with apparent 
conformity on the lower gneisses is rendered quit« possible 
by the fact that in the town of New London a number of 
dips in these latter are visible showing N. 30° \V.-45° ; ± 
N. 45° W.-85° ; and W. 20° N.-85°. If it be true therefore 
that the Potsdam comes down to the present surface here, 



54. EAST NOa^riNGHAM. C\ 341 

it makes but a very small area. From here tlie«o;l is light 
and sandy from smaller quartz fragments which have prob- 
ably been transported from the north to their present posi- 
tion. 

The character of the gneiss becomes more micaceous and 
the faces of mica broaden in going south from Elkdale P. 
O. south along the east branch of Elk creek to the Paper- 
mill. Here the planes of 7mca are very large indeed. 

A dip in convoluted gneiss near Robert A. Growl's is S. 
±30^ 

This increase in the size and importance of the micaj 
which continues to the covered bridge near the Spring Law 
paper-mUl, is probably connected with the development of 
this mineral to great size and purity in Delaware, where it 
has been and is yet produced for commerce with profit. 

An anticlinal occurs just north of the covered bridge in 
these measures, the northern limb dipping N. 30° W. and 
the southern S. 30° E.-15°. 

Near the junction of the east and west branches of Elk 
creek a broad lustrous mica-schist in a small flat anticlinal 
or roll of E. 20° S.- and W. 20° N. The edges of these 
schists are covered with a white efflorescence. 



5-^. ^ast Nottingham. 

This lies south of Lower Oxford, west of New London 
and Elk, and on the Maryland (Mason and Dixon' s) line. 

The borough of Oxford is partly in this township and 
partly in Lower Oxford. Proceeding from the town S. W. 
there is a rock resembling a quartzite, and composed of 
quartz fragments or pebbles, of which the apparent dip is db 
S. E. -gentle ; but close by this locality are the variegated 
clay slates, which dip nearly south. 

These chloritic schists cover the lower end of the bor- 
ough of Hopewell, and extend along the small feeder of the 
Octoraro creek which forms the township line (S. E. ) and 
down the head waters of Northeast creek to Stubb's black- 
smith shop, where it passes into the serpentine mass shortly 
to be described. 
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From this point north eastward along the straight road 
to Elkdale there is nothing but fragments (in which chlo- 
ritic character prevails) to mark the formation, as far as R. 
J. Robison's a mile S. W. of Elkdale. The mica is light 
colored with dark streaks and seams, and in this respect 
differs from that observed on the true gneiss micas. 

This character of the surface debris may be said to char- 
acterize all that part of the township lying within the boun- 
daries of it described. At New Prospect the surface debris 
contains more gneiss fragments and more quartz, but this is 
all, and it is not enough to require a different interpretation 
of its sub-stratum. 

Xear McHeniy' s paper-mill* this character changes to Jhat 
of feldspathic and quartzose gneiss which seems to dip very 
slightly S. 20° E.-15°. This rock resembles that described 
already both in the northern and in the southern parts of 
tlie county. Very much this character is observed N. E. 
to the township border line including Elkdale P. O. and 
due south to the junction of the township with Elk, west of 
Hickory hill. All to the east of the line thus roughly de- 
scribed (and indeed only approximately determined) ap- 
pears to share the character of the primordial series ; and all 
west of it that of the mica-schists, with the exception of a 
narrow strip in the extreme south, which seems to separate 
the two great masses of serpentine. 

The easternmost serpentine mass is bounded roughly by 
a line which crosses the East Nottingham-Elk border near 
Robert Cohan's, and nearly conforming to the direction of 
(though including) the road which leads to Margaret Sulli- 
van's ; turns east and re-enters into Elk township just be- 
low the Methodist meeting-house. 

From here westward there is a narrow space of a few hun- 
dred yards between two branches of a southwardly ilowing 
stream. This space is filled by a tongue of gneiss reaching 
uj) from the south and extending about a mile north of here, 
but widening east and west on the Maryland line. 

The eastern point of another and larger mass of serpen- 
tine is found at Chrome P. 0. 

* On Big Elk oreek a mile soatii of Elkdale. 
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Its northern edge crosses the stream which separates East 
and West Nottingham. 

Its southern edge runs almost west from Fairview school- 
house, bending gradually south without meeting the Mary- 
land border, until far inside of West Nottingham township. 

Near Passmore's house (Fairview school-house) the rock 
fragments seem to have belonged to a dyke of syenite. 

The rocks become more hornblendic from here on towards 
the south-east. 



66. Elk, 

This lies south of East Nottingham and New London and 
west of Franklin townships, on the Maryland line. Enter- 
ing Elk township from the west, south of Barren Branch 
run, the road runs nearly parallel to the Maryland line, 
though trending slightly to the south. The fields to the 
south of this road seem to be of the usual fertility,- while 
the barreness of those north of the road is striking. 

The serpentine southern boundary line crosses this road 
a short distance froni the township line. Just west of the 
store at Rodgers' mill-dam* the rock fragments become more 
and more those of coarse mica- schist, the characteristic min- 
eral being of a silvery white color. S. E. of the store by 
the mill the rocks are clay slates, with much mica. South 
of this point is one of the Isaac Tyson excavations. At the 
mill a broad crystallized mica-schist dips uniformly S. 10° 
to S. 30° E.-di45°. 

On the south bank of the Big Elk, about half a mile from 
Bullock's Fording, large bowlders of granitic gneiss with 
pink feldspar abound. The dip of the strata from which 
these came, is probably south Very gentle, but this is not 
certain. 

This granitic character is observable in the northern part 
of the township as well. Thus on the road from Randolph 
& Arthur's paper-mill, through Peacedale, (Hickory Hill 
P. O.,) both the mica and feldspar are of brownish color, 

•A mile south of Hickory HiU P. O. 
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and the rock is very compact. A dip in Peacedale gives 
±:S. E. ±:45", and one at Buena Vista school-house, to the 
west, about the same. 

The lower measures roll here as in the townships further 
east, as is shown by the dips in micaceous gneiss near Mra. 
Sarah Nutt's, and east of Lewisville P. O., which are from 
W. 30° N. to N. W.-45°. 

In the middle of the township, on Little Elk creek, the 
counterpart to this is found in dips ranging from S. 10° E. 
to S. 45° E., in direction, and from 30° to 60°. 



56. West NottinghaTri. 

This lies in tlie extreme south-western corner of Chester 
county having part of the State of Maryland for its south- 
ern, and part of Lancaster county for its western boundary. 

The entire northern part of this township is tilled by the 
mica-schists which unite over the Lower Oxford and the 
East Nottingham border. South of Nottingham P. O. the 
road is tilled with reddish sand ; as it is also for a mile or 
more N. E. Here are also fragments of quartzite and also 
some of a dull earthy seipentirie containing attached parti- 
cles of Qnagiietite. There are also weathered clay slates in 
place, but so destroyed that no reliable dip is obtainable. 
Milk quartz and quartz fragments are profusely scattered. 

At the cross-roads about half a mile west of Nottingham 
P. 0. an excavation for a cellar has thrown out large masses 
of chloritic schists which are properly considered by some 
of the most intelligent residents to form the main part of 
the whole region north. A dip in these mica-schists on the 
Christiana road gives S. 40° E.-40°. 

Just across the run south of EUwood Chambers* the slaty 
serpentine dips S. 30° E.-6°. An opening into the massive 
rock revealed magnetite, and the purple colors often seen 
in this formation. The dip here seems to be ± E. 20° S.- 
±10°. 

The mass of the serpentine south of Ellwood Chambers 

*A mile S. E. of Fremont P. a 
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dips in numerous exposures S. 20° E.-6° to 20°. Its shape 
is that of a belt, over a mile in breadth, of whicli the lower 
edge intersects^ the Maryland line obliquely, leaving the 
eastern extremity entirely In Pennsylvania. Its upper 
border is a curiously waving line, which joins the Lancaster 
serpentine across the Octoraro, trending slightly south of 
west. It is necessary to say perhaps that this serpentine is 
richer in magnetite and chromic iron, and poorer for build- 
ing stone, than that further east has been found to be; 
and from this cause the name of the celebrated Baltimore 
firm which manufactures these minerals (I. Tyson, Sons) 
is found scattered along this belt as far as Wood's mine, 
which was described in the report on Lancaster county. 

A chloritic schist near Freemont P. O. dips W. 20° N.- 
60° and from here S. W. the chloritic character becomes 
stronger. Near Mrs. Louisa Cooper's the dip is E. 30° S.- 
60°, and a strongly chloritic rock over the border in Lan- 
caster county just above Wood's mine dips S. 20° W.-65°. 
The increase in chloritic character in the measures as we 
approach the zone of serpentine, and the bearing that this 
may have on a correct interpretation of the genesis of these 
rocks, has already been alluded to in the consideration of 
these questions in the Lancaster county report, and need not 
be dwelt upon here. It is sufficient to remind ©ne that if 
the everywhere sedimentary appearance of this formation 
renders the explanation of it by igneous action difficult, the 
presence of hydrated silicates of magnesia in both serpen- 
tine and chlorite, and their juxtaposition, seem to be in some 
way connected; as results of the same cause. 

It is not pretended, however, that the assignment of the 
proper structure to the serpentine is an easy task, or. that 
the most or the best of it has yet been spoken in this prob- 
lem. A series of twent3^-flve specimens representing the 
crystallized rocks of Chester county was carefully selected 
and their sections made. The study of them will be taken 
up at a future time. 
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]}fot€S on the Serpentine beds of Chester and Delaware 
counties^ with their associated minerals^ Oorundum^ 
Chrome^ &c. By Col. Joseph Willcox. 

As the Serpentine rocks are very abundant in Chester 
and Delaware counties ; and as some important minerals are 
associated with them, I have considered it desirable to pub- 
lish some information about them, in addition to what Mr. 
Hall has written. 

The origin of these rocks in Pennsylvania has not been 
satisfactorily determined. Though probably eroded to a 
considerable extent, they still exist in great thickness, 
having been penetrated to the depth of 700 feet, at the 
chrome mines in Lancaster county. 

At some localities serpentine has resulted from the alter- 
ation of other rocks. Among the Laurentian rocks in 
northern New York and Canada, it is quite common to see 
pyroxene, tremolite and scapolite altered into steatite and 
serpentine ; the two latter being nearly similar in composi- 
tion. Wherever the granitic rocks, in that district, are 
found in conjunction with the white crystalline limestone, 
the surfaces of the former are frequently covered with crys- 
tals of various minerals, chiefly mica, feldspar, scapolite, 
pyroxene, hornblende, tremolite and apatite ; more or less 
abundantly, as these minerals may happen to prevail in the 
rocks near the limestone. Several species of these crystals 
are sometimes found to be altered into serpentine and stea- 
tite ; and the alteration occasionally extends into the rock 
masses. I have witnessed this in the cases of pyroxene, 
tremolite and scapolite ; the forms of the crystals deter- 
mining the character of the original species. 

Serpentine is now used extensively for building purposes, 
and it is acquiring popularity on account of its color, and 
its softness, which permits it to be easily chiseled or sawed 
into blocks and other desirable forms. 

On account of its light weight, it is easily handled and 
transported. Its softness has sometimes exciteda suspicion 
in regard to its durability. The proofs of its endurance are 
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abundant. The walls of houses in Chester county, built 
with this stone, during the last century, manifest no indica- 
tion of erosion or decay ; and in that respect it is superior 
to marble. In northern New York and Canada serpentine 
is often mixed with the white limestone, the surfaces of 
which are abundantly exposed to view, above the level of 
the ground. The limestone is eroded so much more rapidly 
than the serpentine, that the latter always projects, in re- 
lief, beyond the surface of the former. This feature is very 
conspicuous along the Ottawa, river, at Calumet Island, 
about 76 miles above Ottawa City, where masses of serpen- 
tine as large as a barrel may be seen, that have been eroded 
from the' limestone. At that place the serpentine is often 
covered with small crystals of the same substance ; and their 
presence there proves the absence of any erosion or disin- 
tegration of the serpentine. 

Among the products resulting from the decomposition 
of serpentine rocks in Chester and Delaware counties cellu- 
lar quartz and limonite may b.e classed as the most abun- 
dant. These minerals may often be seen in the different 
stages of alteration, and in various degrees of combination, 
from limonite to pure quartz. The cellular quartz, locally 
called honey-comb rock, is nearly always ferruginous ; and 
it is a common, if not a constant, associate of the serpen- 
tine. It often occurs in inconvenient profusion ; and, in 
many cases, it is the only surface indication of the prox- 
imity of serpentine rocks ; the latter, near the surface, hav- 
ing been decomposed into soil. 

Ferruginous, cellular quartz, similar in appearance to the 
Delaware county rocks, accompanies the cry soli te beds 
among the mountains in western North Carolina. It so 
forcibly resembles in appearance the superficial gossan at 
the Ducktown copper mines in Polk county, Tennessee, 
.that many prospecting pits and trenches have been dug in 
North Carolina for copper ore where the ferruginous quartz 
occurs ; the latter having been mistaken for gossan. 

Limonite has been mined at several localities in Middle- 
town township, in Delaware county, in the serpentine beds ; 
but not with profitable results. 
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The soil on the serpentine beds is naturally poor, except 
in cases where earth, resulting from the disintegration of 
better rocks, has been transported by water and wind upon 
them. From this cause much land of fair quality is found 
overlying the serpentine beds. 

Though it is a well known fact, that, by the action of 
water, both in a liquid and congealed condition, Canada and 
portions of our northern States have been deprived of a 
large amount of their rich soil, which has been transported 
to other districts further south, the limits of which are well 
defined ; little consideration has been given by the farmers 
to the fact that' there has been, almost everj'' where, and will 
be, in the future, much interchange of soil between farms, 
by the action of wind and water, especially on the slopes of 
hills. It is usually a slow process ; but the operations of 
Nature generally proceed slowly, and much may thus be 
accomplished in a long period of time. 

The amount of dust that settles upon one place during a 
windy day, in dry weather, is quite appreciable ; and the 
owner of a i)Oor farm is benefited, at least in a small de- 
gree, each year, if he has neighbors owning rich land. 

Chromic iron is more or less abundantly distributed among 
the serpentine rocks. By the decomposition of these rocks 
a large amount of this ore has been liberated, chiefly in 
small crystals, which has been transported to the valleys 
below, and deposited in the gravel. A considerable amount 
of it has been washed out in Middletown, Delaware county, 
and sold. An analysis of it, made by Prof. F. A. Genth, 
may be seen in Report B, 1874. 

Corundum is one of the most interesting, as well as val- 
uable minerals, found in connection with serpentine. 

Until 1870, when corundum was found in considerable 
quantity, and of great beauty, in North Carolina, the crys- 
tals of that mineral, from Chester and Delaware counties, 
were much prized by mineralogists in this country and in 
Europe. 

In Delaware county fine crystals of this mineral have been 
found on several farms in Middletown township ; and a few 
hundred pounds were mined on the farm of Castor Grey, 
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one half mile south of the Black Horse hotel. It is asso- 
ciated in Delaware county chiefly with feldspar (probably 
albite) and sometimes sparingly with chlorite. 

In Newlin, near Unionville, in Chester county, corundum 
has been found more abundantly. 

The extent of the serpentine bed, at this place, exceeds 
100 acres. Corundum has been obtained in many places 
there, and fine crystals were found during many years before 
its commercial value was known. Many large lumps were 
formerly lying on the surface of the ground, and vain ef- 
forts were made to drill holes in them for the purpose of 
blasting them. A final disposition was made of them by 
digging*holes near them, in which they were buried deeply 
enough to cause no interference to the plow. 

From my friend, Mr. William W. Jefleris of West Ches- 
ter, I have obtained the following history concerning this 
interesting locality : 

*' John and Joel Bailey cljiim to have discovered corun- 
dum at that place sometime between the years 1822 and 
1825. The former person still preserves the original speci- 
mens. About that time William Jackson also obtained 
specimens." 

' ' Dr. Thomas Seal, of Unionville, also a collector of min- 
erals, obtained specimens of corundum there about the year 
1832." 

Mr. Jefferis states that his first visit to the locality was 
made in 1837 or 1838, and at that time large lumps of cor- 
undum could be seen in the fields and fence corners. '^In 
1848 Mr. Lewis W. Williams sent to Liverpool a large lump 
of the mineral, which weighed more than 5,200 pounds." 

'* In the spring of 1866 John Leslie dug up about five tons 
of corundum, which he sold for $60 per ton." 

Soon after that time the mineral was in great demand for 
certain purposes, being much harder than emery, and the 
price advanced to 50 cents per pound. 

In 1872, John H. Sraedley, while engaged in exploring 
for corundum, on the farm of Messrs. Pusey, Ball & Chan- 
dler, discovered a large mass of it, which weighed about 200 
tons. It was found on the margin of the serpentine bed 
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against a wall of gneiss-rock on the north side. On the 
other sides were serpentine and chlorite. Some portions 
of the corundum were largely mixed with margarite, damou- 
rite and lesleyite. In addition to these minerals, the cor- 
undum, found at other places in Newlin, is associated with 
albite, tourmaline, and spinel. At the various localities, 
where corundum is found in North Carolina, some of these 
minerals are always associated with it. This is the case, at 
least, at the 6 localities that I have visited there. 

Corundum is still mined, to a small extent, in Newlin. 

Feldspar is another mineral often associated with serpen- 
tine. It possesses some importance, as it is extensively 
consumed in the manufacture of chinaware and artifical 
teeth. 

It has been mined in Delaware county, at Mineral Hill, 
in Middletown ; on the farm of Joel Sharpless, in the same 
township ; on the farm of Thomas Johnston, and the adjoin- 
ing farm in Concord ; and more extensively in New Castle 
county, in Delaware, near Chandler's Hollow, two and one 
half miles south-west of T. Johnston's mine. It has also 
been mined near the corundum locality in Newlin, in Ches- 
ter county. 

A large amount of feldspar has been mined at Dixon's and 
Way's quarries, in New Castle county, in Delaware. All 
of these mines are connected with the serpentine. They are 
either on the bed or on the margin of it or south-west of an 
outcrop of it, in the line of its prolongation, as at John- 
ston's, in Concord, and near Chandler's Hollow, in Dela- 
ware, a short distance from the State line. 

In all these mines the feldspar is accompanied largely 
with quartz, but sparingly with mica, except in the cases of 
the quarries near Chandler's Hollow and on the farm of Joel 
Sharpless, where muscovite mica is found in large plates ; 
but it is so much stained with black lines of magnetite as 
to be without value. 

Asbestos is also an associate of serpentine. It has been 
mined on the farm of Jacob Sides, in Aston, Delaware 
county, and also in Upper Providence, where it exists in 
great abundance. 
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Steatite, or soapstone, also an associate of serpentine, is 
found in Marple and Aston, in Delaware county, but it has 
not been mined. 

Among other minerals of less importance found with the 
serpentine in Pennsylvania, I will mention brucite, picro- 
lite, bronzite, enstatite, anthophyllite, actinolite, talc, and 
chlorite in many varieties, the most beautiful of which are 
clinochlore and ripidolite. 

In 1879, Messrs. Herman, Behr & Co. commenced to mine 
granular garnet rock on Green's creek, near Chelsea, in Del- 
aware county. About 400 tons of this rock have been mined 
at this date. It is used in the manufacture of sand paper, 
being much superior to quartz in hardness. 

This garnet rock was first discovered by John H. Smed- 

ley, to whom the credit is due of finding more localities of 

minerals in Delaware county than to any other man. A 

considerable amount of muscovite mica has been mined on 

the farm of Jacob Swayne, near Fairville, in Chester county. 

In that mine the largest crystals of mica, of that species, 

were found, which I have ever seen. 

Joseph Willoox. 
December 13, 1882. 



It is evident that the corundum in Newlin township, 
Chester county, is a metamorphosed part of the gneiss com- 
posed more exclusively of alumina than the rest. 

Pure corundum is simply pure alumina ; but it is per- 
haps never found quite pure in nature, and it often contains 
notable percentages of silica and iron, with more than mere 
traces of lime and chrome, as the following analyses show : 

a* &. 0, d, 

Alamina, 92.0 96.8 84.00 89.60 

SUloa, 4.8 0^ 6.60 6.60 

Lime, — 1.6 — • — 

Iron oxide, 2.4 — 7.69 • 1.25 

Chrome oxide, 1.1 

a. Lelldyre ; Jour, d Mines. Fey., 1812. 

&. Malaguti. C. R. t. IV. 

c. The harmophane oornndum of China. Klaproth. 

d. The oorundum of Bengal. Klaproth. 
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As sapphire^ corundum reaches nearer to perfection ; 

thus : , 

«. /. g» 

Alamina, 98^ 97.6 92.0 

Silioa, — 1.2 4.8 

Lime, 0.5 

Iron oxide, 1.0 0.8 2.4 

6. Blue sapphire. Klaproth. 

/. Red sapphire. Ghenevix. 

g. Blue sapphire. Vauguelin. 

But both sapphire and riihy may be very impure corun- 
dum. Bergmann's ''ruby" showed alum, 40; silica, 39; 
iron oxide, 10 ; Jime, 9 ; and Bid's " sapphire : " alum, 68 ; 
sil. 35 ; lime, 5 ; iron oxide, 2. 

Bricks of burnt clay, and all kinds of pottery, are the 
most indestructible relics of antiquity, offering a well-nigh 
perfect resistance to the attacks of air and water, even when 
charged with acids. The tower of Babel and the brick pyra- 
mids of Dashoor and Ilahoon in Egypt are among the oldest 
monuments of the work of man upon the surface of the 
earth. Much older pottery has been recovered in good con- 
dition from beneath the surface. 

But the hardness of a brick of clay (composed of alumina 
and silica^ is produced by heat. In the case of a lump of 
corundum, the original clay consisted solely of alumina, or 
nearly so ; and it seems difficult to imagine its excessive com- 
pact hardness as produced in any other way than by heat. 

But the tendency of recent geology is to lower the esti- 
mate of heat supposed to be needful for producing changes 
in the rocks ; and to ascribe to the long-continued flow of 
hot waters effects which were formerly ascribed to furnace 
heats. 

Serpentine is an exactly equal compound'of silica (43.6) 
and magnesia (43.4) charged with about one seventh (13.0) 
of water. 

Bunsen suggests (II, 316) that a bed of limestone may be 
changed into serpentine by percolating waters carrying the 
silicate of lime, (or potash ; ) the carbonic acid of the lime- 
stone going off with the Zme, (or potash,) and leaving the 
silicic acid in combination with the magnesia. 

Or, since chloride of magnesium is found in the water of 
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many hot springs, it seems possible for beds of common 
clay slate {silicate of alumina^ &c.) to be converted into 
beds of serpentine ; the chlorine carrying off the alumina 
(with the &c. which is always in the clay ; the &c. being 
other silicates) as chloride of aluminiam. (It is remarkable 
that chloride of alumium in quantities has been found in 
the Dead Sea water by three chemists.) 

Tschermak showed * that serpentine has been produced 
in grains, in larger masses, and in veins, in rocks, by a 
change of some bisilicate (like peridote, olivine, a bisilicate 
of magnesia and iron ; or enstatite, Sil. 60, Mag. 40) into 
the simple silicate of magnesia, by the gradual removal of 
the more soluble ally ; the form of the original olivine crys- 
tals being preserved by the serpentine in -evidence of the 
change. 

A. Geikie says f that there can be no doubt of the erup- 
tive character of some serpentines, for there are real ser- 
pentine dykes cutting the Old Red sandstones and conglom- 
erates of Scotland. The olivine crystals found in many 
serpentine masses is an evidence of volcanic origin. But it 
must be remembered that volcanic hair and ashes are in 
large part olivine ; and that the bed of the Pacific ocean is 
in part made up of layers of olivine mud produced by the 
settling of this volcanic dust. Sedimentary serpentine 
strata would be the result of their uplift and subsequent 
alteration in air. 

Sterry Hunt ascribes the serpentine beds in crystalline 
schists to an original deposit in sea water.:]: In fact the 
form of serpentine strata often proves this. In Banffshire, 
Scotland, thick lenticular beds of serpentine lie among the 
crystalline schists and limestone, and are crumpled and 
folded with them as an original element in the general strat- 
ification. § The same thing occurs in Northampton county, 
Pennsylvania, and elsewhere. 



•Trans. Vienna Academy, 1867. 
t Text-Book of Geol. London, 1882. p. 152. 
{ Chem. Essays p. 158. 
§ Qelkie, p. 158. 

fl The Serpentine organic (glanoonite) beds in Tertiary limestone (see Ber- 
thier). and the eotoon serpentines ot Canada come nnder this head. 

23— C\ 
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It is possible that none of the serpentines of southern 
Pennsylvania are in any respect eruptive or volcanic ; but 
that all of them are original sedimentary magnesian rocks 
subsequently changed more or less into the simple silicate 
of magnesia, by percolating waters ; assisted, in some 
places, it may be, by outbursts of volcanic traps, and per- 
haps eruptive granitoid rocks. 

Bunsen says (II, 317) that the occurrence of sapphires in 
basalt and of corundums in gneiss and granite is to be ex- 
plained probably by a process similar to that which has 
produced serpentine. Sapphires and corundums (anhydrous 
alumina) occur in rocks of silicate of alumina which con- 
tain no other combinations of silica and alumina, except 
sucli as have been produced by metamorphosis. The per- 
colation of chlorine and sulphur waters seemS to have worked 
most of the changes. If sulphate of alumina were first 
formed, and then the sulphur removed by lin>e or alkaline 
carbonated waters, there would remain hydrated alumina, 
which would in time change into pure alumina (corundum) 
just as beds of brown hematite iron ore have changed into 
red hematite by the voluntary departure of their water of 
combination. 

This is the probable explanation of small crystals of alu- 
mina (sapphires, rubies, corundums, &c.) scattered through 
a gneissoid rock. The explanation, perhaps, suffices also for 
the existence in the rocks of layer masses. But the pres- 
ence of large masses of corundum on the soil of the fields is 
explained by the long continued erosion of the country, the 
surface of which has been lowered slowly by the rains car- 
rying away the softer parts of the rocks and leaving behind 
the masses, which therefore naturally, by mere force of 
gravity, occupy places vertically beneath the places which 
they occupied in the rocks. It is possible to find corun- 
dum in a persistent bed. Such a bed, 4 feet thick, runs- for 
four miles, interbedded among the pholerite schists of the 
White Mountains, a formation of about the same age with 
the schists of Chester county. — J. P. L.] 
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Abington, 129 

Academy of N. S. Phil., 11,64,212,220 

Acker (Enoch Jones) mine, 281,2S2 

Ackiand's grist-mill, 168 

Acrelins, 29 

Adams county, 2,178,180,219,228,234; report, 244 

African Methodist Church, E. Marlborough, 313 

Alexander, (Washington,) 309 

Allegheny mountains, 178 

Amboy, 179 

American Philosophical Society proceedings, 124,187,281 

Amherst College museum, 212 

Andrew's bridge, 388 

Angora, levels, 8 

Appalachian mountains, 178; chain 130, 253 ; basins, 68 

Applegrove school-house, 305 

Aromink run, 109,110 

Arthur's (Randolph A.) paper-mill, 343 

Askin (J. H.) house, 285,286 

Aston, Del., 350,351 

Atlantic slope, 93,106,130,131,153,193,199 

Attleborough sandstone range, . . 130 

Avondale, 10, 12,59,61,63,311,324,330,382, *333 

" levels, 8 

«* station, 7 ; lime quarries, 55, 307, 322 ; P. O., . . 79 

Ayer's store, 145,151,152 

Baohardt*s oil-mill, 83 

Bachman's. Lewis, 220 

Black run and valley, ♦U, 16 

Bailey's, (Elisha.) 306; (E. L.,)310; (Joel,) 69,76, 77 

" (J. A; Joel,) 349; (J. C.,)73; (Moses) quarry, *70 

«* (W. L.,) 32; quarry, 75 

Baird's, (David,) 337 

Bakelyville, 236 

Bakers, (Mifflin,) 831; (Stephen,) 315; quarry, «72,77,78,382 

Baldwin, (Mrs. A.,) 297; (Caleb,) 274; (M.,) 137 

Baldwin station, 274 ; level, ... 18 

<865 C*.) 
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Ballut*8 A Moselnm ore mines, 118 

Baltimore, 64,65,92,03,94 

Baltimore Central R. R., 6,57,98,811,816,817,818,321,830,340 

Baltimore Central R. R. junction, level, 8 

Baptist church, 143,152,188,191,225 

" " brook, 192 

Baptist meeting-house, 127 

" road, 95 

*« old pit, 141 

Bare, (Mrs.,) 137; (A.S.) farm 178 

Barnestown, level, 27, 215; station, 26 

Barren branch run, 63,343 

Barren hill, 109,110,180,186,140,141 

Barren hill school-house, ; 86 

Barren ridge, 155,159 

••Barrens," 218 

Bart township, 187,151 

Bartollett's (Saml.) house, 223 

Beale (H. A.) & Co.*s rolling-mill, 268 

Bean, Mr., 283 

Beartown, levels, 26 

Beaver, (Chas.,) 143; (Saml.,) 143 

Beaver creek, 17,20; 221 

Beaver Dam station, 247 ; level, 24 

Beaver summit, 23 ; level, 27 

Bell's quarry, 137 

Beirs (John) house, 275 

Belvedere, 18 

Benner'B, John, 245 

Bergen peninsula in Norway, 107 

Berks county, 1,22,35,107,118,175,178,180,183,185,193,220,284,245,246,244,266 

Berkscounty line, 19,28,27,182,190; Report, 194 

Bernard's (Levis) limestone quarry, 832 

Berritt, Mr., 251 

Berry's, (John,) 274; (Mathew,) 137 

Berstler's, (J.,) 306 

Berthier, 353 

Bethel hill, 130,138,141 

Blddle's, (T.,) well 100 

Big Beaver creek, 20,129,154 

Big Elk creek, 61,98,843; valley, ........*' 3 

Birch run, 20,21; head, 27 

Birohrunville, 229,233 

Birdsboro' junction, 8,23; level, 24 

Birmingham township, 4,57,61,62, *301 

Black Horse tavern, 89,164,294,349 

•* •• hill, nSS 

•* •• run, •9,26 

Blue ridge, 180 

Bonsai school-house, - . . 261 

Bower's paper-mill, 57 
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Bradford township, 65 

Brandywine river, 1,2,5,^,10,17 .27,82,38,40,45,49,50,68,54,55,58,69,60,61, 73, 

74, 78,79, 89,91, 111,112,124,125,127,134, 146,159,249,251,265,258,272,295, 

^ 816 ; level, 7 

<' <' £. branch, . . . . «9,12,15,27,56,57,58,129,146, 148,163,278,292,296 

«* " W. branch, 7,10 

14,15,23,27,66,57,58,63,106,144,147,155,159,161,168,247,263,264 

«« " N. branch 81,155,169,162,245 

«« « E. branch, of N. fork, 254 

" country, 106 ; pass, 147 ; oxbow bend, 71 

" river section, 54 ; slate belt, 112 

" Manor house, 263 ; P. O., 263 ; battle field, 801 

« rolling-mills, (^see Lukens,) 81 

" station, 28,24 ; valley, 15 

" A Waynesburg R. R., 6 

Branson, (W.,) 29 

Bravais, 182 

Bridgeport, 277 ; level, 18,28 

Brinton, (Jos. H.,) 62,63,89,299; (Thos.,) 301 

Brinton's bridge over Brandy wine, 69,316 

Brinton's ford, 53,78 

Brinton*s serpentine quarries, . . .' <^, 298, 299 

Broad run, «9, 11, 16,59,61; Kaolin pits, 325 

Broadley run, 40,70 

Brook's quarry, 189 

Brookdale brook, 191 

*« lode or mine, (see Wheatley,) 197 ,202, 203, *209, 211 

Brooke (E. AG.) Iron Co., 237,244 

Brooklyn station, level, 26 

Brown, (Dr. Thos.,) 251; quarry, . . , 80,326 

Brumback (John) residence, 250 

Buchannan's (Wm.) property, 245; ore bank, 143 

Buchannan*s station, level, 26 

Buck A King, 143 ; Reeves & Co., 172 

Buck run, 7,17,31,61,91,127,137,144,148,163,808,804 

" " mouth, 147 ; gorge of, 151 

Buck ridge, 284 

Buckman*s tavern, 127 

Bucks county, 2,8,5,22,102,109,178,182,183,261 

Bucktown, 29,190; cross-roads, levels, 190 

Buckwalter»8, (Seth,) . . 192,226,247 

Buena Vista school-house, 344 

Bullock's fording, Big Elk creek, 343 ; mills, 284 

Bunsen, . . 252,854 

Byer's Eagle summit; level, 28; 26 

Caldwell A Roberts, .^ 142 

CallwelPs ftimaoe, 100 

Cain P. O., 17, 18, 272; level, 14,18 

Cain township, 4,155,159,161,264,270,271,»272,273,277 

Calumet island, Ottawa river, 347 

Cambria station, level, 26 
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Pace. 

Cambridge Tillage, 162,168,246,247 

Carter's ferry, 91 

Garter A Reynolds' serpentine quarry, *64 

Caaiins', (D..) 2M 

Castle rook, 40 

Catharine run, 9 

Cedar Hill sohooUhonse, 258 

Cedar Hollow Lime Co. 's quarries, 278; station level, . . 18,280 

Cedar lane, level, . . 26 

Cedar Spring sobool-house, 821 

CedarvUle, 29 

Central school-house, . . 338 

Center, level, . . 8 

Centerville; 143,288; station level, 18 

Chadd's ford levels, 7,8,9,10,49,60,79,124,816 

Chadd's ford, limestone quarry near, 67,125 

Chalfants', (John N.,) 267; (W.,) , 810 

Chambers', (Eilwood,) 844; (Jos. P.,) 324 

Chambersburg, 118 

Chandler's, (G. H.,) 270, 815, 820; hollow, 350 

Chandlerville, 51 

Chariestown, 27,82,189,192,224,227 

«' township, 4,161,185,228,«226,228,254,275,280 

" mines, 191-2,198,197,201 

Chatham P.O., 67,68,69,78,97,831 

Chelsea, Delaware county, 851 

Chenevix, 852 

Cheney, level, 8 

Chesapeake bay, 9 

Chester, 2,3,12 

Chester creek, 16, 80, 49, 54, 66 ; levels, 24 

«♦ E. branch, *9, 11, 12, 66, 88: W. branch 7,»9,11,66 

Chester county valley, 16,86,56,60,67,70,112,116,125,148,151 

<* " 159,161,164,186,187,199,216,217,228,267,268,266,266,275,276,287,296 

Chester county lead mine, 191,197,199,201,224 

Chester county levels, 26 ; line 124,138,156,160 

** " poor-house, 297,313 

Chester Springs station ; levels, 28,26,175,229 to 232 

" " R. R. depot, 176 ; iron ore mines, 'He 

** " Plombago Mining and Manufacturing Co. 'amine, 232 

Chester water-works, 292 

Chester Valley R. R. levels, 17,18,27,277,280 

Chesterbury 27 

Chestervilie P. O., 12 239 

Chestnut hill, 89,53,95 

Chicago, 04 

Ohiokies rook, 21,124,150,157 

Christiana, 31, 286; creek, 49; road, 344 

Ohristman's, 88; (J.,) 224; (S.,) . 247 

Chrome P. O., 78,342 

Churchtown, 166 ; road levels, 24 , 26 
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Church Ridge, 130 

Churk's, Jacob, 234 

Cla^ creek, 7 

Clevenatiue'B foundry, 82 

Clifton, level, 8 

Cloud's, (Hannah Q.,) 312; (Joshua,) 315; (Wm.,) 291 ; mills, . . . 127,137 

Cloud's run, 127 

Coast survey, \ * * * ^^ 

Coatesville, 5,7,8,10,12,16,17,18,20 

" 23,31,82,100,112,114,127,128,131,137,144,147,148,150,159,161,271,272,278 

*' (levels,) 8, 15, 18, 24 ; borough of, 271 ; Iron Co., 32 

Cob, (Caleb,) . 89 

CoohranvUle, 5,15,16,104,337,388,340 

Coffman's, Samuel, 279 ; brown hematite mine, 279 

Cohan's, (Rob.,) 342 

Cold run station, level, 24 

Colladon, M., 182 

Columbia, 21,102,109,124 

" R. R., 144,164; bridge, 43, 48 

CompassvUle, 36,166,163,257,261,262 

Conestoga creek, 167,168; valley, 153,157; station, level, 24 

«• road, 260,254; turnpike, 5,279; level, .• • • .27 

Conewago creek, 100,98 

Connecticut valley, 179,193,212,213 

Conner's (Ph.) residence, 291 ; quarry, ♦72 

Conshohocken, 17,47,100,109,136,138,140,142,186,223,284 

Conshohocken bridge, 100; ridge, 180,134 

Cook, (Prof.,) . . . 179,213 

Cook's grist-mill, 73 

Cooper's, (Louisa,) 345; falling-mill, 137 ; run, 127 

Coopersbarg, .... 180 

Cope (Caleb.) 73; quarry; house, 293 

" (Prof. E. D.,) 187,224; 213 

Cope's mill, * 58 

Copeland school-house, 293 

Copesville, 9,10,12,58,61,62,294,296 

Copper mine run, 164 ; ridge, *20,164 

Comer Ketch, 27,264,265 

Cornog's, 169 ; forge, 32; station, 26; (John,) 248 

Cornwall mine, 193,194 

Coursey's (Abraham) house, 276 

Coventry, 29,83,161,162,190; school No. 3, (level,) 190 

« township, 29 ; steel furnace, 30 

Covered bridge, 841 

Cox, (Caleb H..) 298 

Crawford's (John G.) house, 225 

Crome, 12 

Crosby, (John,) 80 

Crossley's iron ore pits, *242,83 

Crowl's, (Rob. A.,) 841 

Cmm creek, *9,11, 16,39,40, 49,54,66; W. branch, 288 
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Grum oreek Iron works, "29 

Crump*B Serpentine quarry 65 

Cumberland county, 2,102,107,118,228; valley, 10,106,132,275 

Cupola, 27 ; station level, 26 

Daleville, Londondery P. O., 834 

Bampman's, (Jaoob,) 245,246; (Peter,) 246; station level, 26 

Dana, Prof., 213,288 

Danville, Huntingdon road, 49 

Darby creek, •9,11,16,44 to 49,64 

Darby road level, 8,89 

Darlington corners level, « 8 

Darlington's (Stephen) tenant houses, 315 

Dauphin county, 2,5,107 

Dause, 182 

Davis' (J.) field, 192 

Deery, (Geo.,) 229 

Delaware county, 1,2,4,7,9,11,12,88, 

85,36,38,39,42,48,56,60,61,65,85,87,94,123,125,188,282,286,287,288 

" " line, . 40,60,125^216,281,282 

«* *• map, 38,54; quarries, 87 

Delaware State, 7,10,49,50,64,82,258,286 

<• " Ihie, 1,10,12,57,80,258,318,826 

" bay, 9,17 

Delaware river, 3,6,85,130,131,165,180,182,184,186,216,275 

Delaware city level, 8 

Delaware and Pennsylvania R. R., 6,14 

Desor, 181,182 

Diamond rock, • 181,145,147 

Dicks, (Peter,) 80 

DUl, (Thos.,) 80 

Dillsburg mines, 194 

Dilworthtown, 12,57,59,125,801,802 

D'Invilliers, 182 

Dixon's mill, 318 

" feldspar quarry, 850 

Doe run, 14,*15, 16,61,70,72,97, 103, 104,803.314,335 

" P. 0., village, 58,70.72,305 

" quarries, 304,807,309 

" valley, 70; levels, 8,15 

Dorian's station level, 26 ; mills, 20 

Dougiassville, level, 28 

Dowlln's, (Norris,) 225 ; forge station level, 26,265 

Downing's, Geo., 174 

Downingtown, 5,9, 17,*18,20,23,3l, 100, 112,115, 

127,128,132,186,139,144,147,148,151,159,249,254,272,278,274,277,292,295 

" R. R. station, 18, 112, 274; junction, 26; level, 14 

Downingtown valley, 6, 14, *16, 81, 82, 98, 112; pike, 263 

" quarry near, 137 

Drover's Inn, 73 

Drumore township. • • • 100,158 

Dunlap & Martin's serpentine quarry, *65 
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Dupont*8, levels, 8 

Durham hUla, 182 

Darnall's, Sarah, 293 

Dutton, (Jafl.,) 802 

Eagle ; road ; station, 281,283; 282; 62,216 

Earl township, Lancaster oounty, I 19,124 

East Bradford township, 4,56,58 to 62, 97, 104, 278, *292, 295 

East Brandywine creek, 17,18,20,28 

«* •< township, 4,161,»264,265,272 

East Brandy wine and Waynesburg B. B., 23,24,245 

East Brandywine junction with Wilmington and Northern R, R., . . . . 178 

East Cain township, 4,103,159,273,274,277; church, 128,137 

Easi Coventry township ; line ; levels, 4,*222; 220; 190 

East Earl (level,) 24 

East Fallowfleld township, 4, 15,104,270,271, 272,*302 

East Goshen township, 4,66,60,62,86,88,97, 104,218,275,*290,291,292 

« (« Friend's meetiog-house, 86 

East Liverpool, (Ohio,) 259 

East London Britain, 35 

East Marlborough township, 4,55,57, 58,59,74, *308 

East Nantmeal township ; line, 4,80,211,221,*233,245; 245 

East and West Nantmeal corner, 248 

East Nottingiiam township, 4,61,104,*341 

East Pikeland township ; line; levels, . . . 4,185, *223, 224 ,226 ,228; 190; 228 

East Red Clay creek, 60 

East Valley creek, 17,145 

East Vincent township ; line, .' 4,185,*222; 190 

East White Clay creek, 50,51 

East Whiteland township 4, 104, 118, 136, 159, *275, 280 

♦* «« " dips and strikes, 119 

Easton; hills, 85,113,275; 281 

Easttown township, 4, 9, 56, 60, 62, 86, 97, 104, 138, 218, 282,*285, 286, 287 ; 

boundary, 280 

Eckers, Henry, 220 

EckertikCo., 245 

Eckman^s farm ; run, 127; 127,137 

Eoton mine, 197,198 

Edenton, 104 

Edge Hill ; village ; range ; rook, 129 ; 110 ; 141 ; 308 

Edgewood, (level,) ! 14 

Edwards*, (Mrs. Catharine,) 246; (Mrs. Rachel,) 247 

Edwards, Pierce <fc, quarries, 71 

Eidsmarken, . 106 

Elizabeth copper mine, 248 

Elizabethtown, 185 

Elk creek, paper-mill; forks, 10,12; 341; 341 

Elk township 4,61,62,63,218,«34S 

Elkdale; P. O., 12,342; 841,842 

Elkview station ; level, 839 ; 7 

Ellis, Jones <k Co., 30 

EmbreevlUe; level; station, 40,63,72,313; 8; 58 



362 C*. REPORT OF PROGRESS. P. FRAZER. 

Page. 

Emmons, (Dr.,) 107,213 

Entreken's, (James,) house, 259 

Epiaoopai church \n E. Marlborough, 308 

Ercildoun, P. O., 303 

Esmark, Herr, 107 

Evans, (Mr.,) 144; (Brooke,) 31; North &, : 30 

Exton station level, 18 

Fairraount ; school-house, 48,53 ; 250 

Falrview school-house, 335,343,344 

Fairville ; station, :..... 12,317,351; 7 

Falls ofSchuylkill; quarries, 40,48: 49 

Falsan, (M. A.,) 181,182 

Faulkner, (Jas. M.,) house, 227 

Pegley, (Samuel) <fc Brothers, 169,170.172,173,174,229 

Fern Bank stock farm, 301 

Femwood^ (level,) 8 

Wisher, (Mr.,) 141; (George,) 142; (G. W.,) 89 

Fogg's manor, 339 

Fontaine, (Prof.,) 218 

Forrest station level, 26 

Porsythe & Sons, 82 

Fleming's, (Nancy,) 338 

Franklin county, 118 

Franklm township, 4,61,104,»328 

Frazer, (John,) 106 

Frazor, (Persifor,) 1,33 

<* 34, 35,39,85,97 ,98,10f,103, 105, 106, 113, 114, 119, 123, 125, 159, 160,185,213,215 

Frederick county, Md., ■ 29 

Freeman's mill, 127 

Fremont; P. O., 12; 63,344,345 

French creek, *19,20,22,23,«27,29.32,83, 161, 181, 183, 185, 190,221,222,232,233 

French creek, branches of, 27,83,157,158,160,164,223,233,242 

French creek fells, ; . . 176 

*• " Junction with Beaver brancb, 221 

French creeic station level ; road, 26,190; 190 

French creek mine, 176,197,244 

" »* valley, 165,166 

Prick's locks, 29 

Friends' (Blench) creek, 29 

Friends' meeting-house, 167,191,192,276 

Friends' little meeting-house, 73 

Friends' meeting-house in W. Marlborough, 308 

Fritz, (Peter,) 139 

Frocks, (Davis,) level, 190 

Frock, (Henry,) house, 227 

Fruitville, 124 

Fulmer's L. E. level, 190 

Fulton township, Lancaster county, . , . , 277 

Furey's, (Susan,) 329 

Fussel mine, 175 

Fussel, (Dr. Morris,) 229,230 
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Futbey A Cope's History of Chester oounty, 1 

GaUagherville; level, 18,272,278; 14,18 

•*G»p," 17,154,167 

Gap and Newport turnpike, 6 

Gap and Wilmington turnpike, 127 

Gkirdner's station level, . 18 

Garland, 9 

Garrett. (Edward B.,) house, 290 

Gay, Capt. William, 285 

Gteigertown station, level, 24 

Geikie, (A.,) 853 

General Greene hotel, 291 

Geneva, Lake of, 182 

Genth, (Dr. F. A.,) 216,348 

Georgetown hills, '284 

Gheen's (John) farm; old Smithy, . . . .* 86; 86,87 

Gibson's. James, T ... 296 

Giles (Peter) house, 244 

Girard CJollege, 140 

Glaasley, ^ 127,186 

Glen mills ; level, . . ". 80 ; 8 

Glen Riddle, level, 8 

Glenbali, level, 12 ; 8 

Glenlock ; Ifevel ; road, 18 ; 14 ; 16 

Glenroy, •. 12,16 

Glenville, . .> 16,888 

Goodman's forge, 82 ; quarry, ', 78 

Gorman's, (Job,) 290 

Goshenville, 12,290,291 

Goss' quarries, 79 

Graham, (Hamilton,) 826; Mrs. Harriet, . 246 

Grant's quarry, 276,294 

Gray's, (J.,) 824 

Green (General) hotel, * 291 

Green's (John P. ) house, 291 ; iron mines, . . 246 

Green bank, 21 

Green's oreek, 35,851 

Green Hill level, . 15 

Greentree, level, run, 14; 42,48 

Greenwood, level ; forge, 8 ; 267 

Grey, (Castor,) 848 

Grier's (Robert) residence, 288 

Griffith's, (Levi,) 276 

Grove, . . 16 

Grover, (Thomas J.,) 227 

Grub b's school-house, 291 

Gulbertson's run, 20 

Gulfcreek; mills; section, 94,127,141; 129; 283 

Gum tree ; tavern, 16 ; 886 

Guthrie's tavern, 249 

Guthrievllle, 27,159,264 
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Gwynedd tunnel, 28 

lladdon, ', 40 

Haldornan's, (John,) 220 

Hall, (C. E.,) 83,34,58,54 

•< « 84,85,100,102,103,106,109,112,114,117,118,131,132,187,261,281,286,308 

Hall, (Prof. James,) 107 

Hamilton's (Wm.) house 295 

Hampton State level, 24 ; 142 

Hannum's, (John,) 294 

Harden, (E. B. ;) (J. H.,) 24,26,190,194,244; 194,230 

Harmony ; ball ; hill ; sohool-house 9,29,190; 247; 16; 247 

Harmonyyille ; cross-roads level, 185,234,236,244; 190 

Harper's Ferry, 244,275 

Harrisburg;tarnpllLe 116,118; 5,263 to 265 

Hartman, (Dr. W. D.,) 1,2,3,11,12,20,103,104,113,118 

Hartman's (Mrs. Margaret) house, 227 

HartahomS's, J. G., 336 

Harvey, (James;) (Pennock,) 175,231; 837 

Harvey limestone quarry, 78,331 ; mine, ^ . .... 280 

Harveyville pot-house road at level, 26 

Hawley (Jesse) farm, * 222 

Hawk's, (Wm.,) 245 

Hayes, ( Jas., ) 70, 814 ; whetstone quarry ; lime quarry, 814 ; 309 

Haysville, 12,16,104 

Headd's, • 109 

Heinrich, 235; 213 

Hellbank bridge, 16 

Hemphill level ; station, 7; 298,300 

Henderson's; quarry, 142; 139,142; 18 

Henry, (Sam.,) 299 

Herman, Behr & Co., 351 

Hibberd's, (Norris,) 277 

Hibbert's grist-mill, . 279 

Hibernia forge ; station . 31 ; 24 

Hicks' grist-mill ; mill, 75,76,77; 332 

Hickoryhill; P. O. Peaoedale, 12,98,342; 343 

Highland township, 4, 15, 104, 105, 268, *336 

Hildebum's, (J. N.,) 294 

Hippie's, 285 

Hitchcock, 212 

Hitner, (Danl. ;) (Danl. O.,) 188; 188,139; 140 

HJOrtdale, 107 

Hoch run, 20 

Hoffman (Morgan) farm, 174 

Hoffman's, Sellers, 801 

Holland's bank, 143 

Homeville, 16,838 

Iloneybrook ; level ; station level, 24;26;24 

Honeybrook township, . . . . 4,20, 156, 159, 161, 178,218,«246,*248,256,257,263 

Hoopes, (Jos. E.,) (Mary,) grist-mill; saw-mill, 290; 315; 71; 89 

Hoopes and Thomas nursery, 294 
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Hoopes quarry, ... 79 ; 70 

Hopewell borough, 5,12 , 339,341 

Hopewell ironmines, 236,164,176; 284,«2S5; 164; 236 

Horse Shoe ford of the Ootarora, 92 

Hoskins, Geo.;) (Dr. John R.,) 287; 296 

Howell's (Joshua R.) house, . . « 294 

Howellville station, 142,143; 18 

Hudson river, 102,107 

Huly'R, (Abraham,) , 801 

Hughes, (Ellis ) 824 

Haghes and Jones, 142 

Hughes' lime quarry, 834 

Humes's grisUmill, 76 

Humphreyville, 802 

Hunt, (T. SterryO ! . . . 108,114; 258 

Huntingdon Danville road, 49 

Hurtz's mill, .* ... 248 

Huston, Penrose A Co., 81 

Indian King, 127 ; road, 275 

"Indian rocks," ' 277 

Indian creek, two branches, 20 

Indian run ; valley, 156 ; south branch, 168 

Indian titles, ' 8 

Ingram's, (Allan P.,) ... 294 

Irish Protestants, ; 8 

Iron ore mines east of Schuylkill, 140; west of Schuylkill ; 141 

Irondale, 59 

Isabella, 27 ; farnaoe, 80 ; station, 245 ; level, 24 

Itham creek, 56 

Ivenningdal, 108 

Jackson, (W.,W) 849 

Jackson's, Wm., 76; form, 77 J quarry, 78 

Jacob's (G. W.) bank, . 148 

James' (A. E.) houses, 245 

James' (Edwin) house, 294 

Jeflferis, (W. W.,) 849 

Jennerviile, 12, 840 ; road, 889 

Joanna, 23; station (level,) 24 

Johnston's (Th.) mine, 850 

Jones' (Enoch) estate, 281 

Joijies, Nathaniel, 148 

Jones, (W.,) 299 

Jones, Ellis, A Co., 80 

Jones, Hoopes A, quarries, . . 70 

Jones, Hughes A, 142 

Jones' estate, 230,142 ; furnace, 142,148; mine, 80,157,178,175,198,194,229,282 

Jones' quarries, 306 

Juniata ridge, 180 

Jura mountains, 179 

Kane -(John) bouse, 224 

KaoUn, (or Kaoline?,) 12,85; P. O. 818,825; village, 326; mines, ... 826 
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Kaufman's forge, 82 

Keeler's (Jeremiah) house, 296 

Keen's (Obadiah) house 248 

Keilhau, (Herr,) 107 

Kelly, (Patrick,) 316 

Kellyville, level, 8 

Kelton, 10 

Kehnett, 59, 821 ; line 811 

Kennett Square, 5, 10, 12, 50, 57, 59, 79, 80, 259, 270, 815, 318, 819; borough, 

35; station, (level,) 7; basin, 79 

Kennett township, 4,55,57 ,59, «318 

Kennett rock, 807 

Kensey's mill, 191 

Kenzie's mill, 161 

Kerch (Baldwin) house, 274 

Kerr's, Geo., • 296 

Ker's marble quarry, 284 

Kimberton, 27,82,88,161,166,168,169,174,228,233 

<* station, 28,223 

" level ' 26 

Kirableville, 12,51, 329 

Kime, Knauer A , forge, level, 190 

King, Isaac, 248 

King, Buck A, 143 

King road, leyel, 15 

King of Prussia, 187,284,138; tavern, 128; station, (level,) 18; road,. . 284 

Kinnard's (C. H.) house, 292 

Kirkland station, 290 ; level, 15 

Kirkner (J.) farm, 140 

Kirks' bridge, 16 

Kishacoquillis valley, 118 

Kittatinny mountains; foot, 112 

Kittatinny, Lebanon, or Cumberland valley, 275 

Kjerulf, 107 

Klaproth, 851,852 

Knauer <fe Kime*s forge, level, ■ • 190 

Knauertown, 27, 83. 166, 176, 185, 284, 235, 242; level, 191; copper mine 

and lode, 164, 243 ; iron mine, *242 

Krauser's, D. H., : 260 

Krauser, E. B., 260 

Krauser's (J. L.) house, 260 

Krauser's (L.) house, 248 

Krauser's, (L. E.,) 260 

Krause's oomer, iW 

Kristianla, 108 

Kubler's (GottUeb) house, . 221 

Kuisey's clover-mill, 74 

Kunkle's, 127 

Kurtz's, (Joe.,) 245 

Lake of Geneva, 182 

Lake Memphramagog, 85 
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Lambertsville, 180,181 

Lamborn's, (Rob.,) 819 

Lambom farm, 824 

Lancaster, 102, 178 ; city, 124 ; borough, 21 

Lancaster county iron mines, 144 

" «» line, 12,17,19,20.36,60,119,156,162,247,266,267,339 

" ** pike, 6,16,20,48,188,270,271,276; level, 26 

" " map, 21,84,35,86,246,266; report, 218 

Landenburg, 12, 59, 61; P. O., 826 

Latshaw mine, 172,173,229,281 

Latsiiaw (Jacob B) mine, 280; residence, 230,231 

Laurel, level, 8 

Laurel hill, . . .' 21,124 

lAurei iron-works, 82,804 

Lawrenoeville, 29 

Lea's estate, 144 

Lea, (Dr. Isaac,) 212 

Lebanon, 102; county, 2,5,107,194 

Lebanon, Kittatinny,— or Cumberland Valley, . . 39,276 

Lee*s station, level, 18 

Lehigh county; river, 112,118,180,192,212; 130 

Leidy, Dr., '. 212 

Leighton iron ore mine, ^*241 

Lelifivre, 851 

Lemon hill, 43 

Lenape, level, 8 ; P. O., 62 

Lenni, level, 8 

Lentz, Mr., 189 

Leonard, (Sarah,) 808 

Leopard, 12 ; inn, 89 

Leopard and Paoii road, 286 

Leslie, (J.,) 849 

Lewis' (Mrs.) farm 83 

Lewis, (H. C.,) 220; Isaac, 250; Phineas 279 

Lewis' (Mr.) land, 168 ; lime quarry, 881 

Lewis' mills, station, level, 26 ; mine 168,169,173,174 

Lewisville, 12; P. O., 344 

Ligget's comer, v 263 

Limerick, level, . 28 

** Limestone road," 104 

Lincoln University, 10,12,339; station, level, 7 

Lionviile, 254,256 

Lltiz, 185 

Little Eagle tavern, • 88,174 

Little Elk creek, ♦10,50,91,844 

u (• «4 Barren branch, 68 ; valley, 8,91 

Litzenburg, H., 256 

Loag's corners, 27,246 

Lock wood's (Mr.) tenant-house, 277 ; (M. W.,) 276 

Locust Grove, 12,315; school-house, 77 

Logan's quarry, *73 ; (E.) 309 ; (Eli,) 78 
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London Britain township, 4,59,61, lot, *826 

Londonderry, 10, 12, 16 ; township, 4,15,65,60,104,*334 

London Grove, 10,12,57,73,305307; meeting-house, 78; sohool-house, . . 308 

Londongrove township, 4,55,57,59,61,78,102, 105,*330 

Lower Oxford township, 4,55, 60,61,90, 104, •339 

Lower Providence township, 188 

Lower Uwohlan township 4,161,250,*254,256 

Lukens, H., 288,289 

Lamberville, , 189 

Luken's, (formerly Brandy wine rolling-mills,) ^ 31 

Lyon rnn, 20 

Lyonville, 27 

MaokeldufiTs mill ; (Jos.) house, 20; 247 

Maconkey's bridge, 57 

Madison, 29 

Maguire's bank, 144 

Maitland's residence, 259 

Malaguti, . . . 851 

Malin, Josh., 81 

Malvern, (level,) 14, 15; station, . 276,287 

Manayunk, 48,44,45,49,53,61 

Manchester, level, •: 8 

Manger (D. B.) house, 284 

Manheim, 185 

Manor P. O., 124 ; station, level, 24 ; Presbyterian church, 155,163 

Manocacy Furnace Co., 230 

Marble Hall, 140, 141; quarries, 188,139 

Maris gri8t>miU, ... 86,87 

Marisville, 27 

Market street, West Chester, level, . 15 

Markham, William, 2 

Marlborough meeting-house 74 

Marlboroughville, 63,813 

Marple, 351 

Marsh creek, 27, 238 ; and two branches, 20 

'< run, 20; P. O., 283; Marshall's, (Ed.,) 808; (Pennock,) 804; mill, 90 

Marsliallton, [Marshalltown,] 12,40,70 

Martins, M., 182 

Martins' Corners, 27,161,259 

Martins, (Dunlap <fc ,) serpentine quarry, •65 

Maryland, 7, 10, 12, 14, 29, 49, 61, 91, 104, 106, 107, 118, 178 

«« State line, 1, 63, 93, 102, 103, 182, 218, 341, 843, 315 

Mary Ann, forge, 81 

Mason & Dixon's line, 818,327,341 

Mast's clover-mill, 247 

Mattock's, (Mrs. Annie,) 292; (Geo.,) 288 

Matssan's run, 100; mouth, 100 

Mavis' grist-mlll, 39 

May, Vinance, Rutter, A Potts, 80 

Media, 65, 300 ; level, 8 

Mediterranean, 182 
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Memphremagog lake, 86 

Mendenshair8, (Aaron,) 317,319; quarry, 79 

Mendon Hall quarry, 79 

Mennonite grave-yard, 227 

Mercer's (Mrs. J.) house, 292 

Meriob, (level,) 28; square, 53,95,96 

" furnace, 47,141,142 

Methodist meeting-house, E. Nott. township, 842 

McAllister's, (Th.,) ..889 

MoBentler's, (J.,) 805 

McCall's ferry, 100, 153 ; station, 62 ; level, 15 

McGaslin, Janies, 287 

McClure's, 299 ; quarry, 290 

McCreath, Andrew S., 175,176,178,230,231,233,831 

McOurdy, 278 

McConnellsburg, 118 

MoDufiTs grist-mill, 163 

MoFarland, G. W., 258 

McFarland's lime quarries, 824 

McGivene, (Jas.,) residence 225 

MoHenry's paper-mill, 842 

Mlchener, Robt., 75 

Middle White Clay creek, 60 

Middletown township, Delaware county, 847 

Midway, 6, 187; level, 15,18 

Milford mills, 20,27 

Mill creek, 58,61,168 

Mill Lane station, level, 18 

Miller's, CJo«-i) 816; (Mrs. Sarah,) 264; (W.,) 191 

Miller, Wm., 256 

Miller's grbt-mill, 88 

MiUiken's, 113 

Milliton's bank, ^ . 142 

I Milltown, 12 ; 5,12, P.O., 56,291 

Mine hill, ♦153,155; gap, 164 

" ridge, 151,164,155,157,162,164 

Mineral hill, Delaware county, 860 

Mingo, level, 28 

Modena, 15; level, 8' 

Modeville, 15,16 

Mohawk country, 107 

Mollsville, 803 

Monocacy furnace, 232 

Monocacy furnace, (Old Prizer, Tustin,) 175 

Montgomery county, . . 1,4 

'« « 22,28,35,66,83,96,102,104,112,116,129,178,180,182,220,222,282,288 

" •* limestone valley, 78 

Montgomery lead mine, 191,197 

Montgomery county mining district map, 196 

Moor's grist-mill, 50 

Moore, David, 80; Jas, 80 

24— C\ 
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Mooretowu station, level, 26 

Morehead, J. B., 32 

Merely, Mr., 138 

Morgan's (El wocMi) house, 291; (W.,) 89; corner, 39,94 

Morgantown, 156,157; road, 174; valley, 157 

Morris grist-mill, ' 163 

" lode, 197, 201, 201 ; Fu«ael mine, 229,230 

Morton, 68 ; level, 8 

Morton ville, 15, 16, 814 ; level, 8 

Moselem, Balliets <fe, 118 

Moses' grist-mill 230 

Mosteller (John) mine, 238 

Mount Airy, 21 

Austria, 29 

Joy, 145, 185 ; old foi^e, 81 

Sorrow, 145, 188; foot, 152; Northern flank, 152 

Vernon sohool-house, 232 

Washington, 129 

Mundy run, *15 

Mullen's, (Th.,) 310 

Murohison, (the geologist,) 114 

Kaaman's oreek, ^ 49 

Kantmeal, 27; township 29,83,230 

Napoleon mine, 191,192 

Neal's (Fran)c) ore banks, 144 

Nebin's (Thos.) bouse, 246 

Neffsville, 124 

Neiman, (Jacob,) ... 220 

Nevins' (D.) quarry, 80; (J.) quarry, 81,82; quarries, ......... 51 

New Castle, 3,850 

New Centerville, .... 18 

New Garden, 12, 35, 55, 381 ; P. O., 325 

" «« township, 4, 57, 59, 61,»321 ; line, 318 ^ 

New Holland, 24 ; level, 24 ; village, 156 • 

New Italy village, 168 

New Jersey, 118,130,178,192,193,195,198,212,213 

•* ♦* mountains, 130 

New London, 12; P.O., 31,36,353 

" " township, 4, ♦53, 61, 104 ,840 

New Prospect, 10,12,104 

New Netherlands, 2 

New Texas village, 93,94 

New Sweden, ' . . . . 2 

New York, 64,107,118,130,185,198,259 

New York and Boston Silver Lead Co. 'amine, 224,225 

Newark in Delaware, level, 8 

Newlin, 849 ; township, 4, 55, 58,59,61, 63,71, 90,97, •318 

Newtown, 40 

Nicetown, 48 

Nichol's quarry, 79 

Nittany valley, 118 
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Nivin's limestone quarzy, 327,328 

Noble's factory, 128 

Norristown, 6,17,18,28,128,132,134,180,186; R. R., 46 

North and Evans, SO 

Northbrook, 12; level, 8; P. O., 63 

North Carolina, 27, 104, 179, 213 ; minerals 347 

North Coventry township, 4,*220,221 

North East oreek, 10,104,341 

North Valley hill, .... 5,17,»19,33,98,100,102,104,110,113 to 117,126,131, 
•« « 136,143 to 147,151,156,157,162,164,190,191,192,228,279; top, 23 

" " " gapa, 17, 24, 26, 124 ; R. R., 144 

North valley ohuroh, 186 

North-west school-house in East Marlborough, 309 

Northampton county, 85, 112 ; serpentine 358 

Northern, Wilmington <fc— R. R. (See Wilmington, <ftc,) 6 

Norway, 10, 12; P. O., 67,69; 107 

Norwood, 27,248 

Nottingham, 12 ; P. C, 10, 16, 344 ; township, 62,63,105,288 

Nutt, (Sarah,) 344; (Widow,) 29; (Sam,) 29 

Nutt's road, 29 ; level, 26 

Oak Hall school-house, 314 

Oakland, 144; hotel, 143; station, level, . . , 18 

Observatory of Mason A Dixon, 318 

Ootoraro creek, . 1,9,14,16,31,32,60,91,102,105,127,146,216,268,836,339,341,345 
Ootoraro creek branches, 11, 269; east branch, 92; north-west branch, 162, 

164 ; westernmost branch, .... 15 

Ootoraro (oreek) valley, 3 ; country, 105 ; horse-shoe ford, 92 

Ohio, 259 

Okerson valley, 258 

Old ftimace ( Wm. Penn) No. 1, 47 

Old Peter's road, 158 

Old Prizer (Monocacy) mine, 175 

Olivet church, 329 

Orner fiArm mine, 229 

OsOren, 108 

Ottowa river, Canada, 347 

Ott'sbank, 142 

Oxford, 6, 7, 12, 31, 55, 339 ; borough, 10,104,341 

Palmer (Dr.) quarry, 282 

Paoli, .... 6, 9, 14, 16, 39, 85,86, 98, 111, 127,1 31, 

« 143, 148, 152, 152, 186, 280, 283, 286 ; level, 14 ; hotel, 86; monument, 287 

<« road station, level, 18 ; & Leopard road 286 

Paoli-Pickering road, 191 ; Spread Eagle back road, 39 

Paper-mill on Elk creek, 341 

Parker, (Wm.,) * 174 

Parkesburg, 5, 18, 82, 128, 131, 137, 148, 150, 159, 267, 268, 270, 284 ; level, . 15,18 

Parkerville, 12 

Passmore (Lewis) lime quarry, 79,327,328 

Passmore's house, 343 ; mill, 70 

Patton station, 62 ; level, 15 

Paulding's bridge, , 180 
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Pawling, (Jos.,) 245 

Paxon*s (Philip) house, 205 

Peacedale, 12 ; (HicKoryhill P. O.,) 843 

Peaoh Botttom, 7,106; quarries, 103; J onotioa, level, 7 

Pearoe*s bouse, 277 

Pechin's, P., 89 

Peoopson creek, *10 ; level, 8; township, 4,56,63 

Peiraol, (Mordeoai,) i 30 

Penn'a grove school-house, 839 

Penn station, level, 7 

" (Thomas,) 30 

" township, 4,61,*339 

" (Wm.,)2; furnace, 44, 46, 110; tavern, 2SS 

Penningtonville, 6, 31, 270 ; level, . . 15,18 

Pennock, (C. E. cfe Co.,) 32; factory, 60; (Mrs. Sarah,) 808 

Pennock's summit, level, 8 

Penrose, (Ch.,) 31 

Pennsbury town&hip, 4, 50,57 ,59,61, 79, *816, 319 

Pennsylvania and Delaware R. R., 6, 7; levels, 8,15 

Pennsylvania Graphite Co., of Reading, . 251 

*< and Maryland line, 93 

«• Mining Co. 's shaft, 152 

" province of, 2 

" R. R., 2,5,7, 

«« •* " 14,17,60,137,267,271,274,276,277,279,281,282,295; levels, 8,14,18 

" R. R., West Chester branch, 62 

Pennypaok, ^ ... 129 

Perkiomen, 188; junction, 28; turnpike, 138; district, 167; mines, ... 196 

Perkiomen and Ecton lode, , . • . 197 

Pequea basin, 154 ; valley, 158,162 

*' creek, 155, 156, 163; head- waters, 162; tributary, 154 

Perkin's run, 20 ; R. R. station, 245 

Peters' (old) road, 158 

Pharoah's (Geo.) house, 288 

Philadelphia and Baltimore Central R. R., 6,7,10,12,57,59,63; levels, . . 7 

Phi iadel phia county, 2,3 

" Delaware front; level, 28 

'* depot. Thirty-first and Chestnut streets, level, 8 

" public buildings, 140 

«« and Reading R. R., 283 

" and West Chester pike, 62,63 

" " R. R., 6,7,8 

Philips' quarry, 75 ; tavern, 127 

Phipps, W. P., 256 

Phoenix iron works, 31,175,229,230,231,232,238,287,244,278,288 

Phoenixville, .5,6,19,21,23,27,28,81,142,143, 

148,168,172,176,178,183,189,190,197,212,213,224,232,251,268; levels, 28 

" furnaces, 172,288 

" tunnel near, 219 

•' and West Chester R. R., 23 ; levels, 26 

Pickering creek, ... «21,23,27,28,82,152,161,167, 190,191,202,225,226,882 
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Piokering oreek mouth, 190; valley, 168,172; branch of, 224; lead and 

copper lodes, 195; mineral veins, 196,197; brIUge, 188; dam level, 26; 

P. O., 185,223; Valley R. R., 6,23,222,229,282,251; levels, 26 

Piokering and Valley Forge road, 191 

Piokering-Paoii and Rapp's roads, 191 

Pierce's paper-mill, 50,79 

Pierce (fc Ed wstrd's quarries, 71 

Pigeon creek ; run, . . . . *Z7 ,221 ; 21 

Pikeland station, level, 26 

Pine creek; run, 27,157; 21 

Pine Grove forge, 81 

Pleasant Garden forge, 31 

Pleasant Valley, 75,76,77 

Plum run, ^9 

Plymouth Aimaoe, 223 

Pocopson hotel; school-house; township, 316; 315; *315 

Polk county, Tennessee, 847 

Pollock's, John, house, , 296 

Pomeroy; levels, 17,18,102,114,115,124,159,267,270; 8,15,18 

Pomeroy station, • • • • 7,269 

Pomeroy and Delaware City R. R., 305,326,330 

Poplar Grove School-house, -216,338 

. Pool forge, 29 

Port Deposit, 80') 

Port Kennedy; level; cavern; lode, . . . 152,186,187,188,190; 28; 187; 197 

Pot-house road at Harvej-ville level, 26 

Potomac road, .... 275 

Potts, David; Potts, Isaac cfe Co. ; Potts, Jesse ; Potts, John, . . 30 ; 31 ; 30 : 29 

Potts, Robt. T. ; quarry ; Potts, Rutter, etc, 139 ; 139 ; 30 

Potts, Vinance, Rutter, May, etc. ; Potts' farm, 30 ; 142 

Pottsgrove State road, West Chester, etc., 174 

Pottstown ; level ; Iron Co., 1,27,28,29,181,220,235,236; 28; 230 

Pottsvllle 183 

Powell's (R.,) 266 

Pratt's, (JOS.H.,) 318 

Presbyterian church, 270 

Presbyterian church near Wallace P. O., 249 

Prime, (Fred ,) 182 

Prizer mine, 229,230,231 

Pugh 282; 286 

Pughtown, 20,27,83,162,185,221,233,251 

PughviUe, 21 

Pusey's (Joshua ;) summit ; level, 76; 14; 8 

Pusey's grist-mill ; lime quarry, 73; 312,319 

Pusey, Ball A Chandler's Corundum, 349 

Quarryvllle, 112,114,115,116,257 

Quakers, 3 

Raby (Rev.) mine, 223 

Radley run, ... 'lO 

Radnor ; Stat; level, 14,282,283; 282,283; 14 

Radnor township, Del. co., ' . 56,288 
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Ramsey's, (Dan.,) 385 

Rand (Theo. D.,) • 100 

Randolph and Arthur's paper-mill, 843 

Rapp's (J. S. ;) road, 227; 191 

Rea's (Jaoob) house, 249 

Reading ; hills, mountains, 102,180,182,186; 179,182,281 

Reading R.R.; levels, 28,46#186,224,232; 28 

Reading furnace, (now Warwick,) ' 29,80 

Reagan, (John,) . . 221 

Rebecca fiimace, 80 

Red Clay creek ; valley, 49,57 ,79,80;3 

«' East branch, 10,50,59,74,77 

" West branch, 10,59,75,76,79 

Red Lion ; hotel, inn, tavern, 12,167; 58,59,74,75,78,312 

Reed's road station (level,) 26 

Reese's (Amos;) paper-mill (level,) ', 228; 26 

Reeseville ; level, 39, 128; 14 

Reeves A Whittaker, 82 ; Reeves, Buck A Co., 172 

Reform meeting-house, 127 

Reignor, (Joe.,) 221 

Rentgen's works, \ '. 31 

Reynold's lime quarry, 319 

Reynold's (Carter &) serpentine quarry, 64 

Ridge road; level, 95,190; 190,191 

Ridge school-house, 291 

Ridley creek ; head ; run, 9,11,12,49,54,55,62,86,288; 16; 62 

Ridley township, Delaware county, 61 

Rife, (J.,) 178 

Rings' (Caleb,) Rings'srun, 816; 10 

Ringwood forge, 31,336 

Rising Sun, Maryland, 64 

Ritter, W., ... 829 

Roberts' (Sol. J.;) (Wm.,)l 275; 143,288 

Roberts, (Caldwell*) . 142 

Robeson's, CJ.,) 342 

Robinson's (Eliza) bouse, 285 

Rock run; valley; level, 20,32,164,259; 163; 190 

Rockland county, N. Y., 183 

Rockvllle, *20,27 

Rocky Hill, 12,290,291 

Roger's mill, 848 

Rogers, Prof. H. D., . 83 to 69,81 to 105,116,226,131,136 

144,151,158,160,174,178,180 to 189,191 to 196,211,221,225,229 to 236,241,261 

Rogers, (J.;) Prof. W. B., 81; 218 

Rokeby rolling-mill, 31 

Rolling-mill of H. A. Beale A Co., Parkesburg, 268 

Romanville, 16,297,318 

Root, Jaoob, level, 190 

Rosedale station, level, 7 

Roeenwick, 886 

Roasiter's, (Wm.,) 226 
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Royer's Ford, level, 28 

RussellviUe, 10,12,16,104,889 

Rutter, (ThoB.) 29,30 

Sadsbury forges, 81 

Sadsbury Friends' meeting-house, 164 

Sadsbury township, . . . '. 267-270,158,159,161,266 

** *• dips and strilces, . . . . IIA 

SadsburyvUle,. .* 27,159,260,^9,270 

Sagerville, 9,10,12,816 

St. Mark's Episcopal Church, 246 

St. Mary^s; village; level, 27,160,185,190,284; 241; 191 

mine; P. G. ; Episcopal church, 236,237; 285; 288 

St. Peter's; level; Episcopal church, 190; 190,191; 277 

St. Peter's branch of Wilmington and Northern R. R., 244 

St. Vincent river, iron works on, 29 

Sarum forge, 80 

Savery, (Jos. W.,) 299 

Schuylkill county, 227,228 

Schuylkill Navigation Company, 186 

Schuylkill River, 1 to 284 

« mouth; valley; region; 45; 22,95,179; 6,22 

** falls; quarries; drainage; section, 40,48; 49; 187 ; 54 

Schuylkill township, 224,4,161,185,225,226 

Scotland, 178,858 

Scott's, (Amos,) 296 

Seal's (Jos.) feldspar quarry; (Dr. Thomas,) - 817; 849 

Sedgwick, 114 

Seeds, level, 8 

Seidel's, (Franklin,) 288 

Sellersville, 188 

Seminary, (}n Wallace township,) 248 

Serrill (Wm. P.) house, 285 

Seventh-Day Baptist grave- vard, (level,) 190 

Shady Grove school-house, 298 

Shainiine's station, level, 18 

Shank's, (Wm.,) 287 

Shannonville ; south lode, 188 ; 197 

Sharp, (Jos.,) 286 

Sharpless, (Alfred;) (Joel ;) quarries, 295; 850; 85,819,820 

Shelmire's; level, 28; 26 

Ship bridge, level; tavern, 14; 144 

Side's (Jacob) asbestos, 850 

Sinnaminson run; creek, 42; 48 

Smedley, (J. H.,) 849,851 

Smith, (Aaron,) blacksmith shop and hotel, 268 

Smith, (CoL;) (David;) (Edgar;) (Jas.,) 287; 220; 828; 285 

« (J. C.;) (J. Creagh;) (Simon,) 283; 230,278,283; 227 

Smith's bridge, (level;) Warwick mine, 8; 287 

Snyder's, (Amos;) (Geo.;) mill, 268; 226; 190 

Soapstone quarry, 42,43,44,45,95,96 

Somerset school-house, 888 

Sorrel Horse inn, IW 
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South Coventry township ; lime, (level,; 221,4,185,233; 190 

South mountains 179,180,182,228,231,244 

South Valley liill, (see South hill above,) . . ... .5,6,11 

'* 33, 35, 42, 43, 53, 64, 65,84,88,97,98,100,102 to 105,107,110,113 

«' 114,119,123,126,127,132,147,186,268,1174: orest; r^on, 9; 12 

Speakinan's (W. A.) lane, 248 

Spencer, (Mr.,) 826 

Spread Eagle; tavern, 08; 39,281,282 

Springfield; siation; level, . . .5,19,27,157,159,162,164; 190,236,245; 24,191 

Spring hill level, 8 

Spring mill, 89 to 47,96,110,127,139,140,186 

Spring Saw paper-mill, .341 

Springton; forge; station, (level,) 20,27,248; 81; 26 

Springtown Methodist Ghuroh, 155 

Springville; borough, 29; 228 

Stamp's, (W.,) 303 

State road ; in Peoopson ; in London Grove, . . 58,225,287, 321 ; 86 ; 315 ; 338 

State line; mine ^ 9,91,93,94; 03 

Stauffer's mill ; (John B.) mme, 233; 175 

Steamboat tavern, 127,186 

Steel's iron pits, 164,241 

Steeleville, 16,387 

Steitler ore banlt, 172,173,280; 229,231 

Steward's, (A. P. H.,) 314 

Stony run, . . .• . 27 

Story, Henry, 75,882 

Stottsville; hotel, 268,802; 886 

Strasburg road ; turnpike, 267 ; 160 

Strasburg township, 187 

Street road; level; basin 74,812,319; 7; 77,78 

Strlckerville, 12,59,327,828 

Strode's mill, 62,90,296 

Stroud's, (Marshall,) 801 

Stuart's (Mrs. N.,) lime quarry, 807 

Stubb's blacksmith shop, 841 

Stubblebines, Lewis, (level,) 190 

Sugar's bridge 293,296 

Sugartown; road, 12,40; 287,288 

Sullivan's, (Margaret,) 842 

Summit, (level;) station, (level,) 14,18; 15 

Summit W. of Parkesburg, (level,) 15 

Sunny Side, 286 

Snpplee, (Peter,) 286 

Supplee A Hampton, 142 

Swan tavern, 270 

Swank's History of Iron Manufooture, 81 

Swarthmore, (level,) 8 

Swayne's (Ben. W.) limestone quarry; (J.,) 881; 810 

Swavne (Jac.;) feldspar pit, 351; 317 

Swedes; colonists; church; ford; road, 8; 2; 128; 276; 148 

Swinehart's, (Wm.,) 284 
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«*T"road, 307 

Taggart's; oroBB roads, 10,12; 69,819 

TftlbotvUle, ; 160,246 

Taylor (John ;) plating forge, 80 

Taylor's (Richard) dam, 295 

Taylor's (Stephen;) ford; bridge, 298,40,89 ;.112 

Taylor's run ; forks, 9,40,62,78,84,89; 88 

Tazewell oouuty, Va., 126 

Templeton, (Jas. G.,) 284 

Tholen, (John H.,) 227 

Thomas' hill, 237 

Thomas (John R.) farm, 139 

Thomas (Hoope8<t) nursery, 294 

Thombury's, (Mittlin,) 298 

Thornbury township, post-office ; plating forge, . . . 802,4,9,12,59,61; £7,30 

Thorndale ; levels ; iron-works, 18,273,295; 14,18; 32 

Thorp's paper-mill, 95,96; 52 

Tilton'p (S.) Plymouth furnace, 228 

Tinioum island, 2 

Todd, (Jno.,) 251; 248 

Toughkenamon; hill; station level, 12,312,818; 321,824; 7 

Tredylfrin township, . . . .4,62,100,142,145,159,227,275,279,280,281,282,283 

Trego, (Isaac,) . 254 

Trenton, 183,268,259 

Trimble (Thos. R.;) brown hematite iron mine, 118; 278; 279 

Trueman's mill, 137 

Tsohermak, 853 

Tun rood, . . 15 

Tustin (Monocacy) mine, 175,229,280,281 

Two-log run valley, 163 

Tyson (I.) sons^ 343,845 

Unangst, (Bernard,) 246 

Unionville, 10,12,40,68,63,72,73,74,90,309,313,849 

United mine; lode, 198,201; 197,200 

University of Pennsylvania ; laboratory, 65,84; 65 

University of Virginia, 218 

Upland, 2,10,12,58,306 

Upper Merion, ' 128,186,130,142 

Upper Oxford township, ; . . . 338,4,60,104 

Upper Uwchlan township, ' 4,222,249,256 

Uwohland township, 20,88,167,174,264,273 

" meeting-house, 29 

" post-office, (or Windsor,) 250 

Vagtdalen, 108 

Valley, The. . 5,7,9,10,21,70,131,132,289 

Valley church ; school-house, 186; 279 

Valley creek, 9,31,128,129,188,292 

Valley run ; gap, 17 ; 186 

Valley Forge, 1,17,19,22,27-30,186, 

••' " 144,147,151,160,161,178,183,185,18^,188-192,195,224-225,266,288 
« ** level; hotel; creek, 28; 191; 152,188 
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Valley Forge dam ; mills, 143,191,224,225; 127 

Valley road; tarnpike, . .267; 128,139,148,197,224 

Valley R. R. ; Iron works, 6 ; 32 

Valley store; station, (level,) 18 

Valley township ; dips and strikes, 270-272,4,159,256,268, 119 

Vanderalioe's machine shop, .' - . . 191 

Vanlear's; Vanleer's, (S.;) 88; 173; 80 

Vanguelln, 352 

Viaduct mill, 32 

Villanova College station, 137 

Vinanoe, Rutter, May A Potts, 30 

Vincent; forge; P.O., (level,) 29,190; 30; 190 

«< township; Baptist church, 211; 229 

Vogdes, (Jac.,) 31 

Von Buoh, 107 

Wagoner's, (Jacob,;) (Jos.,) 226 

Wagontown, 20,27,161,163,258 

Wagonville, .262 

Walker's, (W.,) 826 

Walkertown, (level,) 14 

Wallace; P.O.; township, 27,248; 248,249; 4,250,262,264,265 

Wallingford, (level,) 8 

Waiter, (Jos. J.,) 319 

Walters' (Marshall,) 292 

Walton's, (Bennetts.;) (Jos. P.,) 808; 888 

Warren's, (Chas.;) (Mr.,) 227; 282 

Warren school-house ; tavern; P.O., 276; 127; 277,279 

Warwick; level; furnace, .... 159,176,185,244; 190; 29,30,31,83,183,211 

" minos, iron mines ; level, 157,164,193,236-238,240,242,244; 191 

<* township; Une, (level;) P.O. 234-244,4,176,220,245; 190; 284 

Washington monument, 2,12,64; 138 

Washington, (General,) 145 

Wataon*s building stone quarry, 324 

Way's (Moses,) feldspar quarry, 313,350 

Wayne (General) form ; ( Wm.,) 86 ; 286 

Wayne; level; station; road, 181; 14; 182,183; 182 

Waynesboro' station, 24 

Waynesburg; station, (level,) 1,5,19,20,21,24,27,247; 26 

Waynesburg branch intersection, (level,) 14 

Waynesburg, Brandy wine and, R. R., (See Brandy wine, Ac.,) 6 

Webb's. 804 

Weedon's, (Jas.,) 227 

Weightman's, 279 

Welsh emigrants, 3 

Welsh mountain, 19,21,24,124,156-158,162,168,183,237,244,257,286 

West Bradford township, 295,4,68,59,60,62,63,104,272,293 

West Brandywine creek, (see also Brandywine Cr. W. Br.,) 12,16,17,20,27,31 

West Braudywine township, 262-264,4,12,155,256,257 

West Cain township, 256-262,4,104,113,153,156,266,267,270 

Westchester, 5,6,7,9,11,12,14,87,38,40,56,58,62,63,67,73,86,88-90,103 

222,258,292 to 295 ; levels, 7, 15 ; road, 48, 288,289 ; R. B., 7,88 ; levels, 14 



^ I. NOMINAL AND GEOGRAPHICAL. C*. 379 

Page. 

West Chester branch R. R. ; levels, 6,14,62,276,^9,290; 15 

W. C. M. A Phlla. R. R., 298,800 

West Chester & Pottsgroye State road, 174 

West Fallowfleld township, . » 886,4,15,104,268 

West Goshen township, 291,292,4,56,60,97,104,274,293 

West Grove; road; station (level,) . ^97,311 ; 334; 7 

»» limestone quarry, •. 332 

«* Friends' meeting-house, 74,76,76,77 

West Marlborough Inn, 78,74,90 

West Marlborough township, ♦304,4,15,66,57,58,59,61,70,72,97 

WestNantmeal township, 245,4,80,159,162,168,190,211,246,248,263; line, 248 

West Nottingham township, 344,4,63,104,218 

West Pikeland township, 228,4,161,166,168,175,222; 228 

West Thombury township, 89 

West Valley creek, 17 

West Vincent township, . . . 282,238,4,27,158,166,168,175,185,228; 229,231 

West Whiteland township, 274,275,4,9,108,118,128,159,278 

WUd Briar P. O., ^ 

Wiley's mUls, ^ 389 

Willoox, (Jos.,) 346 

William Penn furnace ; tavern, 44,46,110,288 

Williams, (D- Lewis,) 90; 268 

Williams, (L. W. ;) (Richard r) (R. W.,) 849,221,298 

Williamson's, (J.,) 324 

Willistown ; Inn ; P.O., 9,12,86,88,97; 90,288 

<' township, 4,9,56,60,62,88,97,104,275,279,280,286 to 290 

WUlow grove, 109,112,129,131,180,188 

Wilmington ; level ; court-house, 258 ; 8 ; 64 

Wilmington and Northern R. R., 6,7,18,23,286,246,247,308,316 ; levels, 8,15,24 

»' St. Peter's branch; junction, 244,178 

Wilmington & Reading R. R.; crossing (level,) 247,26 

Wilson, (J.,) ... 148; 318 

Windsor, (or Uwchlan P. O.,) 23,27,250,251,258 

Westtown township, 298,4,9,61,62,68,218 

WeiherUl, 188 

Wheatley, (C. M.,) 28,212,224 

Wheatley mine, 161,191,192,197,199,201,202 to 209,225 

Whiteraft, (R. K.,) 829 

White Bear station, (level,) 24 

White Clay creek, 49,50,59,75,80,831,884: 3; 51 

•* east branch, 10,50,51,59,61,74,75,76,79,80,328 

middle branch, 10,50,59,74,880 

west branch; quarries, .•. 10,59,329; 327 

White Horse tavern, 12,18; 61,186,227,834,336; 277,279 

Whitehall. Mr., 141 

Whitely creek, 80 

Whiteman's (Wm.) house, 278 

Whitemarsh, 140 

Whittaker (Reeves A,) 82 

Wickersham, (Caleb;) mill, 809; 60 

Widdart's (Thos.) ore bank, 142 






880 C*. REPORT OF PROGRESS. P. FRAZER. 

Page. 

Wisiner*8 (D) lane, (level,) 190 

Wiceabiokou oreek, 43,44,51,63,05,96,110,127,129,184 

Wood, (Mr.;) (Ferd.,) 141 ; 880 

Wood's niino; orome mine, 92,93,94,345 

Woodland station, (level,) 8,15 

Woodman's ore bank, 143 

Woodward's corner, 205 

Woodville, . 12,58,305,807,830,381 

Worth, (S. B. ACo. ;) iron ore mine, 260; 261 

Worth's bridge on Ootoraro, 889 

Wright's (J.) paper-mill, 819 

Wurth (Mr.) form, 89 

Wjnn's meadows, 8 

Yardleyville, 40 

Yamali's Sam'l, 288 

Yearaley's hill ; house, 298 ; 300 

Yellow Breeohes oreek, 102 

Yellow springs, 88, 167, 168, 169, 172, 178, 174, ia5 

York, 102 

York county, . . .2,84,67,68,106,107,118,115,178,180,194,218,219,284,275 

** line; map; report, 103; 266; 219,244,260 

Youngsburg, 16 
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Aetinolite, 851 

Albite (feldspar) with corundum, 91 

AnalcimCj 198 

Anthophyllite, : \ 851 

Analyses of ores, 175 to 178,280,278,288 

" of limestone in London Grove, 831 

<* of oorundum, <%o., 851,852 

Anticlinal of the Welsh mountain, 21 to 28 

<* prongs of Rogers' southern re{<ion, 40,42,50,58 

" structure of Rogers' theory/ 68,76 

Anticlinals in the gneiss region, 76 

" iu the Chester valley, . . 181 

'* In Rogers* Primal siate and sandstone, 146 

♦* in Potsdam sandstone, 147 

" in the gneissio region of north Chester, 162,168,165 

** suggested by the waved outcrop of Potsdam, 225 

«« in Wallace, 249 ; in U. Uwchlan, 250 

*< in the Potsdam outcrop in L. Uwohland, 254 

" in West Cain, 257,258 

Antidfnal in W. Cain, afTectmg N. Valley hill, 266 

" a mile north of Parkesburg, 270 

•* hill of schist in the middle of the valley, 276 

" hi chrystalline limestone, . . 29;^ 

" in W. Bradford, 296 ; in W. Marlborough, 805 

« of Doe Run in E. Marlborough, 809,311 

" of Kennett Square, 818,320 

«* in London Britain, ; . . . 828 

" of lower rocks in London Grove, 833 

" in New London, 841 

Anticlinal ; see Structure, 

Apatite (phosphate of lime,) 78,346 

Asbestos with serpentine, 78,350 

Augltic traps of northern Chester, 211 

Auroral Limestone of ^ogerSf {see Valley Limestoney) 104,113 

Avondale Limestone^ 807,822 

Azoic country of northern Chester, 160-f- 

<* rocks, sedimentary, variable, Ac, 87,8i8 

<* limestones, 67 ; slateiei in W. Pikeland, 281 

Barrens, produced by serpentine belts, 218 

Basalt, 103 

Basinsof limestone in a chain. (Rogers,) 72,73 

Bathygnathus, 213 

Belts of Hall & Rogers, 3S 

of Rogers, described In full, 89-|- 

of gneiss in northern Chester, 168 

Birdseye (titaniferous) iron-ore, 94 

Birds, foaail in the Trias, 212, 
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Black rocks of Delaware, 286,304 

Boardley run limestone (rough, 70 

Bomb-shell iron-ore, 173 

BronzitCy 351 

Brucite, 351 

Building stone quarry in New Garden, 824 

Caioareous gneiss, 71 

Calo spar with copper, 243 

Calci/erous sandstone^ 113 

Cambrian limestone^ (^Siluro cambrian,) '. - • - 118,114 

Catopterus, 213 

Cave fossils, 187 

Cellular quartz, a guide to Serpentine, 347 

Census report of 1880, . . ' • 68,137 

Centemodonf 212 

Ceruleo^actite, 278 

Chazy limestone^ 113 

Chemioai essays of T. S. Hunt, 253 

ChesterUtCf 71 

China oorundum, 351 

Chlorite, 90,361 

Cblorltic rooks desoribed by Frazer, 216 

Chloritio character not a test of age, 338 

Chloritio schist area not distinguished on the map from the hydro-mioa- 

sohlstarea; why, 34 

Chloritio mica-schists, 284,286 

«* ** in L. Uwchlan, 256 ; in W. Goshen, .291 

« " in E. Bradford, 292, 298; in W.Bradford, 297 

•« " in E. Fallowtield, 308 ; in W. Marlborough, 304 

M *• inNewlin, 313,314 

" "in London Grove overlying limestone^ 382 

** ** in Londonderry, manganiferous, 334 

" " in Highland, 835 

" " belt in W. Fallowfleld 387 

14 <i it in Upper Oxford 338 

" « prevail in L. Oxford 389 

'• " in E. Nottingham, 841 ; W. Nottinghem, 845 

Chrome iron, 48, 63, 92 ; with serpentine, 348 

" mines, 91,92,93,94 

Clay, white clay, pipe clay, 137,167,277,325,829 

*< decomposition in Wallace, 248 

<* " of micar«ohists in limestone, in Cain, 272 

** (paint) " " *• " near Baldwin station, 274 

** " of chloritio mica-schists in Londonderry, 884 

«» in E. Whiteland, 279 

•* deep in Birmingham, 801 

" red in Penn, 840 

Cleavage in limestone rocks of the valley, 186 

Clepsyaaurus, 212 

Concholdal micarsohist, 287 

Conglomerates, (see Porphyries; Lower Potsdam ; ToughkenavMn rock*) 
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Conglomerates of Norway, 107 

*< of theNedRedor Trias, (see ikre«020t'e,) 184,192 

ft II i< in Warwick, 234 ; at ore mines, 288,244 

" like porphyries in Charlestown, 227 

«* in Wallace, 249; U. Uwchlan, 254,255 

«* «* =IjOwer Primal or Potsdam, 257,258 

« with pink pebbles in E. Brandywine, 264 

<' in E. Marlborough, 309,310 ; in Kennett, 819,320 

Contorted, or oonvoluted gneiss, 49,51,321,341 

« schists in Highland, 336 

Copper lodes of Pickering creek, 194,l95-f- 

" mine in Warwick, , 243 

*( in French creek magnetic iron ore, 244 

Oorundunif 63,90 ; and serpentine, 348 

** and feldspar, 349 ; and chlorite, 349 

*< metamorphic in gneiss, '. . . 851 

« in Delaware county ; and North Carolina, 348 

*< in Newlin township, mined, 814,349 

Crttstaceans fossil, 213 

CypriSt . 213 

Datholite, 198 

Decomposition of gneiss into clay, 48 

Delaware black rocks, 286 

Difficulties of making out the structure, 85 

Dlorite, (see Trap,) 107 

Dip N. W. of the MesosBoic rocks discussed, 119,180,181,182 

«* 8. E. exceptional, 224 

" torrentUl of Deeor, 181 

<* of gneiss in Pickering creek region, 200 

" in serpentine difficult to read, 218 

«* hard to explain, 256 

*( of conglomerate and quartzite comformable, 260 

", of gneiss of Sadsbury gentle, 267 

'* of gneiss and schist along S. Valley hill, 269 

<* of Valley limestone exceptionally N., 269,274,276 

«* " •• east of Gallagherville, 272 

" of micarschists in E. Cain, 278,274 

" in Tredyffrin, 280 : in E. Bradford, 294 

«» in E. Fallowfield along the S. edge of V. L., 802,803 

« In Doe run limestone, 306 ; deceptive, 308 

<* in gneiss, horizontal, In New Garden, 322 

** in Highland, steep, 322 

The dips given in thie report are exceedingly numeroiLe, and cannot be 
indexed, except ae above* 

Dislocations, (see Faults,) . 71,89 

Doe run limestone, > . . . . 70,804,807 

Volerite, (see Trap,) 219,221,250,288,292,307 

Dolomite, (see Magnesian limestone,) • 72,77 

" crystalline, 80, 181 ; in Valley limestone, 128 

Drainage of the surface indicates the structure, 128 

<* of S. W. border townships remarkable, 105,106 
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Drainage of northern Chester, . . 22 

*• of the county desoribed in Chap. I, 

Drift areas, (see Oravels^) 8^ 

Dykes of northern Chester, 211 

of granite, .68,76,77,146 

of syenite, 49,82,88,305,319,3201 

" of trap, 87,138,1924-,219,246,281,282,286.286 

" " cutting the Pickering oreek mineral lodes, 185 

in the Hopewell iron mines, 237 

of serpentine, (Rogers,) (see serpentine,) 88 

Edgehill rock of Montgomery county found in W. Cain, 261 

" " west of CoatesviUe, 271 

*• •• = Kennett rock = Upper Potsdamf 307 308 

Elevation of the Welsh mountain country, ' 21 

" above tide in Chester county, 7 14 18 24 28 

*• " ** in the Mesozoic area, 190 

" of tlie original surface of the gneiss area, 189 

ISnstatite, ^^ 

JSpidote, jgg 

JEquisiteSy 213 

Erosion of the gneiss surface, 190 

Eatheriay 213 

Faults, (see DialocationA^) 71 

** in N. Chester, 166 ; at iron mines, . 172 

Fault along S. Valley hill discussed, 122,265,266,803 

Feldspar, (Albite.) ' 91 

" quarry (SeaPs) in Pennsburg, 317 

" decomposition of the gneiss, 48 

Feldspathio gneisses, gl 

** granite predominates in W. Vincent, 233 

Feldspar porphyries described, 216 228 

" " in S. Coventry, 221 ; in Charlestown, 226 

** " debris In VV. Brandywine, 253 

Feldspar rock and serpentine ; mines, . 35q 

" " in W. Pikeland, 228; L. Uwchland, .......... 25^ 

** " decayed in Sadsbury, 270 

*< ** protrudes between Thorndale and Gallaherville, 273 

Fiahregg lime, (see Oolite^) 140 

Flattened conglomerate pebbles, 108 

Formations of Cheater county described^ 216 

Fo!«ils in roofing-slate, 67 68 

** in metamorphio schists in Norway, 108 

•* of Potsdam (ScoHthus,) 69,838 

" of Mesozoloat Phoenixville, 212,224 

*• of Port Kennedv cave, 187; 106,161 

Gaps in the North Valley Hill, 17 

G^ar w c^ 23S; larp:e crystals. 58 

»* rock mine in Delaware county, 361 

" absent from Roper's northern gneiss belt of southern Chester, ... 40 



t Omitted bj accident from tbe map. 
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Gftrnetiferoos gneiaa, .51,310 

<« schists of Hall, 60; in E. Bradford, 298 

Gneiss, homblendio, 49,51 

•* syenitio, 56 

'* granitio, 848 

« feldspathio, 61,828,842 

«» porphyritio, 48 

«< garnetiferous, 51,810 

«* contorted 49,51,821 

*' ixiBgnesiBxi, 52 ; gneiss serpentine^ (BogeT%) 94 

«* calcareous, (Roger's,) 71 

** decomposed, 48 

** quartzose resembling Potsdam sandstone, 58,840 

Oneissoid mica-schists, 115 

Oneissoid rocks decomposed, 818 

Gneiss region of South Chester ; topography, 6 

" •* (Philadelphia belt,) 47 

" «» described by C. E. Hall, 54-|- 

•* •< section along the Schuylldll by Roger's, 48 

•« «» H. D. Rogers' three belts, 87-|- 

«« ** •* «» " different constituent rocks, . 40 

«< •« Southern belt in detail, 47 

*« '« Middle belt, micaceous, 51 

<• ** Northern belt, hornblendlc, 89 

Gneiss region of North Chester ; topography, 19 

»» " described 160,161,168,164 

« « prevalent north dips, 48,200 

*< ** eroded deeper than the Mesozoic area, 190 

Gneiss rocks, what is their thickness, * * 45 

Gneiss overlying limestone, 78,74 

•* including limestone beds, 67,82,268 

<' no^ine/ttdtn^ limestone beds, 71 

" underlying all limestones ; proof locality at Toughkenamon hill, . 80 

Gneiss of the Pickering creek region, 198 

•• in 8. Coventry, 221 

" hornblendlc in Charlestown, 227 

" " In W. Vincent, 288 ; in Honeybrook, 247 

*< in E. Nantmeal, 283 ; W. Nantmeal, 245 

" porphyritic in Wallace, 248 

*< hombiendicin Wallace, 248; U. Uwchlan, 250 

Gneiss holding a vein of graphite, . 251 

'< wedged between Valley Limestone and Potsdam in W. Cain, . . . 266 

<* black in Sadsbury, 267 

Gneissand limestone interbedded opposite Parkesbnrg, 268 

'* hornblendlc in E. Goshen, 291 ; in E. Bradford, 294 

** alongside of crTrstalline limestone in E. Bradford, 294 

" in W. Bradford, 297 ; in Birmingham, 801 

'* grey predominates in Westtown, 298 

« hornblendlc prevails in Thombury, 802 

" « iblaek rocks) in W. Marlborough, 804 

« in northern part of E. Marlborough, 806,809 

25 C\ 
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Gneiss garnetiferous in E. Marlborough, 310 

** hombiendic in Newlin, 814 

" •* prevails in Pennsbary, 816 

" convoluted in New Garden, 821 

" horizontal in its attitude, 822 

Gneiss of London Britain, 827 

<* feldspathic=Zou'er JPiotadam 828 

<* hypozoic of Rogers, 829 

*' quartzoee in New London 340 

*< feldspathio in E. Nottingham, 842 

«* granitic in Elk, 848 

Granite veins, 48 ; in Northern Chester, 211 

" dykes 68,76,77,146 

<* feldspathic predominates in W. Vincent, 238 

*< ** replaced by gneiss and syenite in E. Nantmeal, 233 

*• of Warwick, 235 ; Wallace, 248 ; Westtown, 800 

<* weathering, 283 

" blockain U. Uwchlftn, 251 

*< bowlders in E. Goshen, 291 

" near limestone, 274 

Granitic gneiss in Elk, ' .343 

Oraphitey (plumbago,) 83,168 

" in the Valley limestone, 125 

" vein in S. Coventry, 221 

»* in U. Uwchlan 261 

Gravel beds, 219 

" of Delaware, in London Britain 827,328 

•« in W. Fallowfleld, 337 

Oreen mountain system of T. S. Hunt, 253 

Greenstone trap, (see Trap,) 48,211, dto. 

Groups of rocks in Chester county, 215 

Hematite, fibrous, (see Iron Ores,) 173 

Hairs belts of Azoic rocks, (eee Belts,) . 88 

♦* notes on southern Chester, 64-f 

»* theory discussed, 117,281 

Hill of mica-schist in the Valley limestone 276 

Honeycomb limestone, 216 

Honeycomb serpentine, 277,847 

Hornblende, 346 

Hombiendic gneiss, (see Oneiss,) 227 

Hudson river fossils, ' 67,106 

Huronian system, 228,253,322 

Hydro-mlca-Bchist belt, (see Mica-Schist,) 12 

•» " (see Chloritic Schists,) 84 

" " belt of Hall, 64,60 

" " " " Prazer, 108 

" '< absent from limestone belt of Honey Brook, 247 

" " " in London Grove, 888 

Igneous action on gneiss, (Rogers,) 196,199,204 

" " sublimation, (Rogers,) 289 

« magnetic ore, (Rogers,) 241 
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Insects, fossil, 218 

Inversion of gneiss upon limestone, (Rogers,) 71 

** *♦ an escape from difficulties, .72,74,81 

Iron manu&otore in Cliester county, 29 

Iron ore titaniferous, {Bee Birda-eye,) 94 

Iron mines east and west of the Schuylkill, 140,141 

Iron ores on the edge of the limestone, how produced, 144 

" ♦• connected with feults, 166 

" «* of northern Chester, (described by Bogers,) 168 

« « resulting from decomposition of gneiss ? 169 

" " " of mesozoic red rocks? 170 

" " in Uwchlan, 174 ; E. Pikeland, 228 

" " with sparry limestone, . 174 

It (t in ^, Pikeland, 229 ; in W. Vincent, . *. 283 

a it of Warwick, 285-f ; in N. Nantmeal, 246 

" " in U. Uwchlan, 263 

" «* of the Lower Potsdam, 260 

" " of W. Cain, derived from two sources, 260 

" " on the N. edge of Valley limestone, W. Whiteland, '. . . . 276 

" " in East Whiteland, 278,279 

a it inTredyffrin, 283; in £. Goshen, 291 

" " mine In London Grove, 834 ; in Penn, 840 

Isekypterus, 218 

Jurassic rocks, (see New Bed Mesozoic,) 179 

Kaolin deposits, 61 

»* in S. Coventry, 221 ; mines in W. Pikeland, 228,229,282 

" in W. Cain, 268,269 

" skirt the Potsdam outcrop, 269 

" result from decomposition of Lower Potsdam, 269 

it a it of slates at bottom of Valley limestone, 276 

" belt of New Garden, 826,826 

Kermett limestone, (see Limestone,) 817 

Kennett rock =zEdgehill rock, 807,308 

Klinochlore, (clinochlore,) 90 

Lahradoriiey 219 

Lamination of slate between limestones, 186 

Laurentian system, (see Chneiss,) 36,846 

" colored pink on the map, 36 

*♦ of Hall, described, 66 

<< possibly Huronian, 268. 

*< debris re^eposited as Pseudo-laurentian, 269 

Lead mines, 185,186,192,194+,224 

Limestone valley (Chester valley) described, 16 

'* spots and areas on Frazer's map, 87 

** " '♦ *• on Hall's map, .66,68,69 

** outcrops described by Rogers 9^ 

*< quarries described by Rogers, 70 to 73 

Limestone interbedded in gneiss, 67,82 

«< « « at Chadd's Ford, 126 ; opposite Parkesburg, 268 

" " " in East Marlborough, 309 

<* not included in gneiss, (Rogers,) 71 
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Limestone under ooarse-grained gneiss in E. Marlboroagh, S09 

Limestone, mioaoeous, 209 

<* interleaved witli mioa^schlstB, 272 

Limestone, dolomitio, (see Dolomite,) 72,77 

*♦ crystalline, dolomitio, 80,81 

" holding serpentine in Canada, 847 

Limestone (Auroral of Rogers) described, . ; 112 

" described by Frazer, 216 

«« type locality, Tonghkenamon hill, 80 

Linestone relations to the sofaists discussed, 284 

<' in West Bradford especially, 206,297 

" under the schists in London Grove, 330,831,882 

Limestone outcrops in N. Chester, (Rogers ) 62,88,84 

<< sparry, a long line of Iron ore mines, 174 

" in floneybrook, how situated, 247 

'* tongue at Compassville, 257 

'* exposures in &ulsbury, 267 ; in Valley, 271 

«« in W. Whiteland, 274 

<* quarries in E. Whiteland, » 277 

** contact with mica'sohlst belt in Willistown, 279 

" in Tredyflfrin, 280 

« orytalline belt at Cope's, E. Bradford, 293 

** in W. Bradford, in Birmingham, 801 

" of Doe run belt described by Rogers, 70 

" of Boardly run belt described by Rogers, 70 

** ofDoeruninE. Fallowfleld, 303; W. Marlborough, 804 

a «t . 41 has an Indefinable border line, 804,305 

** '< ** dips apparently under the B[>tedam, 806 

<* buff and blue, of York county, different formations, 807 

** quarries in East Marlborough, 809 

" belt in Newlin, 813 ; in Pennsbury, 816 

'* belt of Kennett Square, 318 ; quarries, 819 

•( belt in New Garden, 821 ; quarries, 824,826,826 

*^ quarries of London Britain, 827,828 

<< fragments in Highland, 836 

Limestone over quartzite In E. Marlboroagh, 810 

** seems to underlie quartz slate In W. Marlborough, 808 

Limestone, why absent on the Mesossoic border, 22 

Ximoni^^i (see iron ores,) brown hematite in E. Pikeiand, 228 

«* in W. Pikeland, 227 ; in W. Vincent, 233 

<* from decomposition of serpentine 347 

Ldthological basis for coloration of map, 86,822,828 

Lithomarge. 

Lower Fotsdam-^Taughkenamon rock^ 159 

Lower JPrimal slates of Rogers, 147 

Bfagneslan limestones of the valley vary, 125,128 

•* " formationofthe western United States, 114 

« quality of the South Valley hill schists, 108,218,219 

" infusion, 52 

Magnetic ore (see Iron Ores) of Warwick, 286 

** ** called i/7neot(« by Rogers, 241 
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Magoetio in Honeybrook, 248 ; in U. Uwohlan, 254 

" orystals in earthy serpentine, 844 

" sand In E. Goshen^ ... 291 

Manganiferoos layers In ohlorite schists, 884 

Mapof Chester county, 88,35,86,105,266,269,270,822 

" of Dr. Hartman, 104 

** of Pickering creek lead mines, 186 

«« of Mr. Hall, 86 

Marble quarries, 96,186,138,189,284 

M^anite, 288 

Metamorphism of talo-micsrschlst into serpentine, 89 

•* in the Norwegian rocks, 107,108 

" of the Valley Limestone, 182,188 

Metadolerite^ 288 

Mesozoic, (see New Bed^) (see ZVtoa,) 160 

« border described, 22,160,161,188-186 

" region described, 27,178-f 

** calculations of thickness difficult, 180 

•* how deposited and how far originally, 179,180,181,186 

*' dips generally north, 180, 224 ; sometimes south, 182 

«« possibly faulted, 181 ; probably torrential, 181,182 

•* conglomerates, 184,192,244 

" <« rest on the gneiss, 188,189 

*< « made partly from Potsdam debris, 189 

** sandstones imitated by liill rock, Berks county, border, 220 

** at Fegeley's and other ore mines, 170,172,174 

•« in N. Coventry, 220 ; in S. Coventry, 221 

« iuE. Coventry, 222; in E. Vincent, 222,228 

•< in E. Pikeland, 223 ; In Schuylkill, 224 

«« in Charlestown, 226 ; in W. Vincent, 282 

" in Warwick, 284 

« fossils, 212 

Mioa, plumose, 178 

" plates, silvery, broad In Kenuett, 818 

II <i yery broad in New London, 841 

Micarschist, concholdal in Williston, 287 

" " under steatite, (Roger's,) 96 

«« « Interleaved with limestones in Cain, 272 

«* «« region of the South Valley Hill, described, 12 

« <* areas described by Hall, 60 : by Frazer, 216 

•* " In Valley, 271 ; in E. Whiteland, . . 276 

" «« bm in middle of the valley, 276 

•* *< in WlUistown, 280 ; underlies all E. Goshen, 290 

«« " in W. Goshen, 291 ; in E. Bradford, 292 

" *• in W. Bradford, 295,296; prevail in E. Fallowfield, 885 

" " prevaU in W. Followfield, 886 ; U.Oxford, 888 

" " In northern Penn, 840 

Micaceous limestone, 274 

** gneiss belt of Rogers, 51 

Mineral veins along the Mesoasolo border, 192 

Mollusks, fossil, 218 
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MuscovUef {mica,) 285,815 

New Bed (see Mesozoic; Trias.) 

Nonoonformity, 287 , along the S. Valley hill,? 122 

*< of Potsdam on gneiss, (see Potsdam ) 226 

Oolitic limestone^ 140 

Orthoclase, 91 

Orthofelsite^ (seeFelsite; see Porphyry,) 228 

Paint clay, (see Clay,) 274, (see Kaolin,) 275 

Pal(eosaurus, 213 

Passage beds, 100,103 

Pebbles flattened in metamorphism, 108,188 

Pegmatite, 285,283 

Pequea limestone, 104 

Permian, (see Mezotoic,) 178,213 

Pipe day, 187 

Plants, fossil, 213 

Plumbago, (see Oraphite,) 83,221,222,232 

** mine in U. Uwchlan, 251 

- " method of preparation for market, 252 

Porphyritio gneisses, 48 ; 111 ; described, 216,228 

•< in Charlestown, 226 ; Warwick, 234; U. Uwhlan 260 

" north of Downingtown, 274 

** of N. Chester, represented in S. Chester by Toughkenamon rock, . 307 

Potomac marble, 184 

Potsdam sandstone {Primal white sandstone of Bjo^Tf^,) 73,114 

" character discussed, 822 

<* Upper, siliceous=^Kenneft rock, (Frazer,) 808,331 

•» «• «• " " Edgehill rock, (Hall,) 806 

*' Lower, conglomerate:=Tonghkenamon rock, 808 

" «» *• " ♦* porphyritic conglomerate, 159,257,258 

" " typical locality, 80 

** nonoonformable on gneiss, . . 226 

<* why not visible on Mesozoic border, 22 

<* imitates the Azoic rocks, 53 

Potsdam sandstone areas on Hairs map, 55,57 

" •* as defined by Frazer, 150 

'< spot near Kaoline P. O. omitted from the map, 36 

does it exist in the 8. Valley hill, 128,124,126 

described, ... II24- 

in North Valley hill, described by Rogers 144-|- 

in Mine hill, 158 

in Welsh mountain, 156 

in Black Horse hill, 158 

descends beneath Port Kennedy ? 188 

in Schuylkill, 224, 225 ; Charlestown, 226 

confounded with New Red on the map ? 244 

in Honey Brook, 246 ; Wallace, 248, 249 ; L. Uwchlan, .... 254 

boundary curved by anticlinals, . . .• 254 

debris abundant in L. Uwchlan, 255 

structure in W. Cain, 257 ; area in W. Brandywine, .... 262,264 
in E. Brandywine, 264 
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Potsdam sandstone does not tonoh the Valley limestone in Sadsbury, . . Z67 

<* «• vertioaly north of Parkesborg, 270 

•• " oliffin valley, J mile N. of limestone, 271 

" <« wanting north of Coatesville, ... 271 

. '* *< area in E. Whiteland, 278; fhigmcnts in E. Goshen, . . . 290,291 

« <* debris noticeable in Thorn bury, . . 802 

" ** in W. Marlborough, 305,307; in East Marl., 310,811 

•• *• ? in Pennsbury, 317 ; in New Garden, 321,325 

** ** (lower) margin difficult to define under clay, *. 323 

*• <* in London Britain, feldspathio gneiss 328 

" <* concealed by deep soil in Franklin, 829 

** " ddbris cover much of London Grove, 330 

«« «< in New London, 340 

Jh-ehnitet 193 

Pressure productive of metamorphism, 185 

Primitive limestone, (Hartman,) 104,113 

JPrimal Mlatea ofBogen, (eee JPiotsdam,) 60 

•• " at Kennett Square, 78 

<« « and limestone unconformable over gneiss, . 80 

" •* west of the Schuylkill described by Rogers, 110,111 

«• «* in the Valley hill described by Rogers, 144-|- 

" talcose slates very variable, 146 

M ** thick ; sandstone thin, 148 

" Upper slates, (Rogers,) 160 

« White sandstone, (Potsdam,) 114 

•« " •* of W. Marlborough limestone belt, 73 

" conglomerates, porphyries, (Frazer,) 257,258 

JPsephite, 307 

JPseudo-l&urentian, (see Laurentian,') 259 

I^rites in limestone 135 

J^roxenCf 346 

Quarries, (nee Limestone, Serpentone, Syenite, Building stone, Ac,) 

Quarry of Syenitic granite, 285 

*' of building stone in New London, 324 

Quartzite, (see JPbtodam, ) 246; areas, 57 

" abundant In L. Uwchlan, 254 

** unconformable over hornblende gneiss in W. Gain, 262 

<* beneath limestone, ... 808 

Quartzose sandstone (Potsdam) covers most of W. Whlteland, ..... 275 

Quartz-prophyry in Wallace, 248 

Quartz-slate, south of Doe run, 807 

Quartat-sand underlies limestone in London Britain, 827,828 

Quartz fragments In Penn, 340 

Badiates, foBnn, 218 

B^tiles, fossil, 212 

Rogers' belts of Azoic rocks, 88,89-4- 

Roo&ng slates ; fossils, 07,68; 108,107,111 

Buby, 852 

Butile, 71 

Butiodon, 218 
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Sand from Potsdam rooks, 249 

*< soil in Upper Uwohlan, 250 ; E. Brandywine, 264 

<• pits on the edge of the Potsdam in Gain, 273,277 

*< deep in Birmingham, 801 ; red in W. Nottingham, 844 

" from gneiss, 81J^ 

" ohrome, 92 

Sapphire^ 862 

Scapolite^ 846 

Schists, (see Mic<i-8chisU,) whetstone, 61 

Schorl, 78,109 

^co^i^AuA, 69, 151; in London Grove proves Potsdam, 833 

Sedementary nature of the Azoio rocks, 87 

Segregations, 77 

Section across Tredyffrin, . 288 

Seipentine both igfieoiui and sedimentary, (Roger's,) 62,88 

«* Intrusive, injected or igneous," (Roger's,) 90,98 

<* merely a siiioious part of the talo-mica belt, 87,88 

<* merely metamorphosed talo-mica-«chist, (Roger's,) 89 

<* both stratified and unstratified, (Roger's,) 94 

** unconnected with the hypozoio rocks, (Frazer,) 289 

** unconnected with the paleozoic rocks, ( " ) 289 

'* either igneous or m^tamorphic, ( '* ) 289 

*< Upper Silurian on Qall's theory of structure, 86 

•' connected with or distinct from limestone ? 84 

" knots of it in marble, 96,97 

'* (earthy) holds magnetite, 344 

« weathers into Honeycomb rock and limonite, 347 

« of great thickness, 87,88 

<* good building stone, 88 

« J. Willcoz's notes of localities and affinities, 846 to 851 

«' censor report of 1880, 62,64,65 

Serpentine areas on the maps, 37 

" described by Hall, 54,62; Rogers, 84-f 

Serpentine of Montgomery county described by Rogers, 95 

** barrens described by Frazer, 218 

•« *• ii^ection " in Warwick ore mine, 238 

" belt in Tredyflfrln described, (Frazer,) 281 

« iu Wllliston, 287,288,289; E. Goshen, 290 ; W. Goshen, 291,292 

'• exposuresin E. Bradford, 294,295 

<< Cox belt in West town, 296 

«* Brinton*s quarry, 298,299 

«* in Birmingham, 801 ; float near Woodvllle, 807 

*' last going west in E. Marlborough, 812 

" Oak Hall ridge in Newlin, . 314 

« belt in E. and W. Nottingham and Elk, 841 to 345 

Serpentine of Northampton county. Pa., ' 85, 853 

Serpentinous-talc-slate, (Rogers,) 94 

midovA ( Upper) Pbtadam, 831 

Silurian (siluro-cambrian) limestone, 113,114 

Silver-lead mine, 224 

Shik-holes, 88,277,318 
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Page. 

Soil, sandy on Potsdam, 249,264 

(« rich in Franklin, 828,829 ; red in Highland, 885 

" poor on serpentine, 848 

Southern gneiss region described, 87 

South Valley hill belt, (see Tale-miea; Micck^) 07 

** edge of limestone straight, 118 ; schists in Sadsbnry, 268 

Sparry limestone, ]74 

Stalactitic heematite, 178 

iSK6a<t<e and serpentine, 62,90,846,860 

" on Taylor's run, 84; in E. Fallowlield, ^ 804 

'* of Montgomery county described by Rogers, 95 

** conformable over mica-slate, (Rogers,) 96 

Stilbite, 193 

Striice of rocks in S. Valley hill discussed, . .* 120+ 

•< generally N. E. and S. W., 880 

Sirantiaf 140 

Structure of Delaware county not recognizable in Chester county'by Hall, 60 

" in W.Bradford, 296; in valley, 803; 810,811 

*•' in Kennett, 820; in New Garden, 828 ; in London Grove, . 880,881,882 

Sublimation, 288 

Sulphur in ore, 240 

Syenites described by Frazer, 215 

Syenite dyke, (see Dyke,) 82,88,805,819 

'* feldspathic, 48 ; resembling dolerite, . 260 

*' belt omitted from the map, 85 

«< areas of Hairs maps, 56 

'< Laurentian system, 56 

; < in Charlestown, 226 ; W. Vincent, 288 ; E. Nantmeal, 288 

« in Warwick, 284 ; north of Downingtown, 274 

« near limestone^ 274 

** quarry in Easttown, 286 

«• black, homblendic, 286 

»• hill at Wm. Penn tayem, , 288 

" bowlders in E. Goshen, 291 ; E. Bradford, 298 

*< dyke at W.Marlborough, 805; Pennsbury, '. . 81d| 

«* in Kennett, 318 ; dyke in Kennett, 819 

Synclinal on the Schuylkill, (Roger's,) 42 

Synclinals of limestone south of the valley, (Roger's,) 66 

«• shallow, (Roger's,) 69; 72,78 

Synclinal of serpentine in mica slate, (Roger's,) 89,97 

" structureofthe Valley discussed, 116-|-281 

«« " " " described by Rogers, 129+ 

" rangesnorthof the Valley, 155 

*< remnants of Mesoaoic in gneiss, 167 ; fkulted, 168 

«• synclinals, 265,266 

«* in E. Marlborough, 812 ; at Chad's ford, 817 

'* of chlorite slate over limestone, London Grove, 882 

raZc, 78,90,351 ; feathery, 71 ; sUtes, 52,81,108 

Talo-mioa slate belt, (Rogers,) 66,67 

«« " «« «• boundaries, 97 

«« «• " •• E. A W. of Schuylkill described by Rogers, . 109 to 111 
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Fage. 

Talo-mioa above or below the Valley limestone, ftS-f- 

Thickness of Valley limestone? 131,182 

Titanic iron and serpentine, 08 

Titaniferous iron ore, 94 ; sand, 291 

Topography of the oounty, Chap. I, 1 

** of river bends, 228 

" of Potsdam outcrop, 225,226 

Torrential deltas, 182 

Toughkenainon rock = Lower Potsdam, 307 

Trap, (see Oreenatone; Dolerite,) 87,219 

<* dykes in Philadelphia gneiss belt, 48 

" " of the Mesozoio region, 181,192-f 

" »* of north Chester county, 211 

<< dyke in East town, 13S ; N. and S. Coventry, 220,221 

** «< in EastNantmeal, 283; in Warwick, 234 

<* ** in the foot wall of the Hopewell mine, 235,236 

** *< inthe Warwick mine, 237,238; Steele's pits 241 

" »* in W. Nantmeal, 245 ; Honeybrook, 246 

'* fhigments south of Downingtown, 274 

** dykeinTredyffrin, 281,282; East town, 285,286; 288 

«< fragments in W. Gk)shen, 292 ; In West town, 298 ; Woodville, ... 807 

Tremolite, 846 

Trenton {Valley) limeatonef 113 

TriaSf (oeeNewBed; Bee MesozoiCt) 178,213 

Undulations, (see Anticlinals,) 165 

Uplifts, (see AntielinalSj) 76 

Upper Primal Slates, (aeelVimat; Potsdam,) 160 

Valley limestone, (see Structure ; (Bee Auroral,) 

" " described topographically, 16 

•* " place in geology cliflcussed, 99,100-)- 

,« *• region (Chester Co. valley,) described, 112-|- 

«» " ♦« «* «* by Rogers in detail, 126-^ 

« *< synclinal structure discussed, 129,281 

** *< south edge, why so straight, 113 

•< *' color, dip minerals, 118; thickness, *. . 181,182 

* *< magnesian, 128; marble, 182,133 

" *• in Sadsbury, 267 

Variability of the Azoic rocks, 88 

Wavellite, 278 

Whetstone schists, 51 ; quarry in Newlln, 314 

Zamites, 213 

Zeolites, 198 
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REPORTS FOR 1874, 1875, 1876, 1877, 1878, 1879, 1880, 1881, AND 1882. 

The following Reports are laaued foi; the State by the Board of Commis- 
BionerSf at Harrisburg, and the prices have been fixed as follows, in aooord- 
anoe with the terms of the act : • 

PBI0E8 OF BEPOBT8. 

A* HisTOKiCAii Sketch of Gbo logical Explorations in Pennsylvania 
and other States. By J. P. Lesley. With appendix, containing Annual 
Reports for 1874 and 1876 ; pp. 226, 8vo. Price in paper, |0 25 ; postage, |0 06. 
Price in cloth, |0 50 ; postage, |0 10. 

AS* Special Repobt to the LBofsLATURs upon the Causes, Kinds, 
AND Amount op Waste in Mining Anthracite Goal. By Franklin 
Piatt. With a chapter on Methods op Mining. By John Price Wetherilh 
Illustrated by 85 figures of mining operations and a Plan op an Anthra- 
cite Breaker. Price, $1 10; postage, $0 12. 

B* Preliminary Report op the Mineralogy op Pennsylvania— 
1874. By Dr. F. A. Genth. With appendix on the hydro-carbon compounds, 
by Samuel P. Sadtler. 8vo., pp. 206, with map of the State for reference to 
counties. Price in paper, |0 50 ; postage, |0 08. Price in cloth, |0 76 ; post- 
age, 10 10. 

C» Report op Progress on York and Adams Counties — 1874. By 
Persifor Frazer. 8vo., pp. 198, illustrated by 8 maps and sections and other 
illustrations. Price in paper, |0 85 ; postage, |0 10. Price in cloth, $1 ^10 ; 
postage, |0 12. 

C2, Report op Progress in the Counties op York, Adams, Cumber- 
land, and Franklin — 1875. Illustrated by maps and cross-sections^ show- 
ing the Magnetic and Micaceous Ore Belt near the western edge of the Meso- 
zoic Sandstone and the two Azoic systems constituting the mass of the South 
Mountains, with a preliminary discussion on the Dillsburg Orb Bed and 
catalogue of specimens collected in 1875. By Persifor Frazer. Price, f 1 25 ; 
postage, $0 12. 

C*. Report op Progress in 1877. The Geology of Lancaster County, 
with an atlas containing a colored geological map of the county, local map of 
the Gap Nickel Mine, map and sections of the East Bank of Susquehanna 
River ; other geological sections across the county, and geological colored maps 
of York and Lancaster counties. By Persifor Frazer. 8 vo., pp. 850. Price 
of Report and Atlas, |2 20 ; postage, |0 25. 

C«« Report op Progress. Geology op Philadelphia County, and 
OP THE Southern Parts op Montgomery and Bucks. By Charles E. 
Hall. Pp. 145, with Geological map sheet of colored cross-sections, and 24 
pages outs. Price, $1 66 ; postage, |0 13. 
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D« Report op Progress mr the Brown Hematite Ore Ranobs of Lb- 
HiOH County — 1874, with desoriptions of mines lying between Emaua, Al- 
burtis, and Foglesville. By Frederick Prime, Jr. 8vo., pp. 78, with a contour- 
line map and 8 cuts. Price in paper, |0 50 ; postcige, |0 04. Price in cloth, 

90 75 ; postage, 90 06. 

D3, The Brown Hematite Deposits of the SiiiURO-GAMBRiAN Lime- 
stones OP Lbhiqh County, lying between Shimersville, MiUerstown, 
Sohenolssville, Ballietsville, and the Lehigh river— 1875-6. By Frederick 
Prime, Jr. 8 vo., pp. 99, with 5 map^heeU and 5 plates. Price, $1 60 ; post- 
age, 90 12. 

B* Special Report on the Trap Dykes and Azoio Rooks of South- 
eastern Pbnnsylvania— 1875. Part I, Historical Introdaotion. By T. 
Sterry Hunt. 8 vo., pp. 258. Price, 90 48 ; postage, 90 12. 

F. Report of Prooress in the Juniata District on Fossil Iron Ore 
Beds of Middle Pennsylvania. By John H. Dewees. With a report of the 
AuQHWiCK Valley and East Broad Top District. By C. A. Ash- 
burner. 1874-8. IXlastTBLted -with! Oeologicai maps and 19 sections. 8vo., 
pp. S05. Price, 92 55 ; postage, 90 20. 

G. Report of Progress in Bradford and Tiooa Countie8~1874-8. 
L Limits of the Catskill and Chemuno Formation. By Andrew 
Sherwood. II. Description of the Barclay, Blossburo, Fall Brook, 
Arnot, Antrim, and Oainbb Coal Fields, and at the Forks of Pinb 
Creek in Potter County. By Franklin Piatt. III. On the Coking of 
Bituminous Coal. By John Fulton. Illustrated with 2 colored Geological 
county maps, 8 page plates, and 85 cuts. 8 vo., pp. 271. Price, 91 00 ; post- 
age, 90 12. 

02« Report of Progress. Geology of Lycoming and Sullivan 
Counties. I. Field Notes by Andrew Sherwood. II. Coal Basins, by 
Franklin Piatt. With two colored geological county maps and numerous 
illustrations. 8 vo., pp. 268. Price, 91 06 ; postage, 90 14. 

03. Report of Progress in 1876-9. 8 vo., pp. 120. The (Geology of 
Potter County, by Andrew Sherwood. Report on the Coal Fields, by 
Franklin Piatt, with a colored geological map of county, and two page plates 
of sections. Price, 90 58 ; postage, 90 08. 

©*• Report of Progress. Part I. Geology of Clinton County. 
Part II. A special study of the Carroniferous and Devonian Strata 
along the West Branch of Susquehanna River. By H. Martyn Chance. In- 
cluded in this report is a description of the Rbnovo Coal Basin, by Charles 
A. Ashbumer, and notes on the Tanoascootack Coal Basin in Centre and 
Clinton Counties, by Franklin Piatt. Price, 91 05 ; postage, 90 12. 

QB, Report of Progress. The Geology of Susquehanna County 
AND Wayne County. By I. C. White. Pp. 248, with (Geological map and 
58 sections. Price, 90 70 ; postage, 90 12. 

O'* Report of Progress, 1881. ThbGbology of Pike and Monroe 
Counties. By I. C. White. 8 vo., pp. 407. Illustrated with colored Geo- 
logical county mcips^ a map of glacial scratches, and 7 small sections. Also 
special surveys of the Delaware and Lehigh Water Gaps. By H. M. 
Chance, with 2 contoured maps of Water Gaps, and 6 detailed sections. Price, 

91 15; postage, 90 15. 

H. Report of Progrbss in the Clbarfhsld and Jbffbrson District 
OF the Bituminous Coal Fields of Western Pennsylvania— 1874. By 
Franklin Piatt. 8 vo., pp. 296, illustrated by 189 cuts, 8 maps, and 2 sections. 
Price in paper, 91 60 ; postage, 90 18. Price in cloth, 91 75 ; postage, 90 15. 

H^* Report of Progress in the Cambria and Somerset District 
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OF THB Bituminous Coal FibLds of Western Pennsylvania— 1875. By F. 
and W. G. Piatt. Pp. 194, illustrated with 84 wood-^uts, and 4 maps and sec- 
tions. Part I. Cambria. Price, $1 00 ; postage, |0 12. 

H5, Report of Progress in the Cambria and Somerset District 
OP THE Bituminous Coal Fields of Western Pennsj'lvania — 1876. By F. 
and W. G. Piatt. Pp. 34S, illustrated by 110 wood-cuts and G maps and sec- 
tions. Part II. iSomerset. Price, |0 85 ; postage, |0 18. 

H*« Report op Progress in Indiana County— 1877. By W. G. Piatt. 
Pp. 816. With a colored map of the county. Price, |0 80 ; postage, |0 14. 

H», Report of Progress in Armstrong County— 1879. By W. G. Piatt. 
Pp. 238. With a colored map of the county. Price, $0 75 ; postage, |0 16. 

H«* Report of Progress in Jefferson County— 1880; with colored 
map of county. By W. G. Piatt. Price, |0 60 ; postage, |0 12. 

I. Report of Progress in the Venango County District — 1874. By 
John F. Carll. With observations on the Geology around Warren, by F. A. 
Randall ; and Notes on the Comparative Geology of North-eastern Ohio and 
Northwestern Pennsylvania, and Western New York, by J. P. Lesley. 8 vo., 
pp. 127, witli 2 mapst a long section, and 7 cuts in the text. Price in paper, 
fO 60; postage, fO 05. Price in cloth, |0 85 ; postage, |0 08. 

!>• Report of Progress, Oil Wells, Records, and Levels — 1876-7. 
By John F. Carll. Pp. 398. Published in advance of Report of Progress, III. 
Price, ZO 60 ; postage, |0 18. 

13, Report of Progress— 1875 to 1879. Geology of the Oil Regions of 
Warren, Venango, Clarion, and Butler Counties, including surveys 
of the Garland and Panama Conglomerates in Warren and Crawford 
counties, and in Chautauqua county. New York, with descriptions of oil well 
rig and tools, and a discussion of the preglacial and postglacial drainage of the 
Lake Erie Country ; with Atlas. By John F. Carll. Price, $2 80 ; postage, 
fO 80. 

J. Special Report on the Petroleum of Pennsylvania— 1874, its 
Production, Transportation, Manufacture, and Statistics. By Henry E. Wrig- 
ley. To which are added a Map and Profile of a line of levels through Butler, 
Armstrong, and Clarion Counties, by D. Jones Lucas : and also a Map and 
Profile of a line of levels along Slippery Rock Creek, by J. P. Lesley. 8 vo., 
pp. 122 ; 5 maps and sections, a plate and 5 cuts* Price in paper, |0 75 ; post- 
age, to 06. Price in cloth, $1 00 ; postage, |0 08. 

K. Report on Greene and Washington Counties — 1875, Bituminous 
Coal Fields. By J. J. Stevenson, 8 vo., pp. 420, illustrated by 3 sections and 2 
county maps, showing the depth of the Pittsburgh and Wa3mesburg coal bed 
beneath the surface at numerous points. Price in paper, |0 65 ; postage, tO 16. 
Price in cloth, |0 90 ; postage, |0 18. 

K2« Report of Progress in the Fayette and Westmoreland Dis- 
trict OF THE Bituminous Coal Fields of Western Pennsylvania— 1876. 
By J. J. Stevenson ; pp. 437, illustrated by 50 wood-cuts and 3 county maps, 
colored. Part I. Eastern Allegheny County, and Fayette and Westmore- 
land Counties, west from Chestnut Ridge, Price, $1 40; postage, $0 20. 

K3. Report of Progress in the Fayette and Westmoreland Dis- 
trict OF THE Bituminous Coal Fields of Western Pennsylvania— 1877. By 
J.J.Stevenson. Pp.331. Part II. The Ligonier Valley. Illustrated with 
107 wood-cuts, 2 plates, and 2 county maps, colored. Price, $1 40 ; postage, 
fO 16. 

Ii« 1876 — Special Report on the Coke Manufacture of the Yough- 
lOGHENY River Valley in Fayette and Westmoreland Counties, 
with Geological Notes of the Coal and Iron Ore Beds, from Surveys, by Charles 
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A. Young; by Franklin Piatt. To whioh are appended: I. A Report on 
Methods of Coking, by John Fulton. II. A Report on the use of Natural Gas 
in the Iron Manufacture, by John B. Pearse, Franklin Piatt, and Professor 
Sadtler. Pp. 262.' Price, $1 00; postage, |0 12. 

M* Report of Proobess in the Laboratory of the Survey at 
Habrisburg — 1874-6, by Andrew S. McCreath. 8 vo., pp. 105. Price in pa- 
per, 10 60: postage, |0 05. Price in cloth, |0 75 ; postage, |0 08. 

M>» Second Report of Progress in the Labobatoby of the Sub- 
VEY, at Harrisburg, by Andrew S. McCreath— 1876-8, including I. Classiflca- 
tion of Coals, by Persifor Frazer. IT. Firebrick Tests, by Franklin Piatt. 
III. Notes on Dolomitic Limestones, by J. P. Lesley. IV. Utilization of An- 
thracite Slack, by Franklin Piatt. V. Determination of Carbon in Iron or 
Steel, by A. S. McCreath. With 3 indexes, plate, and 4 page plates. Pp. 438. 
Price in cloth, |0 65 ; postage, |0 18. 

M^m Thibd Report of Pboobess in the Labobatoby of the Survey, 
at Harrisburg. Analyses, Ac, &q. By Andrew S. McCreath. Pp. 126, with 
2 indexes and map. Price, |0 40 ; postage, |0 10. 

N. Repobt of Pbogbess — 1875-6-7. Two Hundbed Tables of Eleva- 
tion ABOVE Tide-Level of the Railroad Stations, Summits and Tunnels ; 
Canal Locks and Dams, River Riffles, (fee, in and around Pennsylvania; with 
map ; pp. 279. By Charles Allen. Price, ^ 70 ; postage, |0 15. 

O. Catalogue of the Geological Musuem— 1874-5-6-7. By Charles E. 
Hall. Part I. Collection of Rock Specimens. Nos. 1 to 4,264. Pp. 217. Price, 
10 40; postage, 10 10. 

02« Catalogue OF the Geological Museum. By Charles E.Hall. Part 
II. 1. Collection of rock specimens, Nos. 4265 to 8974. 2. Paleeontological 
specimens. Price, $0 40 ; postage, fO 12. 

P. 1879— Repobt and Atlas of the Coal Floba of Pennsylvania 

AND OF THE CaBBONIPEBOUS FOBMATION THBOUGHOUT THE UNITED 

States. By Leo Lesquereux. Price of Report, |0 80 ; postage, |0 28. Price 
of Atlas, 13 35; postage, |0 22. 

pa. The Pebmian ob Uppeb Cabbonifebous Floba of West Vib- 
GiNiA AND S. W. Pennsylvania, with 88 plates. By Wm. M. Fontaine, 
M. A., and I. C. White, A. M. Price, 92 25 ; postage, $0 17. 

Q,m Repobt of Pbogbess in the Beaveb Riveb Distbiot of the Bitu- 
minous Coal Fields of Westebn Pennsylvania. By I. C. White. Pp. . 
337, illustrated with 3 Oeolof/ical maps of parts of Beaver, Butler, and Alle- 
gheny Counties, and 21 plates of vertical sections, 1875. Price, $1 40 ; post- 
age, $0 20. 

^2, Repobt of Pbogbess in 1877. The Geology of Lawbence County, 
to which is appended a Special Report on the Cobbelation of the Coal 
Mbasubes in Western Pennsylvania and Eastern Ohio. 8 vo., pp. 336, with 
a colored Geological Map of the county, and 134 vertical sections. By I. C. 
White. Price, 90 70 ; postage, |0 15. 

^3, Repobt op Pbogbess in 1878. 8 vo., pp. 283. The Geology of 
Mebceb County, by I. C. White, with a colored geological map of county, 
and 119 vertical sections. Price, 90 60; postage, 90 11. 

^*, Repobt of Pbogbess— 1879. The Geology of Ebie and Cbawfobd 
Counties, with tables of barometric heights in each township, and notes on 
the place of the Shabon Conglomerate in the Paleaozolc series. By I. C. 
White. Also, the discovery of the Pbeglaoial Outlet of Lake Erie, 
with two maps of the Lake Region. By J . W. Spencer, Ph. D. Prio«, 91 17 ; 
postage, 90 18. 

R. Repobt of Pbogbess. The Geology of McKban County-, and its oon- 
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neotion with that of Cam bbok, Elk, and Forest, with Atlaa oontalning 8 

sheets of maps and seotions. By Ohas. A.- Ashbomer. Prioe, f 1 70 ; postage, 

fO 22. 

T. Report of PRoaRSSs. Geology of Blair County, with 35 illnsth^ 

trations and an Atlas of 14 sheets of the oolored map of Morrison's Cove, 
<fco. ; 1 index sheet, and 2 sheets of oolored sections. By Franklin Piatt. 

Price of Report and Atlas, $4 65 ; postage, fO 28. 

¥• Report of Progress— 1878. Part I. The Northern Townships of But- 
ler county. Part II. A special survey made in 1875, along the Beaver and 
Shenango rivers, in Beaver, Lawrence, and Mercer Counties. 8 vo., 
pp. 248, with 4 mapSf 1 profile section and 154 vertical sections. By H. Mar- 
tyn Chance. Price, fO 70 ; postage, 90 15. 

¥*• Report of Progress in 1879. 8 vo., pp. 282. The Geology of Clar- 
ion County, by H. Martyn Chance, with colored geological map of county, 
a map of the Antidinals and Oil Belt, a contoured map of the Old River 
Channel at Parker, 88 local seotions figured in the text, and 4 page plates. 
Price, fO 48 ; postage, fO 12. 

Other Reports of the Survey are in the hands of the printer, and will soon 
be published. 

The sale of copies is conducted according to Section 10 of the Act, which 
reads as follows : 

• * * ** Copies of the Reports, with all maps and supplements, 
shall be donated to all public libraries, universities, and colleges in the State, 
and shall be furnished at cost of publication to all other applicants for 
.theni," 

Mr. F. W. FoRMAN is authorized to conduct the sale of reports ; and letters 
and orders concerning sales should be addressed to him, at 223 Market street, 
Harrisburg. Address general communications to Wm. A. Ingham, Secretary. 

By order of the Board, 

WM. A. INGHAM, 
Secretary of Board. 
Rooms of Commission and Museum : Addreos of Secretary: 

ins Market Street^ Harrisburg. t$S Market Street^ Harrisburg. 
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